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TECHNICAL PUBLICATION FOR THE MECHANICAL EXECUTIVE RESPONSIBLE FOR PRINTING 
PRODUCTION, EQUIPMENT AND SUPPLIES IN THE COMMERCIAL, MAGAZINE, PRIVATE PLANT 


TEC H Nl : C A L AND DAILY NEWSPAPER FIELD. 


¢ LITHOGRAPHER’S MANUAL — Compiled 
by Walter E. Soderstrom. Second revised edition. 


Technical information from copy to finished 
job. Nationally known technical men con- 
tributed the bulk of practical camera, plate- 
making and presswork information. Size 8% in. 
by 1114 in. Bound in red cloth, gold stamped. 
Many of the 368 pages are illustrated. Price $5 


per copy, cash with order. 


@ PRINTING INKS— Their Chemistry and 
Technology — By Carleton Ellis. Bound in cloth, . 
6 in. by 914 in., 560 pages, well illustrated. For 
printing executives, pressmen, photo-engravers, (~) 
platemakers, ink manufacturers, chemists, | 
9 


paper-makers. Author stays close to printing 
plant. The solving of new production problems 
brought about by technological improvements, 
both in equipment and inks, created the urgent 
need for this book. Price $7 cash with order. 


® MANUAL OF STEREOTYPING — By Joseph 
Goggin. This 256-page book conveys latest 
technical information and manipulating pro- 
cedure. Written by a practical stereotyper. Price 
$5.00, cash with order. 


® SIXTH PRODUCTION YEAR BOOK — 
World of technical and production information 
in compact form covering art and photography, 
platemaking, engraving and electrotyping, book- 
making and binding, paper and ink, printing 
processes, production data and typography. The 
resent (1940) edition consists of 612 pages, of 
vhich out of five are illustrated. Size 834 LEADING ARTICLES 
in. by 1114 in. Price $5 per copy cash with order. 


© PHOTOGRAVURE — By H. Mills Cartwright. DECEMBER 1940 


Covers all of photogravure’s basie principles in 
concise and readable language. Rotogravure 
receives minor discussion but this is generally 


considered best textbook on photogravure proc- 

ess. Contains 202 pages, 34 illustrations, maroon Etching Technique on Zinc... .....- 66s sss sens seaus 2 

cloth, size 644 in. by 914 in., $3.50 per copy, STAFF WRITER 

cash with order. Men F 
® TIPS ON PRESSWORK — By G. C. Cooper. , 

This pocket sive book menseres 316 ie. by 516 Color Register Held By Electric Eye................. 5 

in. and contains 111 printed pages, heavy paper B. B. EISENBERG 

cover. Covers standard practices on cylinder 

and platen presses. Price $1.50, cash with order. me 2 

Simplified Markup for Newspaper Ad Copy.......... 8 

® ETCH PROOFS — By J. H. Bartz. Booklet, F. W. BROOKS 


approx. 6 in. by 9 in. 40 pages and paper cover 
Tells reasons for and how to take reproduction 
proofs. Price, $2.00, cash with order. Decrease in Employment, Wages and Production..... . 10 


* HANDBOOK FOR PRESSMEN — By Fred 


W. Hoch. Book written by authority on all ; P . Z S li 

itenun of Sob hed tettecmneen pedention ter Ce Penmpement ae Sane... 6-65 on 5 5 eb saae es 12 

practical pressman. Contains 248 pages, 26 

illustrations and 24 charts. $3 per copy, cash - 

ey a an ee nen 15 
® THE PRACTICE OF PRESSWORK — By 

Craig R. Spicher. We offer copies to our readers A.N.P.A. Mechanical Committee.................... 18 

at the special price of $4.00 per copy, cash with 

order. No printer should be without a copy 

(9000 copies printed). I I io nko 002 ed ds ee ee eee 20 


* Send All Orders With Remittance to 


PRINTING 
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Etching Cechnigue on «in is 


engraving plant — Writer discusses dragons blood, ink 


top, enamel top, taking the bites and re-etching 


By STAFF WRITER 





the ink method was used as an acid 

resist exclusively. The light sensitive 
coating was first composed of various 
gums and finally gum arabic. This was 
later displaced by albumen as the result- 
ing coating was more plastic. For many 
years a small quantity of gum arabic was 
added to the usual ink printing solution. 
Glue gradually came into use and is still 
used today in the majority of commercial 
engraving houses. 

The early etchings were made without 
dragons blood or etching powder and for 
good work this required the use of several 
grades of ink and several rollers and 
slabs. The print was made with a thin 
albumen solution, rolled up with a thick 
greasy ink and carefully developed under 
water and dried without heat. A first 
etch was given the plate, then the plate 
was heated to run the ink down the side 
of the lines to protect the etched surface 


| THE early days of photo-engraving, 





Zine etchings courtesy of Bureau of Engraving, Minneapolis, Minn. 


and a second etch given. The plate was 
then sponged with a gum arabic solution 
and rolled up while wet with a thin hard 
ink, the plate washed and carefully dried 
and heated to run the ink further down 
the sides of the lines. Another etch was 
given. 

Then with the same hard roller and a 
softer ink the plate was rolled up until 
sufficient ink had been taken up by the 
plate and had been forced down the 
sides of the lines and another etch was 
given. This would then be repeated by 
another rolling with a soft roller and 
softer ink. After sufficient depth had been 
obtained by this method of etching, the 
plate was cleaned of all ink, then rolled 
with a hard roller with a hard ink to 
merely cap the top of the lines and cover 
the first bite depth. The plate would then 
be given a final etch to remove some of 
the steps caused by the various etchings. 


Introducing Dragons Blood 


Dragons blood was introduced into 
this country at the turn of the century 
and it completely changed the character 
and method of making zinc etchings and 
made the introduction of halftones pos- 
sible for fast newspaper production. By 
the old rollup method it required from 
two to four hours to turn out a small 
plate, while with powder it was possible 
to turn out a full page in an hour and 
frequently in less time. It is interesting to 
note that the old method of rolling up is 
still in use in some of the European 
countries. The modern adaptation of 
this method will be discussed later. 

Great strides were made in the engrav- 
ing business as soon as the powder meth- 
od of etching came into general use as it 
enabled the photo-engraver to turn out a 
much larger volume in less time. Costs 
tumbled accordingly and the use of en- 
gravings mounted by leaps and bounds. 
The use of the powder method caused a 
change in the solutions used for printing, 
and, practically greaseless, thin inks were 


Excellent Illustration of Good News- 
paper Photo-engraving 


These two etchings made in fine screen for 
Printing Equipment Engineer are printed 
here for comparison. 

Duplicate prints were made and etched on 
the same plate, all tone values held lower than 
copy as shown by upper etching. The lower 
plate was given a general re-etch in a tray with 
re-etching solution to “‘point-up” the high- 
lights and open the middletones. The usual 
tonal pick-up inherent in newspaper printing 
completes the job and provides an excellent 


finished result. 


brought into use. As sufficient tack Ww 

required only to pick up resin or dra — 
blood by the ink, the type of finished me 
was determined by the type of “top , 

powder” used. A resin or clear ie. 
would spread the lines whereas dra “ n 
blood would hold the lines to 4 
original thickness. ’ 


Ink Top to Enamel Top Transition 


The transition from ink top to enamel 
top was as great as the change from the 
old roll-up method to the powder meth. 
od. It is interesting to compare the dif. 
ference in etching. With ink top, a high- 
light dot of any size could be printed on 
the metal and the etching was carried 
as far as possible during the first bite 
right up to the point of losing the finest 
highlights. The tones to be lightened 
were brushed during this first bite and 
often local etching was resorted to in the 
effort to lighten up any tones where the 
dot was too large. The ordinary ink. 
albumen top, however, would not with- 
stand much of this kind of treatment and 
for this reason gum arabic was added to 
the printing solution, as previously men- 
tioned, to strengthen the top so it would 
withstand this abuse. Frequently, though 
if any amount of brushing was attempted, 
uneven tones would result. 

For the reason discussed in the previ- 
ous paragraph, many plants, including 
newspapers, resorted to glue enamel 
(usually referred to as hot enamel) for 
special layouts. The difference in etching 
frequently caused trouble. The regular 
types of glue enamels are brittle and 
hard by comparison and have a tendency 
to hold the dot size while the metal etches 
away under the edge of the dot. Also, we 
have no ink-binding surface to hold the 
powder and form a perfect union at the 
top edge of the dot structure. This holds 
true partially with cold enamel. 

In the writer’s opinion, the best news- 
paper halftones ever produced in this 
country by the ink albumen method were 
made in the engraving department of the 
Philadelphia Worth American under the di- 
rection of Amos Spaulding thirty years 
ago. (Basically the same method is in use 
in a majority of the large newspapers to- 
day but with different materials). Ap- 
proximately a 34 in. screen separation 
was used on 65 line screen. A “tight” 
negative with all tones pulled up with a 
proportionately large shadow dot was 
standard procedure. Printed with ink- 
albumen and a hard burn-in, the shad- 
ows spread into a fine dot with some pro- 
portionate increase in the highlight. 
Local negative “cutting” took the place 
of modern re-etching to correct tone 
values. A careful etching of three bites 
produced a plate of from 0.0045 in. to 
0.005 in. depth in the high-lights which 
matted beautifully with a printed result 
equalling the appearance of a hand 
press proof. 


Allowing for Print Back 


It is interesting to note that this meth- 
od, by pulling up the tones, and allowing 
for the print-back occurring in the news- 
paper stereotyping process was revived 

Continued on page 22 
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With the ELROD 
Simple Operation— 
Wide Range of Product 


The active, modern newspaper composing room needs so 
much strip material in order for its compositors to work 
efficiently, that the only economical and sensible way of 
providing ample supplies of leads, slugs, rules and base is 
to operate a strip-casting machine on its own floor. 


@ Mechanically, the Elrod machine is simplicity itself. The 
machine consists essentially of a heated crucible from which 
metal is continuously drawn, the metal solidifying as it passes 
through a water-cooled mold. Interchangeable molds pro- 
vide any desired variety in strip materials. 


@ The rightness of the Elrod’s simple, basic idea accounts 
for its simplicity of operation and its rapid, trouble-free pro- 
duction of uniformly high quality material. Changing molds 
and starting production require but a few minutes. And 
once started, the Elrod continues to operate almost indefi- 
nitely with minimum attention. 


@ The Elrod produces strip material of the highest quality— 
uniform in height and thickness, and of great solidity. It 
stands up under any pressure to which it may be subjected 
in stereotyping. Due to the method by which it is formed, 
Elrod strip material is completely solid—neither porous nor 
weakened by brittle joints or welds. 


@ With a single Elrod machine, strip material can be pro- 
duced in all heights, and from one-point to 36-point in 
thickness. In the column at the right is a partial showing of 
the Elrod product. In addition to leads, slugs, base and 
single rules up to 36 points thick, the Elrod produces on a 
single strip, combinations of straight-line rules in wide variety. 


@ Elrod strip-casting machines are helping to lower costs 
of production in hundreds of progressive newspaper plants. 
We will gladly study your requirements and submit detailed 
specifications and prices on Elrod equipment and molds to 
meet your particular needs. Write us today. 


Ludlow Typograph Company 


2032 Clybourn Avenue - + + Chicago, Illinois 


Set in members of the Ludlow Radiant family 
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ELROD leads, slugs and base in four 
stock heights, .750, .765, .854, .875, 
are cast on bodies which are shown 
below in cross-section. 


























Twin Twin Twin Twin 4-Point 
1-Point 114-Point 2-Point 3-Point Lead 
Leads Leads Leads Leads 

6-Point Single- a : Hollowed- 
Slug Channel Body 
Tie-up 12- oan Slug 18-Point Base 
“a. ey —— 
24- Be ieee 30- Paver Base 36- oan! Base 


ELROD standard single rules, shown 
below, range in face from hairline to 
36-point. A wide variety of standard 
combination rules on a single body 
is also available. 





Hairline 





Half Point 





One Point 





Two Point 





Three Point 


Four Point 


Six Point 


Eight Point 








Ten Point 


Twelve Point 


Eighteen Point 





Twenty-Four Point 





Thirty Point 


Thirty-Six Point 
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There are few limitations to the effects that can be 
H A R R I S produced by the printer who adds Offset. Every job is retained 
Litho oP in HIS OWN plant, to become HIS source of production profits. 
Modern Offset gives the advantages of complete pressroom facilities. 

Through research, Harris has 
developed and standardized Border-line jobs, profitable production of which might 
new chemicals for both deep 
etch and surface plate mak- 
ing processes. Full details 
upon request. Write us with 
reference to your litho- The buyer can profitably use what the printer can 


graphic problems. 
profitably turn out on modern Harris Offset Presses. 


HARRIS OFFSET PRES 


PiOWNEER BUILDERS OF SUCCESSFUL OFFSET PRESSES 


- General Offices: 4510 East 7ist St., Cleveland, Ohio * Harris Sales Offices: New York, 330 West 42nd St. * Chicago, 343 So. Dearborn St. « Dayton, 819 Washington 
St. * Atlanta, 120 Spring St., N.W.* San Francisco, 420 Market St. ¢ Harris-Seybold-Potter (Canada) Ltd., Toronto, Montreal * Factories: Cleveland, Dayton 


Le pscncme! 


by other methods be questionable, are among the many types 


of work that can be turned into profits through the use of Offset. 
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Delivery end, showing collecting cylinder, with four-color piece rolling off Champlain gravure press 
at Corday & Gross’s plant in Cleveland. General Manager B. G. Nix examines sheet for register. 


Color Kegister held by electric eye — 


Phototube control on high speed gravure press claimed 


to hold register within minimum tolerance of better than 


0.001 in. 





By B. B. EISENBERG* 


*President, The Corday & Gross Company, Cleveland. Published by permission 


of the editor, Electrical Production. 


HE “electric eye,’ that unerring 
(| mechanism which plays such an im- 

portant part in industry, has a new 
duty in the printing field — that of in- 
suring perfect register. Gravure printing, 
such as carried on by the new four-color 
press at The Corday & Gross Company, 
is a highly specialized process in which 
electric motors and control help safe- 
guard quality production at high speed. 
Electronic control of register is merely 
another step in the direction of bringing 





scribed the electronic control of 

color register on a four-color 
Champlain gravure press in the plant of 
Corday & Gross, Cleveland. As is de- 
scribed in the article, the press is 
brought manually into register after 
which the electric eye holds the paper 
web in register at high speed irrespective 
of changes in web tension. Manu- 
facturers of the press state this elec- 
tronic system for color press register 
control is the first of its kind in the 
Cleveland area and the third in this 
country. 


[: Mr. Etsenberg’s article is de- 
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variables under complete and constant 
electric control. 

Illustrative of the equipment in the 
field is this high-speed gravure press, in- 
stalled by this printing establishment. 

Capable of printing as many as 450 
imp. per min. on a 26 in. sheet in any 
color or any combination of four colors, 
this press is completely electrified. 

Among the many tasks it performs 
with this press, electricity: 


1. Makes possible accurate register. 

2. Controls press speed over a wide 
operating range. 

3. Insures perfect synchronization 
of all moving parts with the 
moving web. 

4. Circulates air to remove solvent 
vapors. 

5. Supplies ink to the rolls in 
property quantity. 

6. Dries the printed page by 

means of motor-driven blowers. 

. Eliminates static electricity, 

thus helping to prevent offset. 


~~ 


The photoelectric equipment on this 
press is used to determine definitely 
errors in register, to indicate such errors 
on an indicating light unit, and, with 


the proper auxiliary equipment, to cor- 
rect such errors automatically. 

The particular electric control de- 
scribed is sponsored by The Champlain 
Corporation, manufacturers of the press 
installed at Corday & Gross. 


Component Parts 


Component parts of this photo-electric 
register equipment include: 

Electronic equipment such as thyra- 
trons, pentodes, dual triodes and photo- 
tubes. 

Lenses and mirrors. 

Differential and timing relays. 

A handwheel scanning head and light 
source for each unit to be controlled. 

A web scanning head and light source 
for each unit to be controlled. 

A control unit: one of which is used 
for each unit to be controlled, the web 
and handwheel scanners working into 
this unit, the output of which is con- 
nected to one pair of indicating lights, 
red and green. 

A power supply panel, supplying 
sufficient power for 12 scanning heads 
and six control panels. 


Automatic Operation of Device 


The impulse produced in the photo- 
tube by the passing of the register mark 
printed on the web is amplified and com- 
pared in time to a like impulse produced 
by a timing disc rigidly connected to the 
shaft of the engraved cylinder. The im- 
pulse reaching its thyratron tube first 
takes control of the relay in its circuit, 
which in turn passes the impulse to its 
particular indicator light. 

Should both impulses reach their re- 
spective thyratrons at the same time, both 
thyratron circuits are energized and no 
light appears. This indicates that perfect 
register has been reached within the 
tolerance for which the circuit is ad- 
justed. 

Each “pulse” as it fires the thyratron 
also causes operation of the timing cir- 


Increasing sensitivity of phototube control to 
pick up “pulse”? of flashes. (Paragraph ?, p. 4.) 

















































cuit, which through its control may be 
adjusted either to increase or decrease 
the time of pulse. 

When a cylinder is etched, a register 
mark (3 in. by 5 in.) is etched to- 
gether with the rest of the copy or de- 
sign somewhere within the width of the 
web. One register mark is produced by 
each revolution of the printing cylinder. 
This register mark is placed on the cylin- 
der in the No. 1 printing unit, and estab- 
lishes the register position for all web 
scanners that follow in the multicolor 
printing press. 


Where Marks Are Etched 


When we print two colors back and 
two colors face on a four-color press. the 
register marks must be etched on No. 1 
and No. 3 cylinders. The register mark 
on the No. 1 cylinder is used to keep 
No. 1 and No. 2 units in register and to 
provide a means for an accurate back-up 
of the sheet on the No. 3 cylinder by 
means of a handwheel scanner and 
auxiliary scanner on the rear of the No. 3 
unit’s idler roller. 

The No. 3 cylinder prints another 
register mark which is used to keep No. 3 
and No. 4 units in register. 


Adjusting for Automatic Operation 


Control on the panels for the indi- 
vidual gravure units includes: 

A handwheel scanner sensitivity con- 
trol, a web scanner sensitivity control, a 
correction time control, a tolerance time 
control and a standardization switch, all 
in a panel box. 

After the web has been registered 
manually, the standardization switch is 
thrown to the adjust position, and the 
web and handwheel sensitivity control 
and the correction time control are 
placed in the minimum position, while 
the tolerance time control is placed in its 
maximum position. 

The web control switch on the power 
unit is thrown to its “off”? position and 
the handwheel scanner control sensi- 


“on” position. The — standardizasi 

switch is placed in the “run” POsitio 6: 
each unit to be used after the wal i 
operations are completed. ™ 


The handwheel scanner is rotated 
the corresponding unit indicator lets 
is watched. A point is found what 
slight movement in either directj : 
causes the flashing light to switch — 
red to green and vice versa. It is intere 2 
ing to note that this is a very definite 
point. At certain press speeds there jg po 
other point approximately 180 deg. 
the handwheel scanner from this te 
tion where the light again changes colors 
upon rotation of the scanner, but a 
longer movement is required and there 
is no “dead spot” or no point where 
neither light flashes between the two dif. 
ferent colors of lights. If this is the only 
point to be found, the operator stops 
the press, shifts the handwheel approxi- 
mately 180 deg. and repeats the previous 
operation. 


Arrow points to beam 
striking web register mark 
on press in Cleveland’s 
Corday & Gross plant. 
Reflected beam is ampli- 
fied, translated into electri- 
cal impulse. 


After the “dead spot” has been Jo. 
cated, the handwheel is locked and fine 
adjustment is made with vernier screws, 
A setting is found in which neither light 
will flash, while rotation in either dj. 
rection will cause one color of light or 
the other to flash. 


tivity is increased until a corresponding 
red light flashes. This is repeated for each 
unit to be used. 

The handwheel control switch is 
thrown to its “off” position and the web 
control switch to its ‘‘on”’ position. The 
sensitivity of the web sensitivity control 
is increased until the corresponding 
green light flashes. This flashing must 
be regular and at the same rate as the 
flashing of the red in the previous step. 
This is what we previously referred to 
as the “‘pulse’’. 

The web control switch and the hand- 
wheel control switch are thrown to their 


With tolerance reduced to a minimum 
through the tolerance time control set- 
ting, the web is said to be in register, 
Minimum tolerance obtainable is better 
than 0,001 in. 


Once this has been accomplished on 
each printing unit, the switch is thrown 
from manual to automatic control and 
the electronic tubes automatically main- 
tain register as long as the web is running, 










WEB FROM 
PRECEDING UNIT 


WEB TO NEXT TOP !1OLER ROLL 


GRAVURE UNIT 








ORYER HEAT CHAMBER 
AIR CIRCULATED BY FAN iS 
HEATED BY STEAM AND MAINTAINED 4 
AT CONSTANT TEMPERATURE 


















IOLER ROLL USED TO _-o- 
PREVENT FLUTTER OF * 
WEB AT SCANNING POINT 





cys SCANNER 
CSCANS PRINTED REGISTER 
MARK IN MARGIN OF WEB) 





EXHAUST DUCT 
FROM EACH UNIT 
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“ DOCTOR” BLADE 









RURGER IMPRESSION, > HANDWHEEL_ SCANNER 


[] (SCANS WHITE MARK 
ON HANOWHEEL ) 





HANDWHEEL 


BLACK WITH WHITE 
REFERENCE MARK 





. ENGRAVED CYLINDER 





EXHAUST CHAMBER— 





Cross-section diagram (not to scale) shows approximate position of elements in typical press untt, 
making possible electronic control of color register. 
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Specialized Main Drive 


Due to the flexibility of this printing 
press, by virtue of its wide speed range 
and also the wide range of cylinder sizes 
that may be used in tt (from 17 in. to 
in circumference) it requires a 
main drive which employs 
les of variable voltage and 


35 in. 
specialized 
the princip 


field. 


This equipment consists chiefly of 
a 50 h.p. a.c. motor, coupled to a 230 Vv. 
d.c. generator of 30 mae Capacity, 
coupled in turn to a 230 v. 1144 k.w. ex- 
citer which operates through a d.c. con- 
trol panel supplying power to the 40 h.p. 
d.c. main drive motor. The exciter also 
supplies current for a motorized rheostat, 
d control panel contactors. 

Through the d.c. controller, voltage 
of the generator may be varied from 14 
to 230 v. to permit main drive speeds 
from 60 r.p.m. (the threading speed) to 
850 r.p.m., the top production speed pos- 
sible with the maximum size cylinder of 
3514 in. Above this speed, resistance is 
impressed on the field of the main drive 
motor, weakening the field and allowing 
an additional speed increase between 850 
and 1700 r.p.m., the top production 
speed possible with the minimum size 
cvlinder of 17 in. diam. 

‘Threading speed of 30 to 60 ft. per 
min. may be obtained by use of a hand 
rheostat, which varies the generator 
voltage output from 14 to 28 v. This 
voltage is raised from 28 to 230 v. for 


an 





running speeds by means of the motor- 
ized rheostat. 

This main drive, it will be apparent, 
operates on the principle of a constant 
torque motor between shaft speeds of 
60 to 850 r.p.m. and constant horse- 
power from 850 to 1700 r.p.m. 

The principle of dynamic braking is 
applied to the main drive motor. When 
a “stop” button is pushed, the generator 
voltage is automatically dropped to 
threading speed voltage, then discon- 
nected from the main drive motor at the 
same instant that the dynamic brake 
contactor is energized, the contactor 
throwing a resistance load across the 
motor circuit. This load can be adjusted 
to provide for a three-second stop from 
maximum production speed. 


Exhausting the Fumes 


To insure that solvent fumes from the 
fast-drying ink are exhausted when the 
main drive motor is operating, the 2 h.p. 
motor driving the exhaust blower is 
electrically interlocked with the main 
drive motor. This motor also is rendered 
explosion-proof by forced ventilation by 
means of a blower driven by a 1/4 h.p. 
motor also electrically interlocked with 
the main drive. 


Paper Through the Press 


When running, the paper first passes 
from the reel stand, through a de-curler 
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This diagram illustrates how vacuum tubes and thyratron tubes are the connecting links between 
the optical indication and the electrical operation of the control. The light reflected from the web is 
directed by lenses and mirrors to the phototube, where a decrease of light caused by the passing of 
the register mark, is translated into an electrical impulse, which undergoes one stage amplification 
in the pentode, and two-stage amplification in the dual triode, reaching its thyratron with three 
Stages of amplification. The light reflected from the handwheel by the white reference mark is 
similarly detected and translated into an electrical impulse but undergoes only two stages of ampli- 


fication — in the two pentodes indicated. 


This unit is a detector, in time, of the passing of the register and reference marks, and electrically 
compares them. The circuit is so arranged that the leading mark takes control of the circuit, indi- 
cating its control by the flashing of its corresponding indicator light, until such time as the lagging 
mark is brought up, in time, to its leader. At this point neither light will flash, due to an electrically 


arranged “dead spot.” 


PRINTING EQUIPMENT Engineer, December, 1940 





PASS IT ALONG 


The Editor of Printing Equipment 
Engineer will be glad to have you 
pass along to readers any produc- 
tion or technical ideas developed 
in your plant. Other executives 
will be glad to hear about what 
you have done to improve pro- 
duction. 











unit, through a feed unit, over the en- 
graved cylinder, through an exhaust 
zone where fumes are exhausted, then 
through the dryer, where 2 h.p. motors 
force air at a predetermined temperature 
over the printed surface. 

That process is repeated at the second 
unit. Between Nos. 2 and 3, the paper 
passes on a film of air (issuing from jets 
in the bars) over a pair of turning bars, 
then into the No. 3 and No. 4 units where 
the cycle followed on No. 1 and No. 2 
units is repeated. The web emerges from 
the No. 4 unit through a pull mechanism 
into a rotary cutter where the web is 
sheeted and passed by tapes to a rotary 
collecting cylinder. In this cylinder, nine 
sheets are collected and passed to de- 
livery with the tenth sheet when it 
arrives. 

The reason for the collecting cylinder 
is obvious. With top production speed of 
about 600 ft. per min., the operator 
would be unable to handle that amount 
from the delivery. However, the collect- 
ing cylinder provides a 10-to-1 step- 
down ratio. 

Static eliminator bars of the high 
tension type, with safety switches, are 
used on the delivery, and prove satis- 
factory in eliminating static and conse- 
quent offset. 





CETTERS 


TO THE EDITOR 


Holding Film To Glass 


I was interested in reading the article 
by Staff Writer in the November issue of 
Printing Equipment Engineer. He did not, 
however, mention an easy way to make 
the film lie on the glass when stripping 
face up. We have found in our shop 
that if the wet side of the paper base is 
rubbed over the glass before laying the 
film on it the binder in the paper will 
make a satisfactory adhesive. Of course, 
the film is to be stripped on a temporary 
support or held in the fingers while the 
paper is rubbed over the glass. Whatever 
the gluey substance might be, it will hold 
the film face up or down tightly to the 
glass. 

ROBERT K. GRAUL, 
Photo-engraving Dept., 
Alton (Ill.) Evening Telegraph. 











SIM PLETED MARKUP f+ nevspape 


advertising copy evolved in Dayton (O.) Daily News 


composi ng room 





By F. W. BROOKS* 


*Composing Room Superintendent, Dayton (O.) Daily News 


used in the Dayton (O.) Daily News 

composing room, it is not the writer’s 
intention to claim originality for the 
entire system. The idea of using num- 
bers, instead of writing the names of 
type faces on the ad copy is not new. We 
have, however, evolved an arrangement 
or connection between the kind of type 
face and size in order to shorten the ad 
markup man’s description of the com- 
position wanted and yet provide a defi- 
nite “image” in the ad compositor’s 
mind as to what is desired. 

The simplicity of the ad markup sys- 
tem used in the News composing room 
has proved so successful that it may be of 


[: discussing the ad markup system 


interest to others. One of the chief ad-. 


vantages of this system based on our ex- 
perience with it is that neither a strange 
floor man or operator has difficulty in 
using it. 

Each series of type face has been 


grouped together and has been given a __ 


number. For instance, the Intertype 
Vogue Light series has been designated 
number 1; Vogue Bold series is No. 2; 
Vogue Extra Bold is No. 3; Bodoni Bold 
is No. 4; Bodoni Extra Bold is No. 5, 
and so on. 

For use with our display line-compos- 
ing machines, the split magazines are 
arranged in the magazine rack by face, 
i.e., all the magazines containing Vogue 
Light are placed together in the rack. 
The same arrangement is followed with 
Bold and Extra Bold. This is a convenient 
arrangement. The magazines are re- 
turned to the same compartment in the 
rack as formerly when changed by the 
operators. We feel that with this arrange- 
ment there really is no reason for a new 
operator or compositor knowing what 
any manufacturer’s particular name is 
for a given face. If the ad markup man 
marks the ad copy to be set in No. 3 
type face, he sets it in No. 3 face, irre- 
spective of manufacturer’s name for it. 


To explain the marking of the sym- 
bols, we will assume that the ad mark 
man designates a line to be set in 24 . 
Bodoni Extra Bold, 10 picas wide He 
simply marks it “524-10.” The figure § 
represents the kind of type face the 
figures 24 the point size of the face. a 
the figures 10 indicate the pica machen 
in which the line is to be set. If an italic 
or oblique type face is desired, the a 
markup man places an “X”’ immediately 
following the type face size, like this 
‘*310X-Nec.” Translated, this means the 
line is to be set in 10 pt. Vogue Extra 
bold Oblique, necessary measure. 

In setting copy, lower case characters 
are to be composed unless marked other. 
wise on the layout. In denoting Capitals 
light face, wide, etc., we use this formula: 
“C” or “caps” indicates Capitals, like 
“212C” would be 12 pt. Vogue Bold 
Capitals. The symbol ‘“X”’ indicates 
Italics or Oblique, as in “314x” 
“310X,” etc. Symbols “XC” indicate 
Italic Capitals. Likewise, the symbol 
“L” is used for Light, and “W” is used 
for Wide, etc. 


Photo-Lith Course 

Through the co-operation of Local 
No. 8 of the Amalgamated Lithographers 
of America, a course in advanced lithog- 
raphy for journeymen has been started 
at Printing High School, Cincinnati, 
Taking an active interest in the project 
are W. T. Macdonald, president of Local 
No. 8; R. Randolph Karch, principal of 
the Printing High School, and F. G, 
Baum. 


Reproduction of advertising copy is 
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marked by markup man in Dayton 
(O.) Daily News composing room. 
As will be seen, simplified markup 
symbol system is used. Composing 
Room Superintendent Fred Brooks 
states this particular system is 
readily grasped by new operators 
and hand ad compositors. The sym- 
bol system is explained in the accom- 
panying article by Mr. Brooks. The 
top symbol tn the copy, 
“524-10” is interpre- 
ted to read: Bodom 
Extra Bold, 24 pt., 


10 pica measure. 








In the right-hand 
panel is shown the ad- 
vertisement composed 
as indicated by the 
symbols placed on the 
copy by the markup 


man. 
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ee 
1 VOGUE LIGHT-- 
a icon Vogue tiaht—110 
12 point Vogue . 7 
14 point Vogue Light— 
18 point Vogue Light---! 18 
24 point Vogue Light---124 


30 point Vogue Light---130 
, fe 


112 





ra Y aoee Bald —210 
0 Point Vogue 
12 point Vogue Bold—212 
14 Point Vogue Bold—214 


18 point Vogue Bold-—218 
24 point Vogue Bold---224 


30 point Vogue Bold---230 
“9 woos EXTRA BOLD-- 


Bold—310 
10 veiat Vopeo Extra Bold Trelle—310X 

14 point Vogue Extra Bold—314 

14 point Vogue Extra Bold Italic—314X 


18 + Voque Extra Bold---318 
24 point Vogue Extra Bold---324 


30 point Vogue Extra B.-330 
36 point Vogue Ex. B. Cond.---336 


4 BODONI BOLD-- : 
& poim Bodoni Bold—48 
Bodoni Bold Italic—48X 
10 poiat Bodoni Bold—410 : 
10 point Bodoni Bold ltalic—410X 
14 point Bodoni Bold—414 
14 point Bodoni Bold Italic—414X 


18 point Bodoni Bold—418 
24 point Bodoni Bold—424 


30 point Bodoni Bold—430 
5 BODONI EXTRA BOLD-- 











14 point Bodoni Extra Bold--514 ; 
M4 point Bodoni Extra Bold Italie—514X 
18 point Bodoni Extra Bold—518 


24 point Bodoni Ex. B.—524 
6 BETON EXTRA BOLD 

10 point Beton Extre Bold—S10 

14’ point Beton Extra Bold—614 


14 point Beton Light—614W 
18 Beton Extra Bold---618 


24 point Beton Extra Bold---624 


7 EXTRA COND. GOTHIC NO. 51-- 
18 point Extra Cond. Gothic---718 

24 point Extra Cond, Gothic---724 

30 point Extra Cond, Gothic---730 


36 point Extra Cond. Gothic—736 


8 CONDENSED GOTHIC NO. 13-- 
14 point Cond. Gothic_—_814 

18 point Cond. Gothic~-818 

24 point Cond. Gothic---824 


30 point Cond. Gothic---830 


o CHELTENHAM BOLD-- 


12 point Cheltenham Bold—912 

12 point Cheltenham Light—912L 

14 point Cheltenham Bold—914 

14 point Cheltenham Light—914L 

18 point Cheltenham Bold---918 

18 point Cheltenham Bold Itali-:---918X 


24 point Cheltenham Bold---924X 


14 point Cheltenham Bold Cond.—1014 
18 point Cheltenham Bold Cond.---1018 
24 point Cheltenham Bold Cond.---1024 


30 Cheltenham Bold Cond.—1030 




















Miniature reproduction of type symbol sheet 
which is used for marking up advertising copy 
for operator and compositor in Dayton (O.) 
Daily News composing room. The original 
composition for this specimen sheet was set 
30 picas wide, each line in “natural size.” 
Each type series has been given a number as 
shown at the left of the type lines. In use, the 
markup man indicates the type style by one of 
the numbers, the point size follows immedi - 
ately after, and the pica measure is set down 
after the point size. Unless marked “‘C” for 
capitals, or ““X” for italic or oblique, the 


type line is set in lower case. 


The Printing Industry 
in a National Emergency 
P veri: Printer A. E. Giegengack is 


perfecting a plan to effect coordina- 

tion of facilities and resources of the 
printing industry as an aid to national 
defense. F. G. Rudge of Wm. E. Rudge’s 
Sons, New York, N. Y., assisted the Pub- 
lic Printer in this work and is acting as 
Vice Chairman of the Advisory Com- 
mittee which is being set up. 


The objectives of the plan are (1) To 
coordinate production in the Govern- 
ment Printing Office with procurement 
from commercial plants toward maxi- 
mum economy, and (2) To utilize private 
printing in all of its forms as a major 
public relations channel to carry Govern- 
ment slogans and messages into the 
homes and offices of the Nation. 


As one of the first steps in the plan, the 
Public Printer addressed a letter in 
October to 46 men particularly familiar 
with the printing industry in each of the 
printing center cities. Each man accept- 
ing the Public Printer’s invitation to 
serve on the Advisory Committee, will 
contact printing plants in his city that 
would be in a position to handle Govern- 
ment work. Those printers in turn would 
fill out a questionnaire. 


The questionnaire data would be for- 
warded to the Government Printing 
Office. Whenever it became advisable to 
have a job printed in that particular area 
the GPO will select the firms best equip- 
ped to handle the type of work involved 
and would forward to them specifications 
with requests for bids. The contract 
would be awarded, of course, necessarily 
under the law, to the lowest bidder. 


To properly coordinate production in 
the Government Printing Office with 
procurement from commercial printers 
toward maximum economy, the Govern- 
ment Printing Office is training men who 
have special knowledge of commercial 
printing conditions to analyze each job 
under consideration for outside procure- 
ment, to prepare the necessary technical 
specifications and to evaluate the bids 
received. 


In connection with the second objec- 
tive of the plan the Public Printer feels 
that it is the patriotic duty of every 
printer during this emergency to act as a 
liaison officer between the Government 
and private users of printing to the end 
that a large part of the tremendous flood 
of printed material — estimated at 800 
billion pieces a year — which normally 
flows from private sources into millions 
of American homes may become a 
patriotic vehicle for public information. 
The printing industry stands with radio 
and the press as a vital force in time of 
emergency. True defense begins with 
national unity of opinion and the nation’s 
ten to fifteen thousand leading printers, 
graphic arts associations and allied or- 
ganizations can play a major role 
greater, he thinks, than any they have 
been called upon to play in the past. 





PRINTING EQUIPMENT Engineer, December, 1940 





HERE TO BUY 
K VAN DER EYNDEN, repre- 


senting Lettergieterij ‘‘Amster- 

dam” N.V., voorheen N. Tet- 
terode (Afdeeling N.O.I.), Batavia 
C., Netherlands East Indies, re- 
cently opened an export purchas- 
ing office for his company at Hotel 
Windsor, 100 West 58th St., New 
York,.N: ¥. 


Mr. van der Eynden is anxious 
to become connected with Ameri- 
can manufacturers of printing 
equipment and supplies, and will 
be appreciative if representatives 
will get in touch with him at Hotel 
Windsor. 

His principal present needs are 
adhesives, feeders and feeding 
devices, lead and rule cutters, 
brass rule on Didot system, form 
trucks, blankets, molleton and 
moleskin, etching machines, sheet- 
fed gravure presses, bronzing ma- 
chines, glue-glycerine composition, 
press tapes, bookbinders’ tapes, 
eyelets, copperplates. All articles 
connected with the Graphic arts. 














EMPLOYMENT 


AND SERVICE 





Employers, production and mechani- 
cal executives may insert notices in this 
department. Items may pertain to the 
following subjects: ‘‘Executive Wanted,” 
“Association or Partnership Wanted,”’ or 
“Position Wanted,” readers referring to 
subjects of a personal nature such as ob- 
taining information about addresses of 
executives, supplying copies of technical 
articles and magazines, patents for sale 
or requests for contacts for developing 
and /or financing of inventions. 

Notices may be printed under the fol- 
lowing regulations: First insertion (maxi- 
mum six lines) is free of charge. All 
subsequent insertions of the same item 
subject to a charge of 75c per line in 
advance. 

Address all communications with box 
number to Printing Equipment Engineer, 
1276 West Third St., Cleveland, O. 


PARTNER WANTED — Manufacturer 
of Photo-Engraving and Offset plate 
making equipment wants partner. Estab- 
lished seven years. Would consider mak- 
ing good proposition to exclusive dis- 
tributor. Reply Box 113. 


GENERAL MECHANIC AND IN- 
VENTOR — With several years experi- 
ence manufacturing line of Graphic Arts 
equipment would like an immediate 
connection. Wide sales and advertising 
experience. Good reference. Reply Box 
114. 

PRESSMAN-STEREOTYPER — Tub- 
ular equipment; 16 years present position, 


color experience, locate anywhere. Reply 
Box 104. 











Craftsmen Dates Selected 


August 10 to 14 have been se- 
lected as the days for holding the 
1941 convention of the Inter- 
national Association of Printing 
House Craftsmen in Baltimore, 
Md. Allan Robinson, of the Ott- 
mar Mergenthaler School of Print- 
ing is in charge of the educational 
program for the convention. It is 
planned to hold _ educational 
clinics. Because of its close prox- 
imity to many Craftsmen’s clubs 
in the International’s jurisdiction, 
a huge registration is expected by 
the host Baltimore club. 











‘Sno FJ. “Un 


Putting 700 plates per day through a 
newspaper stereotype department isn’t 
done in exactly routine manner when 
steel and cement for new building con- 
struction are being installed, especially 
under day and night publishing opera- 
tions. This is what happened recently, 
however, in the stereotype department 


of the St. Paul (Minn.) Dispatch and 
Pioneer Press. It can be appreciated, aside 





1} } ( iH ) \ \ ) in employment, wages and 


production for 1939 reported to U. S. Department of 


Commerce by manufacturers of equipment for printers 
. ’ 


photo-engravers and bookbinders 





By STAFF WRITER 


and equipment for printers, photo- 
engravers, and bookbinders reported 
considerable decreases in employment, 
wages, and production for 1939 as com- 
pared with 1937, according to prelimi- 
nary figures compiled from returns of the 
Census of Manufactures for 1939 and re- 
leased recently by Director William 
Lane Austin, Bureau of the Census, De- 
partment of Commerce. Figures of plants 
with annual production valued at less 
than $5000 are not included. 
This industry, as constituted for census 
purposes, embraces establishments _pri- 


Af ase cquipment fo of machinery 


marily engaged in the manufacture of 


machinery and apparatus used by the 
printing, photoengraving, and _ book- 
binding trades, including type and en- 
gravers’ plates and stoves but not includ- 
ing paper and ink. This industry does 
not include textile printing machinery, 
which is treated as a product of the tex- 
tile machinery industry. 

The wage earners primarily engaged 
in manufacturing in this industry in 1939 
were 9376, a decrease of 31.6% com- 
pared with 13,716 reported for 1937, and 
their wages, $14,646,956, were less than 
the 1937 figure, $22,377,662, by 34.5%. 
These decreases may be partially ac- 
counted for by the fact that the 1939 
Census of Manufactures questionnaire, 
for the first time, called for personnel 
employed in distribution, construction, 
etc., separately from the manufacturing 
employees of the plants. It is not known 


how many of the wage earners reported 
for 1937 were engaged in distribution 
and construction and how many were 
engaged in manufacturing. Employees 
of the plants reported as engaged in djs. 
tribution and construction activities jn 
1939 are not included in this preliminary 
report but will be included in the final 
report. 

The value of the products of this indus- 
try for 1939 amounted to $55,581,691, 
a decrease of 29.3% compared with 
$78,628,255 reported for 1937, 

Summary statistics for the industry for 
1939 and 1937 are given in Table |, 
Detailed statistics on production are 
given in Table 2. All figures for 1939 are 
preliminary and subject to revision. 


Specialized Activities 


According to Young Engineering Co., 
a recent checkup revealed that the 
company has designed and built in the 
past year 37 distinctly different presses 
and machines for the creation of a wide 
variety of products. Young Engineering 
designs and builds special printing presses 
and converting equipment. 

Among the most interesting of these 
pieces of equipment is one which per- 
forms 16 separate operations and com- 
pletes the product in one run through. 
A few of these operations are: Feeding, 
straightening, printing, blanking, apply- 
ing latex, folding, heat drying, trim 
cut-off, and stacking. 


TABLE 1.—Summary for the Industry: 1939 and 1937 
(Because they account for a negligible portion of the national output, plants with 


annual production valued at less than $5000 have been excluded since 1919) 


from the noise generated in steel place- 
ment operations, that there must be a _ Percent of 
considerable amount of dust and dirt 1939 1937 — 
with which the force must contend. — oe } os seins 
Recent ISSUES of the papers, however, Number of establishments. .............. 231 230 0.4 
don’t indicate that cement particles, Salaried personnel!...................... 2,262 3,475 —34.9 
wood splinters, nails or bolts got by any SEES )2 UTR OES Sa ene ee eee ee $5,995,149 | $7,473,214 —19.8 
of the plate-makers. In addition, it can’t Wage earners (average for the year) 3...... 9,376 13,716 —31.6 
be assumed that contractors consult rots oo 3. pe ieee . - is . DN ae $14,646,956 | $22,377,662 —34.5 
: ppsie te nd ae ost of materials, supplies, fuel, purchasec | 

ee a _ electric energy, and eontraet uk eae $15,052,964 | $20,965,903 _ 
nell niet tiles unk euctias cet toe Value of products *..............-..++-+. $55,581,691 $78,628,255 —29. 

S Value added by manufacture /............ $40,528,727 | $57,662,352 —29.7 


placed. For those executives who have | | 
not had the experience, this picture tak- aes —7 
en by Production Manager Charles J. 
Hentschell in Stereotype Foreman Law- 
rence Kameron’s department will give 
our readers an idea of printing plant 
production under building construction 
conditions. 


1 No data for employees of central administrative offices are included. 

2 Profits or losses cannot be calculated from the census figures because no data are collected for 
certain expense items, such as interest, rent, depreciation, taxes, insurance, and advertising. 

3 The item for wage earners is an average of the numbers reported for the several months of the year 
and includes both full-time and part-time workers. The quotient obtained hy dividing the amount 0 
wages by the average number of wage earners should not, therefore, be accepted as representing the aver- 
age wage received by full-time wage earners. 

4 Value of products less cost of materials, supplies, fuel, purchased electric energy, and contract work. 


10 PRINTING EQUIPMENT Engineer, December, 1940 
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TABLE 2.—Production, by Kind, Number, and Value: 1939 and 1937 


above the saw. The tubing permits the 
drop of oil to fall directly upon the saw 
rather than to be spread by air currents 








1939 1937 : 
ind _ rer Sars : SSS generated by the rapidly revolving 
1 Printing-Trades’ Machinery and Equipment industry, | a cutter. 
: all products, total value a Oy nae ree eee ee $55,581,691 | $78,628,255 
of 2. Printing-trades’ machinery and equipment, and parts|—-—— = 
. and attachments, made in this industry EE net, 51,593,366 72,403,970 
3. Roose for omnes ~ rg smal iey Rehat a etc staid | _— 4,455,219 EXEC U Ti VE 
) Miscellaneous products not specified.............. 51,8 wecaein 
i crompasr terh (not classified in the industry)......| 11,108,586 |{ 1,769,066 
6. Printing-trades’ machinery and equipment made as 
"Secondary products in other industries. . . . | 989,263 1,609,401 qs 
Printing-trades’ machinery and equipment, parts and 
attachments, aggregate value (sum of 2 and 6).........| $52,582,629 | $74,013,371 E. A. (Ed) Bretschneider, formerly 
| bs é Se > . ) 
—" Bookbinding machinery, value..................-.. $2,126,973 | $4,206,035 associated with the Roger Williams 
Photoengraving machinery, value.................. $881,015 | $1,154,758 Press in Cleveland, is now Superintend- 
orted Printers’ machinery: ent of The Strathmore Company in 
a Presses: . | — Aurora, Ill. The firm is engaged in 
were se ay a tall aervebnn  xn and oe 
at- : orintin z 
ry ees SIUIEEIRA INT thei) as Si ap.al asa Megdre cr Atanat 1,306 1,228 ’ ee vee 
| dis- ORE re $5,143,034 | $6,088,584 Leslie A. Mayo retired on November 1, 
es in Job (vertical, platen): ver after serving in the capacity of pressroom 
pal oe octet eee tenet eee e eee ees ‘ie sana . — of the Springfield (Mass.) Union 
Rotary: ae el Ce Oe ad —— 

: Ey oT aR a to BO cer eect oe 70 2 Af : a . 
rs Value aS rey My rir tr $488,095 2 “ a = Western oe 
; 1, Other (including proof), value............... $1,068,464 2 Pre , J4 Of Them as Manager O 
with Typographical (web-fed), rotary: —s its Chicago branch, M. H. McMillen 

"Wem. os. ovina e cen ccs ee oe ee 57 149 retired recently; Emmet Finley, exec- 
y for MN nie i aca g5 Ose se sis Re eee ne ae $2,393,235 $6,458,439 utive vice-president of W.N.U., an- 
le 1. Offset. (lithographic): nounced the appointment of Eagle 
as Sheet- and web-fed: Freshwater, formerly publisher of the 
9 are oo TR Oey ee CT EET CEE TS eT ee , om 362 Reading (Pa.) Daily Times, as Chicago 
Oe) CPN ARO ere PC ee See eT ea EE A $3,379,618 $4,325,3¢ an: . 
Other, —s PIOO, VANIC. . 520 acinuvasdDs ’ $973'699 cae _ a 
Gravure (intaglio): 
Sheet- and web-fed: New Edition 
‘ —" fod ELE ea eeat on CIE SN Re PP Ae 36 2 
 L0., alue... 2... 22. e eee. tte e eens $1,051,667 2 Montgomery & Bacon Company has 
the Presses not reported as to kind, value........ $27 ,,00( $703,06 : : ed 
n the Other presses sa platen, vertical, ete.), value. . . Be 9$0 826733 mace pos gsi — cae 
resses Typesetting and typefounding machines, value..... $6,398,662 |) ~~ q bed li and cover. in the catalog 
oie Electrotyping and stereotyping machines: ($11,617,528 are described line-casting machine parts 

WG ene on eee eee een ketenes 621 | ( and supplies and the services offered by 
ering ee Rtn Nave ed Raves CaO $1,115,282 || the company. Size 8/4 in. by 11 in. 

Pesses Other printers’ machinery....................... $8,002,900 | $7,562,069 

Engravers’ materials (metal plates, wood blocks, litho- a 
these graphic stones, et.)...........eeccccceceeceeee: | $2,536,293 | $2,612,500 Late Intertype Cuttings 
per- Printers’ rollers, rules, sticks, blocks, type cases, ete..| $6,724,745 $7,215,697 ; ; s 
com- i I A ME io 50x eel a pe he $1,878,720 | $1,880,136 Intertype Corporation lists among its 
ough. Parts and attachments Pe en Pe rere or $4,750,928 !\ 10.362.436 new additions this month 18 point 
ding, Rebuilt MSCHINGS ~ s. <5602< 6k es en Se wre weet $1,935,085 "8 iii Korinna, 30 point Pen Bold, 24 point 
pply- Cheltonian Medium with Italic and 30 
trim ! Chiefly supplies such as ink, glue and adhesives, and paper. eel : < point Cheltonian Bold Condensed with 


2 Not called for separately on schedule for 1937. Included in figures for ‘‘Other presses (proof, platen, Italic. Samples are shown here. 


vertical, etc.). 























a 3 Includes figures for job, rotary, and other typographical (sheet-fed) and gravure, sheet- and web- 
ed presses. 
.| =— | ABCD abcdefg 123 
) - : 18 Point Korinna 
m Drip Cup Lubricates 
*- ABCabcdef123 
$e OF 
e(-) Autopla te Cutter | 
— - . = ‘ Point Pen B 
4 LOYD ELROD, Stereotype Superin- natn 
9 tendent of the New Orleans Times- 
8 Picayune, had the extra_timeable- A BC b d 123 
6 drip oil cup (at right) installed on the a Cc e 
4 cutting saw housing frame of a Junior AB ] 
9 Autoplate used in the stereotype depart- a C e 3 
3 ment. The idea is to lubricate the cut- ace ; spat : 
q ting saw to facilitate its work and at the seianeaieneiianes stances 
same time extends the time until the saw 
“Ss must be sharpened. The cup is easy to ABCDEFGI1 23 
ul install, states Mr. Elrod — just drill and 
tap hole proper size for cup stem. Effi- 
e yest ciency of the cup may be increased by 
a attaching 1% in. copper or brass pipe ; . 
“7 and of such length that the lower end of 20 Peles Cee ae Cee See 
t work. the tubing will terminate about VY in. 
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EQUIPMENT and Supplies 


Duplicate Plate Equipment 


The story of ATF’s duplicate plate 
equipment and supplies is told in an 8- 
page folder just issued by the Duplicate 
Plate Division of American Type Found- 
ers, Inc. The folder covers the rubber 
plate making process, but also discusses 
late developments in the plastic plate 
making field. 

New equipment described in the 
folder includes the ATF Duplicate Plate 
Work Table and Materials Cabinet, 
Precision Rubber Plate Cutter and Trim- 





ATF’s rubber plate cutter and trimmer is 
provided with transparent scale for accurate 
register of color plates. 


mer and the Precision Duplicate Plate 
Gauge. 

The work table and cabinet has an 
overall length of 72 in. and a depth of 
30 in. Provided with an all-metal top, 
the cabinet has drawer space, metal 
racks for holding rubber, holland cloth 
and sticky-back in rolls and shelves for 
mairix material, metal, finished plates, 
cic. 

The rubber plate cutter and trimmer 
is a tool for registering multiple color 
plates or lining up a series of plates on 
two adjoining sides. It is made in 4 sizes. 
Features of the unit are an adjustable 
graduated squaring bar for exact align- 








ment of plates and a transparent scale 
which can be moved over any part of the 
plate for accurate register of color plates. 

The duplicate plate gauge is used for 
measuring floor depth of matrix, thick- 
ness of rubber plates and plastic materials 
and type high. It carries a precision 
instrument dial with large readable 
figures. Two sizes are furnished, 4 in. and 
8 in. throat. 

In the booklet are listed the equip- 
ment and items necessary for dupli- 
cate plate making department. 

Copies of the booklet are available 
from the Duplicate Plate Division, 
American Type Founders, Inc., Eliza- 
beth, N. J., or from any of the 23 branch 
offices. 


Milwaukee Aniline Press 


The American-built multi-color Mil- 
waukee Aniline Press announced by C. B. 
Henschel Mfg. Co. is designed to print 
up to four colors from the roll at high 
speeds in the production of cellophane, 
glassine or paper wrappers, labels and 
bag printing. Printing lengths up to 31 in. 
cyl. diam. can be furnished. Stock sizes 
of press widths are 24 in., 30 in., 36 in. 
and 42 in. but special widths can be 
furnished. 

The printing unit consists of a single 
steel impression cylinder about which are 
grouped the plate cylinders and inking 
mechanism for each. The design, states 
manufacturer, permits “‘spot’’ register 
because the web is locked around the im- 
pression cylinder. 

Standard fountain equipment con- 
sists of two-roller fountain system or the 
new single-roller ductor blade system. 
These units are interchangeable. The 
fountain rollers automatically remain in 
motion when the web is stopped. The 
drying space between colors is 34 in. 

As will be seen in the illustration, the 
printed side of the web does not touch 
any rollers for a distance of 28 ft. after it 
leaves the press until it reaches the re- 
wind apparatus. 

Over-all length of the Milwaukee 
Aniline Press, including the drying con- 


There is a drying 
Space of 28 ft. for 
the paper web be- 
tween the C. B. 
Henschel Mfg. 
Co.’s Milwaukee 
Aniline Press and 
the rewind ap- 
paratus. Press 
prints up to four 
colors at high 


Spe ed. 


veyor, is 19 ft. 6 in. Height, includ; 

overhead drier is 9 ft. 6 in. Width of th 

press is based upon the size of pr ‘ 

ordered. A 30 in. press, for instance. 
’ 


6 ft. 6 in. wide. 


Flinker Divider 


Incorporation of the Flinker Ink 
Divider Company, 711 Fourth National 
Bank Building, Cincinnati, Ohio, has 


just been announced. For several Years 


this Divider was distributed by its in. 
ventor, George Flinker. It is the plan of 


Diagrammatical 
view of Flinker Ink 


Fountain Divider. 





the new officers of the company to ex. 
pand its facilities to obtain complete 
national distribution of the Flinker Ink 
Fountain Divider. 

This Divider uses plastocal as the ma- 
terial for contacting the ink fountain and 
the roller for rigid contact and to pre- 
vent the leakage of ink. The Flinker Ink 
Fountain Divider permits printing two 
or more colors with one impression and 
in addition enables printers to use only 
part of the ink fountain when necessary, 

It can be supplied for all makes of 
presses and for use with letterpress and 
offset presses. 


Newspaper Storage Chases 


A steel chase which is for use in storing 
newspaper forms in order to avoid tying 
up regular stereotype chases has been 
announced by William Reid & Com- 
pany. The chase may also be used for 
certain work in lieu of regular type-high 
stereotype chases on the Vandercook 
Page Power Proof Press. 

The chases are constructed steel bars 
and are electric welded at corners. The 

















The Reid chase is used for storing newspaper 
page forms. Being less than type high (% in.) 
it can also be used for certain work on Vander- 


cook Page Power Proof Presses. 


frame is then machined off and finished 
with cadmium plating. The page formis 
locked up with large size Hempel-type 
quoins. The two holes in one side bar of 
each chase facilitate pulling the form 
from the storage rack. The chase frame 
is 4 in. high by 14% in. and will accepta 
regular § col. newspaper page. 
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Good advertising attains its greatest results when 
the paper which carries it to its destination is on a 
par with the train of thought behind the idea. In 
today’s intense competition, nothing less than a 


si combination of unusual copy and good plates, with 


toring 

tying 

been 
Com- 
ed_ for 
>-high 
cook 


fine printing on quality paper, can do a powerful, 
swift, and profitable job for your customers. Sell 


the better class of printing, and put it on Cham- 


1 bars 


. The pion, the greatest value always in coated and uncoat- 


ed book, postcard, offset, cardboard, and envelope. 
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orm is MILLS AT HAMILTON, OHIO... CANTON, N.C... . HOUSTON, TEXAS 
|-type 


Manufacturers of Advertisers’ and Publishers’ Coated and Uncoated Papers, Cardboards, Bonds, Envelope 
bar 0! 


form and Tablet Writing ... Over 1,500,000 Pounds a Day 


frame 
cept a DISTRICT SALES OFFICES 


NEW YORK - CHICAGO - PHILADELPHIA - CLEVELAND - BOSTON « ST. LOUIS - CINCINNATI + ATLANTA 
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NEW ENGLAND NEWSPAPER SUPPLY COMPANY 


164 Fremont Street 


New York City, 230 West 4ist St. 





HIGH SPEED AUTOMATIC FELTS 
STIPPLED AUTOMATIC FELTS ¢ HIGHGRADE REDRUBBER ¢ STIPPLED & PLAIN TYMPANS 


DE LUXE MONOCORK 
ALSO PLAIN REPRESSED FELT FOR BOTH GOSS AND DUPLEX WEB PRESSES 


Chicago, Daily News Bidg. 


Its high standard of quality, with which publishers guard 
their columns, is maintained in the production of the 
New England Newspaper Supply Company Press Packing. 


SUPERIOR BROWN RUBBER 


Use Originals, not Imitations 


Our goods are known, used and sold all over the world. 


NEW ENGLAND NEWSPAPER SUPPLY COMPANY 


BRANCH OFFICES 


OIL PROOF FACE RUBBER e 


Portland, 314 Oregonian Bidg. 


TINDECK CORKS 


GOLD CLOTH TYMPANS 


Worcester, Mass. 


San Francisco, 205 De Young Bldg. 








Cottrell-Heinrich Aniline 
Printing Press 


A printing press for use with aniline 
inks, available for printing on one or 
both sides of a web, in any number of 
colors up to six, has been developed by 
C. B. Cottrell & Sons Co., in cooperation 
with H. H. Heinrich, Inc. Of heavy con- 
struction, the new press is built for fast 
production, with a number of features 
designed to insure close register and uni- 
formity of printing. 

Features are provided for obtaining 
accurate impression on paper, cloth, 





14 


cellophane, foil, or cardboard. Register 
is easily adjustable, both along the web 
and sidewise, while the press is running. 
Space between the printing units, states 
sponsors, allows time for drying between 
colors at high speeds, with over 10 ft. of 
drying space between the last color im- 
pression and the first guide roller touched 
by the printed web. 

The press can be equipped either with 
the conventional two-roller fountain or 
the new mono-roll system with rubber 
ductor blade. Plate cylinder sizes range 
from 7 in. to 30 in., and web speeds up 
to 1000 ft. per min. are claimed to be 
entirely practical with this press. 


Cottrell-Heinrich Multi- 
Color Aniline Printing 


Press. 


14 x 20 Offset Press 


The ATF-Webendorfer Little Chief 
20, a new 14 in. by 20 in. sheet-fed offset 
press, has been announced by American 
Type Founders. The press is intended for 
color or black-and-white work, particu- 
larly for short runs. The maximum 
printing area is 13) in. by 19 in. and 
any stock from onion skin to 4-ply stock 
can be handled on it. In production, it 
is claimed to deliver at speeds up to 5000 
impressions an hour. Floor space re- 
required is 41 in. by 5714 in. of space for 
actual installation. 


Books Printed From 
Rubber Plates 


According to a recent article appearing 
in the Akron (O.) Beacon-Journal, a 
200,000 first edition of Ernest Heming- 
way’s novel, For Whom the Bell Tolls, was 
printed for Charles Scribner’s Sons from 
rubber plates the latter part of October. 
It is claimed that as a result of economies 
effected by rubber plates the first edition 
was run off in half the time usually 
allotted. Complete plate changes were 
made in 10 minutes. The laboratories of 
the B. F. Goodrich Company and Econo 
Products Company collaborated for sev- 
eral years to produce the new type of 
plates. Both natural and synthetic rubber 
were used, the latter showing higher re- 
sistance to recently perfected oil and ink 
solvents. 
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Feeding, Folding, Delivery: 


2,219,892. SHEET FEEDING AND REGISTERING 
MACHINE also designed to operate as a conveyor. 
According to the invention, the side guides, tapes and 
idlers are more easily and accurately adjustable for 
width of stock and lateral position with reference to the 
machine being fed, than has been the case with machines 
of the prior art. Invented by George A. Gibson, Jr., 
New York, N. Y. Unassigned. Application September 9. 
1939. 3 claims. 


PRINTING PATENTS REPORT 


Covering Patents Issued Oct. 29, Nov. 5, Nov. 12 and Nov. 19. 


This data is compiled exclusively for Printing Equipment Engineer by Invention, Inc., 
-. verified in the United States Patent Office, and is comprehensive of all patents 
is = field of each heading continuous from the last published issue of this magazine. 
in the } * 


° ; >re. speci he ent numbers and send 10c each 
For copies of patents listed here. specify the pat 2,220,046. SHEET FEEDING APPARATUS including, 





(stamps not accepted) to the Commissioner of Patents, Washington, D. C. 


Binding, Cutting, Perforating: 


9 919.553. METHOD FOR REBINDING BOOKS, par- 
“ticularly for the inexpensive attachment, without com- 
licated apparatus, etc., of new cases to worn volumes 
Pe libraries and the like. The invention is specifically 
°: sno with provision of a repair unit consisting of 
a of narrow webs similar in shape to the back of the 
tan be rebound, these webs being stitched together 
over paper fly sheets which extend into the space between 
the cloth webs only to points adjacent what is to be the 
hinge of the cover. This repair unit is cemented first 
to the contents and then to the new case. Invented by 
Norman D. Bassett, Madison, Wis. Assigned to Demco 
Library Supplies, Inc., Madison, Wis. Application March 
25, 1938. 3 claims. 


9.991.241. PRESS FOR ASSEMBLING PAPER SHEETS 

“IN PAD FORM preparatory to application of adhesive 
to one edge of the pad for binding. Hand operated, the 
device is readily disassembled for transportation. Invented 
by Charles S. Mallory and Henry C. Mallory, Grand 
Rapids, Mich., and Charles W. Marble and ( harles M. 
Mumford, Detroit, Mich. Fullinterest assigned to Charles 
s Mallory and Henry C. Mallory. Application Feb- 
ruary 28, 1938. 4 claims. 


2,291,364. COMBINED BACKING STRIP AND HINGE 

“for use in bookbinding, comprising a backing bar. with 
a bottom side having an undercut front edge for fitting 
over a cover panel and an upper side with a rounded and 
grooved rib; hinge leaves for attachment to a second 
cover panel and including hinge eyes, and a flexible tie 
member for securing book leaves to the strip between 
the cover panels. Invented by Norman O. W alrafen, 
Emporia, Kans. Unassigned. Application September 
6, 1939. 1 claim. 

2,222,547. BOOKBINDING with which pages of a book 

“may be bound between stiff covers through a medium 

of links carried by the covers and a backing strip and 





the type engages the rubber type bed in an interlocking 
force fit. The bed comprises a rubber member character- 
ized by a series of parallel, horizontally spaced grooves 
having cross-sections which are larger toward the bot- 
tom of the groove than at the top of the groove. The 
rubber type mounting is formed with correspondingly 
shaped ridges to engage the grooves of the type bed. 
Invented by Walter E. Wenzel, New City, N. Y., and 
Friedrich A. Kramer, Spring Valley, N. Y. Unassigned. 
Application January 20, 1939. 2 claims. 









Hi 


ut BLL tides ee 
4) Hi 
vai ~~, 


24g oe gnterrr 








/ 


WINNING 


in order to assure accurate feeding of the sheets with 
respect to the gauges of the feed table, a novel arrange- 
ment whereby the sheets caught by the rotating grippers 
are pressed out of the path of the grippers to accelerate 
the rear end of the sheet. This arrangement comprises 
a cylindrical or semi-cylindrical sheet carrying surface 
rotated about a center eccentrically located relative to 
the center of the path of the grippers. Invented by Karl 
T. Lang, Radbeul, Germany. Unassigned. Application 
April 21, 1939. 19 claims. 


Continued on next page 
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FINISH 








cad passing through registering openings formed in the 
guards, the arrangement being such that the book may 
be easily opened at any page with the pages flat and in 
a horizontal plane. Invented by William H. Talley, 
Tulsa, Okla. Unassigned. Application July 28, 1938. 
9 claims. 
hief 
Tset , : 
can Composing Room Equipment: 
for 2,220,410. TYPOGRAPHICAL SLUG = CASTING 
cu- MACHINE with a novel train of connections interme- 
diate the metal pot and the actuating cam for the pot, 
um so designed that the actuating cam may proceed unin- 
and terruptedly, without Samer. in —- a ged —— 
between the pot mout piece, slotted mold, and com- Bucs. . . 
ock posed line. Invented by George P. Kingsbury, Hollis, E What a finish! A true photo-engraving finish! 
: N. Y. Assigned to Mergenthaler Linotype Co., 29 Ryerson , a -s ? a y a 
500 St., Brooklyn, N. Y. Application June 2, 1939. 21 claims. A finish that 1S winning friends and bringing new 
re- 2,220,946. ESCAPEMENT OPERATING MECHANISM standards of excellence to the photo-engraving In- 
for for py ana br pan machines, oe be ‘ | “M hi Cc b f ‘ h 
reduce the number of cams or eccentrics required, anc Pe " 
to eliminate the rubber —— — cog i dustry --. its the new achine ut nis re 
Invented by James P. Plastaras, Laurelton, N. Y. ‘ e ° ° 
Assigned to Mergenthaler Linotype Co., 29 Ryerson cently developed by the Atlantic Zine Works and 
St., Brooklyn, N. Y. Application June 19, 1939. 28 e * 7 l 
claims. appearing on Zomo Electric Zinc and A-Z Al oy. 
2.221.237. COPYHOLDER FOR USE WITH LINO- Here is a finely toothed surface which offers a new 
TY - AND Pay =a a pons ey . ; h d d ‘ f Hy 
rigid casing with fully open front to form a window, anc . serat . 
a guide plate, over which the copy or transcript is to freedom fr om scracches, rl ges, an imper ections 
ing haga —_— by the end wall of the — and extend- 
ing longitudinally across the window. The invention a aca pee Me M 1 
a is claimed to permit more easy and rapid application and This sur face har monizes with the perfection of 
18- removal of the copy. Invented by Kenneth V. Goodloe, P e . 
ng Houston, Texas. Assigned to Clarke & Courts, Galveston, texture in the metal itself produced by the Electric 
vas Texas. Application August 6, 1940. 3 claims. “a hi h if ° 
om 2,221,344. SLUG CASTING MACHINE characterized Induction Process, whic guarantees unilormity. 
er. by improvements claimed to prevent the quadder 
Lies attachment from coming into action on lines of type y : . ’ 
mn rare to be of full length. mreited by — - end You can order Zomo Electric Zinc, A-Z Alloy, plain or 
esterheld, England. Assigned to Linotype & Machin- p A 
lly ery Ltd., London, England. Application August 3, BACKOTED, from leading metal suppliers 
ore 1040. 5 claims. in the United States and Canada. 
of 2,222,068. APPARATUS FOR CLEANING TYPE 
| MATRICES, particularly designed to eliminate the 
no Present practice of cleaning the matrices while they are 
ay. carried in the magazine of the line casting machine. For 
‘ this purpose, the invention provides a special washing 
of magazine into which the matrices are transferred from 
yer the casting machine magazines. Invented by Guy C. 
Coleman and Hugh Foster, Los Angeles, Calif. Unas- 
re- signed. Application February 27, 1939. 2 claims. 
nk 2,222,333. RUBBER-MOUNTED TYPE AND RUBBER 
TYPE BED so designed that the rubber mounting for 
40) PRINTING EQUIPMENT Engineer, December, 1940 15 
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been 45%. 


would more or less confirm this. 








THE GROWTH OF COLOR 


CCORDING to figures gathered by the Color Research Department 
of the Eagle Printing Ink Co., Division General Printing Ink Corpora- 
tion, about 50% more colored ink is being bought today than in 1935, 
While improved business conditions have accounted for some of this increase, 
a growing demand for color has boosted it still higher. 
In newspaper inks, the volume increase in color from 1935 to 1949 has 


In job inks, the increase for the same five year period has been 49.50%. 

In 1935 job inks in color represented 58% of total volume in one printing 
ink company, as against a 42% volume for black. In 1940 color has mounted 
to 62% of volume, as against 38% for black. 

This means that color is not only benefiting from a nation wide improve- 
ment in business, but the demand for it continues to rise over and above 
the normal figures of five years ago. Color is a real trend, apparently 
doing a real job in advertising and merchandising. The ink barometer 














2 220,073. BLANK FEEDING APPARATUS, primarily 
adapted to bag making machines but also adapted to 
other machines to which blanks are fed singly. Device 
consists of a magazine and a rotary feed drum having 
suction apertures in its periphery to hold the blank 
being fed. Invented by Daniel Belcher, Bradford R. 
Stetson and Harold VY. Kindseth, all of Minneapolis, 
Minn. Assigned to Bemis Bros. Bag Co., 419 Poplar St., 
St. Louis, Mo. Application April 28, 1938. 6 claims. 


2,220,157. SHEET STACKER, particularly for photo- 
radio and facsimile machines. Invention obviates diffi- 
culties in such machines resulting from charges of static 
electricity on the sheets being stacked, and provides an 
automatic shut-off mechanism to stop the feeding opera- 
tion when a predetermined height of the stack has been 
reached. Invented by Nevell R. Jones, deceased, late of 
Haddonfield, N. J. Assigned to Radio Corp. of Amer., 
30 Rockefeller Plaza, New York, N. Y. Application 
March 26, 1937. Divided and this application April 30, 
1938. 5 claims. 


2,220,736. APPARATUS FOR DETERMINING ALIGN- 
MENT OF WEBS as they pass through a printing press. 
Capable of operating at speeds of 600 feet per minute 
and greater, the apparatus operates upon stroboscopic 
illumination principles. A periodically repeating pattern 
on the web is stroboscopically illuminated at times 
determined by the proper periodicity of the pattern, 
so that the main motion of the web is optically eliminated 
and only abnormal motions or misalignments are observed. 
Invented by Donald C. Stockbarger, Belmont, Mass., 
and John L. Jones, North Billerica, Mass. Assigned to 
Stockton Profile Gauge Corp., Lowell, Mass. Applica- 
tion May 5, 1937. 4 claims. 


2,220,737. APPARATUS FOR DETERMINING ALIGN- 
MENT OF WEBS as they pass through a printing press. 
According to the invention, a periodically repeating pat- 
tern on the web is stroboscopically illuminated at times 
determined by the proper periodicity of the pattern, 
so that the main motion of the web is optically eliminated 
and only abnormal motions or misalignments are ob- 
served. Invented by John L. Jones, North Billerica, 
Mass. Assigned to Stockton Profile Gauge Corp., Lowell, 
Mass. Application May 5, 1937. 4 claims. 


2,221,153. SHEET FEEDER consisting of a conveyor 
for advancing sheets along a defined path, a sheet baffle, 
a sheet operated detector finger, and an arrangement 
whereby movement of the detector finger into or out of 
the path of sheet travel is transmitted to the sheet 
baffle to move the baffle into or out of the path of travel 
of the sheet. Invented by David P. Sanford, Union, N. 
J. Assigned to Amer. Type Founders, Inc.. Elizabeth, 
N. J. Application May 5, 1939. 8 claims. 


2,221,500. SHEET FEEDER for printing presses, claimed 
to allow rotary printing presses to be operated at higher 
speeds. In order to assure proper positioning of the sheet 
against the sheet stops, the sheets are moved at less speed 
than the peripheral speed of the feed or impression cylin- 
der. Invented by Burt F. Upham, Grimsby, Ontario, 
Canada. Unassigned. Application March 11, 1938, 
divided and this application July 21. 1938. 5 claims. 


2,221,981. APPARATUS FOR FEEDING SHEETS OF 
METAL TO PRINTING PRESSES, punch presses, 
etc. In order to eliminate danger of scratching the 
sheets during feeding, the invention has novel means 
for raising each sheet clear of the pile from which it 
is being fed, maintaining the sheet in raised position 
until it is fed entirely away from the pile. Invented by 
George A. Martin, Pearl River, N. Y. Assigned to 
Dexter Folder Co., Pearl River, N. Y. Application Jan- 
uary 17, 1939. 18 claims. 


2,222,009. SHEET FEEDING APPARATUS, the action 
of which is automatically controlled by the elevator 
operating mechanism in such a manner as to discontinue 
the feeding action about or just prior to the time the pile 
or supply of sheets on the elevator has been exhausted. 
Invented by Leo C. Williams, Pear! River, N. Y. Assigned 
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to Dexter Folder Co., Pearl River, N. Y. Application 
October 4, 1939. 14 claims. 


2,222,278. APPARATUS FOR CUTTING, FOLDING 
AND DELIVERING products from a rotary web press, 
when the press is running with either four or five plates 
around the form cylinder. The apparatus employes two 
separate cutting, folding and delivery units, one for each 
condition of the press, and has a common drive for each 
unit. Invented by Howard M. Barber, Pawcatuck, 
Conn. Assigned to C. B. Cottrell & Sons Co., Westerly, 
R. I. Application October 26, 1939. 11 claims. 


2,222,279. APPARATUS FOR CUTTING, FOLDING 
AND DELIVERING products from a rotary web press, 
when the press is running with either four or five plates 
around the form cylinder. The apparatus employs two 
separate cutting, folding and delivery units, one for each 
condition of the press, and has a common drive for each 
unit. Invented by Howard M. Barber, Pawcatuck, 
Conn. Assigned to C. B. Cottrell & Sons Co., Westerly, 
R. I. Application October 26, 1939. 10 claims. 


2,222,459. SHEET SEPARATING AND FEEDING 
DEVICE wherein a single set of suction grippers effects 
the operation of lifting, stretching and forwarding the 
sheets. Invented by Headley T. Backhouse, London, 
England. Unassigned. Application December 15, 1937. 
8 claims. 

2.222462. WEB TENSION CONTROL including an 
endless belt arrangement contacting the web roll to con- 
trol its peripheral speed, and a novel condition respon- 
sive differential gearing for driving the endless belt. 
Invented by Christen R. Kaddeland, Shelton, Conn. 
Assigned to Harris-Seybold-Potter Co., 4510 E. 71st 
St.. Cleveland, Ohio. Application January 5, 1888. 
& claims. 


Miscellaneous: 


2,219,852. DUST-PROOF CARRYING BOX for accom- 
modating the set up matter before and after the printing 
operation in printing works. The box is equipped with 
“‘slip-in’’ type trays which serve as galleys, the entire 
device being either carried by hand or moved on wheels. 
Invented by Wilibald Stolle, Freital, Dresden, Germany. 
Unassigned. Application July 21, 1939. 5 claims. 


,220,056. APPARATUS FOR CUTTING STACKS OF 
PAPER to produce labels, box blanks, ete. Invention 
provides an arrangement of die cutting elements for cut- 
ting a stack of sheets wherein the die cutting edge is not 
damaged in the cutting stroke and the progressive move- 
ment of the paper through the die is not disturbed, that 
is, the sheets are at all times disposed adjacent to or 
against the die edge for subsequent movement throug) 
the die. Invented by Harry Donnerberg, Sharonville, 
Ohio, and Edma H. Curtis, Jr., Cincinnati, Ohio. Assigned 
to Nivison-Weiskopf Co., Reading, Ohio. Application 
June 23, 1937. 11 claims. 


te 


2,220,571. WALLPAPER SAMPLE for insertion in cata- 
logs or specimen books. Novel feature of the sample is 
that the design for the wall and the design for the border 
or frieze are printed independently. The borders are 
printed in bands or spaces left during the main printing 
action, and overlap the main wall design only in such a 
manner as to give the desired appearance of one-step 
printing. Invented by Baucus C. Kellog, Evanston, Ill. 
Assigned to Montgomery Ward & Co., Inc., Chicago, 
Ill. Application November 1, 1934. 2 claims. 


220,573. PREPARATION OF THICKENERS FOR 
TEXTILE PRINTING COMPOSITIONS by treating 
starch with a small amount of caustic, without heat. 
Invented by Fred G. La Piana, Forest Hills, Long 
Island, N. Y., and Dave E. Truaz, Providence, R. I. 
Assigned to Stein, Hall & Co., Inc., Murray Hill Bldg., 
New York, N. Y. Application January 7, 1939. 5 claims. 


to 


ee hee Prone comprising a colo 

dispersed in a vehicle consisting of a dihydr 

polyester of an unsaturated dtoarbaaste aleoho| 
suitable organic solvent. Though the ink may be and a 
dried on the printed sheet by application of h readily 
said not to have undesired tendencies to dry on ihe itis 
Invented by Carleton Ellis, Montclair, N, J PP sew 
to Ellis Laboratories, Ine., Montelair, N! 5 ‘Ae 
tion January 3, 1938. 5 claims. 1 Ned. Applieg. 


TiDg matter 


2,220,700. PROTEIN COMPOSITION for printing j 
paints, etc., comprising casein with normal butyl z ae 
alcohol as a novel foam abating agent. Invented @. 
Francis C. Atwood, Newton Mass. Assigned to Atl by 
Research Associates, Inc., Wilmington, Del 4 ee 
tion January 25, 1938. 7 claims. * *PPHea- 


2.222.271. COLLATING APPARATUS comprising a sep; 
of shelves arranged in spaced apart relation one showed 
other for supporting separate stacks of paper sheas, . 
pages, and mechanical means for ejecting the first oe 
of each stack to a position readily available to the ym a 
tor. Invented by Wilbur D. Warner, Chicago, II} — 
signed. Application February 3, 1910. 7 claims. — ” 


2,222,581. TEXTILE PRINTING PASTE compris 
an outer continuous water-immiscible-lacquer fe 
thickened by an inner aqueous phase which makes 
atleast 20 ;. by weight of the tota! emulsion. For exam 4 
the paste may comprise 10 parts by weight of ros ag 
phobe urea formaldehyde solution, 15 parts of alkyd 
resin, 17 parts of turpentine substitute, 10 parts of copper 
phthalocyanine pigment, and 48 parts water. Invented 
by Henry Jenett, Harrington Park, N. J. Assigned to 
Interchemical Corp., 75 Varick St., New York. N Y 
Application June 22, 1939. 3 claims alts 


2,222,582. METHOD OF TEXTILE PRINTING employ- 
ing a printing paste comprising an emulsion of printable 
consistency containing coloring matter and containing 
a continuous water-immiscible lacquer phase and a 
dispersed aqueous phase. Invented by Henry Jenett 
Harrington Park, N. J. Assigned to Interchemical Corp, 
75 Varick St., New York, N. Y. Application June 29° 
1939, divided and this application January 20, 1949) 
6 claims. , 





Plate Making: 


2,219,587. PLASTIC COMPOSITION FOR PRODUC- 
TION OF PRINTING PLATES claimed to have supe- 
rior strength and ink distributing qualities. The composi- 
tion comprises a cellulosic plastic, a plasticizer, and a 
metal compound such as lead carbonate or iron oxide, 
this latter ingredient serving to increase the strength and 
ink holding and distributing qualities of plates molded 
from the compositions. Invented by Clarence E. Boutwell, 
Birmingham, Alabama. Unassigned. Application July 31, 
1939. 17 claims. 


220,252. METHOD FOR PREPARING PLANO- 
GRAPHIC PRINTING PLATES including the step 
of treating the film-covered plate, after exposure, with 
a ferric chloride developer-etch, whereby the unexposed 
portions of the colloid film only are removed and the metal 
thus uncovered is etched, the presence of dextrine in 
the film permitting the ready removal of the remainder 
of the film without affecting the etched plate. Invented 
by Herbert L. Loeffler, Cleveland, Ohio. Assigned to 
Addressograph-Multigraph Corp., 1200 Babbitt Road, 
Cleveland, Ohio. Application June 10, 1938. 1 claim. 


2 220,671. METHOD FOR MANUFACTURING ELEC- 
TROTYPES, characterized by the novel step of heating 
and quenching the electrotypes to soften their lead alloy 
in order that level differentials may be pressed into the 
printing face with a mat or matrix. The softening action 
produced by heating and quenching is only temporary, 
the hardness and toughness of the lead increasing with 
time. Invented by Harry M. Blactz, Haddonfield, N. J. 
Assigned to Curtis Publishing Co., Philadelphia, Pa. 
Application October 16, 1937. 2 claims. 


220,745. MULTICOLOR PRINTING PLATE made 
directly from printing colors themselves, so that a single 
impression will produce a multicolor reproduction. This 
Patent is a division of Patent No. 2,214,687 (Reported 
in October, 1940, Printing Equipment Engineer). Besides 
deseribing a variation of the original invention, the new 
patent describes the inks and colors which may be used. 
Invented by Franz Weiss, Park Ridge, Ill. Unassigned. 
Application November 15, 1939, divided and this appli- 
cation June 26, 1940. 2 claims. 


2,221,037. FILTER FOR MAKING A COLOR SEPA- 
RATION NEGATIVE for use in photomechanical 
process work. Better correction and more improv 
color rendition is provided by a method which employs 
a special set of filters instead of the usual three primary 
color filters in exposing the negative. Invented by John 
A.C. Yule, Rochester, N. Y. Assigned to Eastman Kodak 
Co., 344 State St., Rochester, N. Y. Application April 22, 
1937. 8 claims. 


2.221,998. APPARATUS FOR COOLING PHOTO- 
MECHANICAL PRINTING PLATES during etching 
without warping or distortion. The invention is charae- 
terized by use of a stationary source of cooling water, 
such as a sponge, so that contact between the coolant an 
the plate is uniform. Invented by Frank T. Powers, 
Glen Cove, N. Y. Unassigned. Application September 
15, 1938. 5 claims. 


to 
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method for producing. The invention eliminates shrink- 
age of the shell, usually caused by solidification of the 
backing metal, by imbedding in the backing metal in a 
position immediately adjacent the shell one or more 


PRINTING EQUIPMENT Engineer, December, 1940 
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metal insert sheets. Invented by Benjamin F. Atwood, 
Boston, Mass. Assigned to Back Bay Electrotype & 
Engraving Co., 172 Columbus Ave., Boston, Mass. 
Application January 21, 1939. 16 claims. 

9229297. STEREOTYPE MATRIX RACK AND 
DRIER, including a novel receptacle in which the 
matrices are kept close to the casting machine and 
maintained at the desired temperature until ready for 
use. The device is claimed to eliminate “cold spots” 
and to provide more ready access to the matrices. Invented 
by Charles G. Hamblen, Pittsburgh. Pa. Unassigned. 
Application April 21, 1939. 5 claims. 


Printing Presses and Supplies: 


2,219,734. DRIVING MECHANISM FOR ROTARY 
PRINTING PRESSES, of the type where a common 
drive is provided for the printing units, the inking mech- 
anism and the folder. The invention includes a novel 
arrangement of power driven shafts with manually 
operated clutches and control devices for connecting and 
disconnecting the printing units from the drive, moving 
the inking units away from the printing units without 
disconnecting the inking units from the drive, and fur- 
ther moving the inking units to disconnect them from the 
drive. Invented by Howard M. Barber, Pawcatuck, 
Conn. Assigned to C. B. Cottrell & Sons Co., Westerly, 
R. I. Application October 26, 1939. 15 claims. 


2,220,903. IMPRINTING MECHANISM for printing 
machines, particularly for printing different headings on 
separate batches of printed products. The invention in- 
cludes novel indexing and control means whereby the 
different headings are arranged selectively in printing 
position and whereby the change from one heading to 
another is made without stopping the printing machine. 
Invented by Gilbert H. Higgins, Mountain Lakes, N. J., 
and Walter S. Edwards, New Haven, Conn. Assigned to 
R. Hoe & Co., Inc., E. River & 138th St., New York, 
N. Y. Application December 28, 1937. 18 claims. 


2,221,930. TEXTILE PRINTING MACHINE in which 
the cylinder is so mounted that it may be moved readily 
to a position which permits assembling an endless blanket. 
Invented by Stephen B. Stafford, Oxford, Mass., and 
Herman A. Smith, Holden, Mass. Assigned to Rice, 
Barton & Fales, Inc., Worcester, Mass. Application June 
22, 1939. 9 claims. 


2,222,143. BACK GREY FOR TEXTILE PRINTING, 
characterized by lower staining characteristics and by 
less tendency to absorb water during washing. The inven- 
tion covers broadly the step of treating a back grey with 
any suitable water-repellent material to attain these 
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characteristics. Invented by Edwin Farnworth, East 
Greenwich, R. I , and George H. Wood, Jr., Cowesett, 
R. I. Assigned to Apponaug Co., a corporation of Massa- 
chusetts. Application July 18, 1940. 6 claims. 


Patent Situation Clarified 


All existing differences regarding patents covering the 
use of heat-set inks have been settled, it is announced by 
the International Printing Ink Division of Interchemical 
Corporation and the Fred’k H. Levey Company. 

These inks are produced by the Levey Company under 
the name ‘‘Flashdri” and by IPI as ‘‘Vaporin,” particularly 
for use in high-speed magazine printing. Both companies 
are now fully licensed to manufacture and sell the inks. 

Officials of the two companies stated they felt this 
method of printing had additional potentialities and had 
concluded that an arrangement whereby both companies 
would be in a position to supply the inks without patent 
complications would be in the best interests of the Graphic 
Arts generally. 





timate on any type of search, 
address INVENTION, INC., 
Barrister Bldg., Washington, D.C. 








Broad Claims Allowed 


Years of research and development 
work in the application of pigment 
colors to textile printing resulted recently 
in the issuance of patents to Interchemical 
Corporation, parent company of Aridye 
Corporation, Fair Lawn, N. J. See the 
Patent Section, this issue, for report on 
these patents. It is said the claims 
allowed are broad, covering both the 
products and the methods. Method claims 
cover all applications in textile printing of 
coloring emulsions consisting of binder 
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WETTER NUMBERING MACHINE CO. 


ATLANTIC AVE. & LOGAN ST., BROOKLYN, NEW fORK 


solutions thickened by dispersed water. 
The product claims cover the use of heat- 
setting resins in these thickened pig- 
mented emulsions. Such resins are said to 
be essential for the production of the 
fastest prints. 

Printing with pigments had previously 
been done only with limited success and 
then only in very specialized fields. 
Clarity of impression and fine definition 
of detail has been claimed for the Aridye 
colors, and their properties of light fast- 
ness are said to equal or surpass the most 
expensive dyestuffs. 

Research in Aridye colors was begun 
several years ago. Later, Aridye was 
adapted to dress goods printing, and 
today, printing plants of all types are 
using the process. 

While the first Aridye formulations 
were applied to cotton goods, later 
developments produced Aridye colors for 
printing on synthetics, including viscose, 
acetate, and Bemberg rayon. Many 
fabrics are now being colored with 
Aridye. 


Jury for IPI Contest 


Harry L. Gage will serve the fourth 
time as chairman of the Jury for the IPI 
Essay Contest, while Walter B. Reilly, 
President of the UTA; Frank McCaffrey, 
President of The International Associa- 
tion of Printing House Craftsmen, Inc. ; 
G. Lynn Sumner, President of the G. 
Lynn Sumner Company; and A. E. 
Giegengack, Public Printer of the United 
States, will act as the other judges. 
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AN. P. A. Mechanical 


Committee Meeting Keport 


MEETING of the A. N. P. A. 

Mechanical Committee was held in 

New York during the latter part of 
October. 

The standard register mark No. 1 for 
newspaper color plates was adopted and 
recommended to those providing color 
plates for use in newspapers. 

It was decided to place more emphasis 
on the willingness of the Mechanical 
Department office to assist members in 
solutions of mechanical problems and to 
publicize in every sixth bulletin, a 
general offer by the Mechanical Depart- 
ment office to collaborate in the solu- 
tion of problems existing in the plants of 
A. N. P. A. member newspapers. 

It was decided to issue a Gadget 
Report to the members annually, mid- 
way between the conference dessions. 
The next Gadget Report will be pub- 
lished in installment form (similar to 
current bulletins) some time in the early 
part of 1941. 

A questionnaire will be circulated 
among the A. N. P. A. membership ask- 
ing data on their experience with 
fluorescent lighting. 

An effort will be made by the Me- 
chanical Department to gather statistics 
from member newspapers leading to a 
comparison of stereotype metal drossage ; 
in order to accomplish this, member 
newspapers will be asked to keep records 
beginning Jan. 1, 1941, for a period of 
six months, following which a_ well 
defined method of tabulating this expe- 
rience will be worked out. 

The matter of revising or bringing up 
to date the several studies made in 1929, 
1930 and 1931 by the Mechanical Com- 
mittee in collaboration with the A.A.A.A. 
entitled Electros vs. Mats, Etching Depth of 
Halftones and Complexities of Newspaper 
Printing, was discussed and referred to 
the sub-committees of the Mechanical 
Committee for study and determination. 
The purpose is to republish these studies. 


Arthur H. Burns, Mechanical Super- 
intendent of the New York Herald- 
Tribune, relinquished Chairmanship of 
the Pressroom Committee in order to 
devote more time to the sub-committee 
on Research. He remains a member of the 
Pressroom sub-committee and was suc- 
ceeded as Chairman by Walter Ogden 
of the Cleveland Press. 

A progress report was rendered by the 
Research Committee in which it was 
asked that more time be given to further 
study problems of research and report 
to the main committee at the next 
meeting which will probably be held in 
February, 1941. 

The present membership of the Me- 
chanical Committee and arrangement 
into sub-committees is as follows: 

F. H. Keefe, Chairman. 

Pressroomn—W alter Ogden, Chairman; 
J. J. Shea, A. H. Burns. 

Engraving—Maurice A. Hagan, Chair- 
man; George Geist, Don P. Miller. 

Stereotypers—D. H. Parker, Chairman; 
F. W. Schaub, Leslie Griner. 

Composing Room—J. A. Burke, Chair- 
man; Russell B. Miller, Leon A. Link. 

Color and Roto—John W. Park, Chair- 


man; Tennant Bryan, Lester Yeager. 


Periodicals for Indexing 
Wanted 


Request for back files of any and all 
periodicals on the Graphic Arts was 
made recently by Byron G. Culver, Head 
of the Department of Publishing and 
Printing, Rochester Athenaeum and 
Mechanics Institute, Rochester, N. Y. 

The school is keeping a subject index 
to periodical literature on _ printing, 
Culver explained, and needs the older 
files for historical research and surveys. 

Printers who have magazines to send 
are asked to write Culver at the Rochester 
Athenaeum and Mechanics Institute. 
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Miniature reproduction of 
= 10 different color plate register 
marks (not drawn to any 

4 scale). Register mark No. 7 
was adopted as the preferred 
< one as being most suitable for 
use by stereotypers and news- 

rd paper pressmen, by the AN. 
P.A. Mechanical Commitiee 
7 at its meeting in New York 
during the latter part of 

10 October. The action of the 
committee confirmed the prefer- 
ences of both the Stereotypers’ 








Clinic and the subsequent general meeting of the Chicago 1940 A.N.P.A. Mechanical Conference. 
The A.N.P.A. Mechanical Department, through its manager, W. E. Wines, is now attempting 
to persuade all color platemakers for newspaper reproduction through the A.A.A.A. and other 
organizations, to standardize on No. 1 register mark since it most nearly meets the requirements of 
stereotypers and pressmen. The small central hole is useful to stereotypers when drilling plates and 
the right-angle extensions permit the pressman to register plates. It is recommended the mark be 
placed as near the corners as possible and still be inside the printing area of the mat or plate. 
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New Address 


The Johnstone Electric Company 
Chicago, has recently moved into i 
quarters at 522 South Clinton Street 
Former location was at 538 South Clark 
Street. 


Vent-A-Flex Gummed Packin 
Felt 


American Publishers Supply has an. 
nounced a new stereotype mat gummed 
packing felt which has been named 
Vent-A-Flex. One of the distinguishin 
characteristics of this product is that the 
surface of the felt is perforated at equi- 
spaced distances with 1 in. holes some. 
what after the fashion of a porous plaster 
Another characteristic is that the felt - 
constructed from very short fibres to 
make it soft and flexible and adaptable 
to any curvature in the mat, particularly 
for tubular-shaped stereotype mats, 

The function of the perforations in the 
felt is to permit the ready escape of the 
steam generated from the moisture jp 
mat and packing when the mat is placed 
in the mat dryer so that the packing will 
not become loosened from the mat during 
the drying period. Perforating the pack- 
ing eliminates about 20% of the packing 
stock. A new fast drying adhesive has 
been developed especially for the new 
packing. Manufacturer states the new 
felt permits greater shrinkage because so 
much of the packing body has been re- 
moved by the perforations. Hence, the 
perforated felt is of lace-like structure 
which holds the impression but is free to 
shrink with the mat itself. 

American Publishers Supply will mar- 
ket the new packing in sheets 9 in. by 28 
in. in any thickness gauge. Cut strips may 
also be obtained. The perforated surface, 
it is claimed, permits tearing the felt by 
hand after the manner of postage stamps. 


g 


Photo-engraving Specialties 


Chemists, working with practical 
photo-engravers are now producing de- 
pendable specialties which enable the 
engraver to more accurately duplicate 
the copy. One of these products intro- 
duced a short time ago is called Aylmer’s 
Re-etch Solution. It is said to enable the 
engraver to locally or generally clean up 
etchings which ordinarily would not 
print well. Other introductions are Film 
Re-stripping Solution which holds nega- 
tives down flat and permits re-stripping 
on a minute’s notice and a Sur-print 
Solution which can be used to avoid 
complicated stripping or to print in tints. 
Inks are now made for both roller and 
transfer method. 


How To Choose A Slide Rule 


This humorous publication by Don 
Herold explains the difference between 
the various types of slide rules available, 
in straightforward, salty language. Book- 
let consists of 24 pages — 26 illustrations 

—2 colors. Although written primarily 
for students in engineering colleges, this 
booklet contains information to those 
interested in slide rules. Free upon re- 
quest to Keuffel & Esser Co., Hoboken, 
N. J. 


PRINTING EQUIPMENT Engineer, December, 1940 
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years ago, 
Francis McDonald Sinclair and Theodore S. 
Valentine founded our Company to render a 
service to the Graphic Arts such as they 
visualized in a rapidly growing industry. 
Through the years we have developed and 
expanded this service which is now available 
throughout this country and many other 
parts of the world. Our nearest Branch is 


fully equipped to supply your requirements. 


Sinclair & Valentine Co. 





Your 











finest job. 


left miter. 








Chicago Jacksonville New Haven 








Press Installation 
Completed 


down old presses and installing new 

ones, the Cleveland Plain Dealer 
started operation of the second set of 
six units on Wednesday, November 6. 
Installation of the first six units was com- 
pleted last August. 

The twelve arch type press units were 
manufactured by R. Hoe & Co. Two 96- 
page newspapers could be printed simul- 
taneously on the presses. Facilities for 
printing r.o.p. color have been provided. 

Production Manager Leon A. Link 


J cows six months spent in taking 
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MECHANIZE 
MITERING 


@® Cut makeup time and in- 
crease customer good will 
with the Amsco Vertical 
Power Miterer. 


® Perfect miters are essential 
to quality printing. Poorly 
joined miters will spoil the 


®@ Each stroke of the machine 
cuts strip rule to length and 
makes one right and one 


@® Machine miters either lead 
or brass rules up to 24 
point body. Four quick 
strokes make 
miters for one panel. 


AMERICAN STEEL CHASE COMPANY 


31-31 Forty-eighth Avenue 
LONG ISLAND CITY, N. Y. 


Send for complete information 





enough AMSCO VERTICAL 


POWER MITERER 


Manufactured By 








stated that work in removing the old 
equipment and installing the new presses 
was supervised by Maintenance Super- 
intendent H. J. Graham of the Plain 
Dealer and Joseph Greismer of R. Hoe & 
Co. Joseph Lardin is pressroom super- 
intendent. 

The presses have a length of nearly 100 
ft., a maximum height of approximately 
24 ft., and an over-all weight of 500 tons. 
Each press is driven by a 200 h.p. motor. 


To Open Southern Office 
Linograph Company, as part of a cur- 
rent expansion program, announces the 
opening of a Southern branch office 
about February 1, 1941. Location will be 
announced in the near future. Operations 


Looking down the line 
in Cleveland Plain 
Dealer pressroom where 
12 Hoe arch-type units 
are now in operation. 
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in the Southern territory will be under 
L. J. (Judge) Leggett, who has been 
connected with the International Typo- 
graphical Union’s Bureau of education 
during the past several years. 


Printing and the 
Defense Program 


N speaking before the Eastern Union 
| County Pageant of Progress dinner 

held at Elizabeth Carteret Hotel in 
Elizabeth, N. J., in November, Vice 
President Frederick B. Heitkamp of 
American Type Founders discussed 
conditions in the graphic arts in relation 
to the Government’s defense program 
and emphasized the vital importance of 
printing in any national defense effort. 

The National defense program has al- 
ready been responsible for an increase of 
some 30% in the demands upon the pro- 
ductive capacity of the printing equip- 
ment industry, he declared. 

Among other things, says Printing 
News, Mr. Heitkamp stated that the 
printing equipment industry would make 
every effort to continue to supply the 
needs of the graphic arts promptly for 
replacements and new equipment. De- 
fense orders, however, have priority. In 
excess of $17,000,000 in munitions con- 
tracts have already been placed with five 
leading manufacturers of printing equip- 
ment. This work represents 22% of the 
normal annual output of the entire in- 
dustry, according to the latest available 
census figures. 
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BOOKS 


RECEIVED 





Wings for Words 
(J portance of the tremendous im- 


portance of the observances which 

have taken place this year in com- 
memoration of the invention of print- 
ing, publication of some kind of perma- 
nent account of that invention in book 
form for popular use is highly appro- 
priate. Wings for Words, the Story of 
Johann Gutenberg and His Invention of 
Printing, has been written by Douglas C. 
McMurtrie with the collaboration of 
Don Farran. 

So far as we are aware, no previous 
biographical account of Gutenberg has 
been published. Consequently, those 
connected with the Graphic Arts will 
find the answer to many speculations 
regarding the real urge behind the in- 
inventor of printing’s life pattern. 

It is stated in the preface that “The 
biographical data in Wings for Words are 
derived from twenty-nine documents 
written during Gutenberg’s lifetime... . 
References to the printing Gutenberg 
did, the method of its production, and 
the sequence in which the works ap- 
peared, follow the findings of modern 
scholars, based on their intensive study 
of early printed books and fragments.” 

Throughout the book, some of the 
intimate life affairs of Gutenberg and his 
conversations with relatives and friends 
in the manner of the times in which 
people then lived, have been romanti- 
cized by the author, all of which make 
the book highly readable. 

The context of the book is simply, 
therefore beautifully written. It should 
have a place in every printer’s home and 
in every public library. 


WINGS FOR WORDS — The Story of 
Johann Gutenberg and His Invention 
of Printing. By Douglas C. McMurtrie, 
with the collaboration of Don Farran. Illus- 
trated, 175 pages, by Edward A. Wilson. 
Size 744 in. by 9% in. Bound in Bancroft’s 
natural finish cloth, stamped cover. Price, $2 
per copy. May be ordered from the printers 
and publishers, Rand McNally & Co., 
Publications Div., 536 South Clark St., 
Chicago, Ill. 


Linotype Machine Principles 


INCE publication of John R. Rogers’s 
\ Linotype Instruction Book in 1925, the 

design, capacity and flexibility of the 
Linotype have undergone important 
changes. Among the changes have been 
the introduction of several machine 
models, the one-turn magazine shift, the 
self-quadder, the knife block, six-mold 
disk, gas and electric metal pots, the 
two-letter display matrix, and numerous 
others. To bring its mechanical and 
technical information up-to-date, Mer- 
genthaler Linotype Co. has published 
Linotype Machine Principles. The book is 
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published as a reference manual on the 
principles of Linotype construction, 
operation and maintenance. 

The pages of the book contain analytic 
discussions about the functions of all 
machine parts, presenting to the reader 
the normal movements and functions of 
all parts involved in the section of the 
machine being described. Those who 
were responsible for the preparation of 
the book have done this meticulously so 
that a mental picture of the normal 
movements of machine parts may be 
obtained. While no attempt has been 
made to explain or identify all abnormal 
machine actions, much material on ma- 
chine maintenance is included through- 
out the book. On the other hand, how- 
ever, it is obvious that a mental picture 
of the normal machine operations having 
been presented, the reader should be 
able to identify abnormal machine ac- 
tions when they do occur. 

Many perspective, phantom and cross- 
section diagrams are employed to eluci- 
date the text. 

In Chapter 34, fourteen pages con- 
taining photographic illustration charts 
indicate just where and how machine 
parts should be lubricated. 

Linotype Machine Principles—Published 
by Mergenthaler Linotype Co., 29 Ryer- 
son St., Brooklyn, N. Y. Cloth bound, 
stamped cover, 64% in. by 94% in.; 36 
chapters; many illustrations; 488 pages. 
Price, $3 per copy. May be ordered from 
company or any of its agencies. 


Color Perception Testing 


Color perception as understood in the 
printing industry is an important attri- 
bute among color mixers, color printers 
and others who are responsible for color 
determination—even truck drivers should 
be normal respecting red-green color 
perception. For testing color blindness, 
American Optical Company has pub- 
lished a substantial folder, collated fan- 
fold fashion, 46 color blindness charts to 
be used for testing purposes. 

The company states these charts have 
been compiled after months of research 
which began when it became virtually 
impossible to obtain reliable color tests 
from recognized foreign sources. Com- 
piled as a result of the foresight of U. S. 
military authorities, they will replace as 
a national standard in this country the 
Ishihara test printed in Japan and the 
German Stilling system. The new color 
tests have been approved by the Surgeon- 
General. 

The inks used in printing from the 
plates were made by International 
Printing Ink Div. of Interchemical Cor- 
poration. IPI’S research facilities and 
colorimetry equipment were used to 
obtain the accurate color matching 
required in producing the charts. The 
book was engraved and printed by the 
Beck Engraving Company. 


Pseudo-Isochromatic Plates for Testing Color 
Perception—Published by American 
Optical Company, size 6 in. by 9% in., 
arranged on black fabric for compact 
handling. Price, $9 per copy. Order 
from American Optical Company, 
Southbridge, Mass. 


Type Book 


_We doubt ifa type specimen book of 
higher practical utility has ever le 
published than the one currently oa 
pleted by Dayton’s Typographic Servier 
In compiling and planning the Tyke 
Book, printers, advertisers, layout men 
and artists were asked of what such 
book should consist. This new editi * 
is the result. 7 

First of all, we’ scribe os 
because ss acer i Dining 

: : practi- 
cal) will have severe handling. The 108. 
page book is bound in Burkhardt black 
Fabrikoid cover, 934 in. high by 13X in 
wide with Swing-O-Ring Binder. The 
type specimens are printed on heavy 
white enamel stock. It is taken for 
granted that the artist or layout man 
might wish to trace display lines directly 
to layout copy, so the means for remoy. 
ing and replacing the specimen sheets 
is provided. 

Complete alphabets (caps and lower 
case) of all display sizes set 61 pica 
measure, are provided to permit tracing 
display lines with instructions for char. 
acter counts. 

Text faces are shown in all sizes avail- 
able in copy blocks on the same page 
with different leading. For instance 
Intertype Vogue Light is shown in blocks 
of 8, 10, 12, 14 and 18 pt. The 12 pt. size 
is set in solid, 2 pt. and 3 pt. leaded 
blocks for comparison. 

On certain faces which may not be 
printed from directly or used for mold- 
ing, information is given immediately 
after the point size which tells you: “For 
electrotyping and proofing only.” 

To help the copy preparer fit copy 
into arbitrary spaces, all machine-set 
type and most of the hand-set type pages 
are provided with a special character 
count chart for each type face. Each 
chart shows the number of characters in 
different-length lines according to print 
size. These tables show character count 
in point sizes from 6 to 18 and in 
measures, stepped at 2-pica intervals 
from 10 to 30 picas. 

One-line specimens, 5 pt. to 42 pt. 
are shown in all machine-set faces and 
figures. These serve the combined pur- 
pose of exhibiting the comparative 
widths of various alphabets and also sug- 
gest the approximate “‘best’’ width to set 
a column of type in any given size. 

While Type Book is intended for dis- 
tribution among customers of Dayton’s 
Typographic Service, a few copies are 
available at $5 each. 


Start Paper Reclamation 


The old factory of the National Tire & 
Rubber Co. in East Palestine, O., has 
been taken over by the T.-H. Enterprise 
Co. Within 90 days it is expected that 
work will be commenced upon the con- 
version of waste paper into pulp by the 
Hochstetter process. Dr. F. W. Hoch- 
stetter, inventor of the process, is an 
owner of the new company. Joseph C. 
Trees of Pittsburgh is the other executive. 

The process will include the deinking 
and recovery of cellulose fibre from waste 
paper and converting it into pulp for 
making newsprint and other papers. 
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e e e stands for Insight 
The needs of the job 
Built into each KIMBLE 


Saves many a sob. 





Motors by KIMBLE 


Distributed by AMERICAN TYPE FOUNDERS 


Branches and Sales Agents in 25 Cities 




















SIXTH 
PRODUCTION 
YEAR BOOK 


A world of technical and production information in 
compact form divided as follows: Art and Photog- 
raphy, Engravings and Electrotyping, Bookmaking 
and Binding, Paper and Ink, Printing Processes, 
Production Data, Typography and Cross - Index. 


The 1940 edition consists of 612 pages, of which 
four out of five are illustrated — book averages 
two and one-half illustrations per page. Size 834 
| inches by 1134 inches. 


Price $5.00 PER Copy 
(Handling margin makes it necessary that 


price of books accompany all orders) 


Printing Equipment Engineer 
1276 West Third Street, Cleveland, Ohio 
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In 1840 we wished you our first * 
Merry Christmas == a hundred years 
later, we are privileged to do the same. 

As has been the case for more than 
100 years, Morrill has led the way. * 
Anticipating the miraculous swing to 
COLOR, we prepared months in ad= 
vance; with the result that our eleven 
new Specialized Ink Manuals are * 
available to help you meet the 
COLOR problems of 1941. 

Whether for book match covers or 
twenty-four sheet billboards; whether * 
burlap bags or wrapping paper; 
whether corrugated boxes or the most 
beautiful magazine cover, Morrill has 


a line of Specialized Colors. * 
It costs.no more to use this new 

Specialized Color service. Let our 

representative tell you more about it. - 


= = It’s COLOR for 1941! 


GEO. H. MORRILL CO. 


Division - General Printing Ink Corporation 


100 SIXTH AVENUE, NEW YORK, N.Y. 


Boston - Philadelphia - Chicago - Detroit - St. Louis - Fort 


Worth - Minneapolis - San Francisco: Los Angeles - Seattle 
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ETCHING TECHNIQUE 


Continued from Page 10 





seven or eight years ago by the introduc- 
tion of film on cold enamel. The same 
thing under the name of the Round Dot 
vs. the Square Dot was publicized by 
one of the large commercial electrotype 
companies in May, 1940. 

With a flexible film negative which 
allows this print-back, a high negative 
is made and printed back on cold 
enamel. The result, if the negatives are 
properly made, is to print back the shad- 
ows more in proportion than the middle- 
tones and highlights. This holds the 
middletones more open, prevents a hard 
break and the finished plate has full 
color with a long scale of gradation. 

At one time all solutions were com- 
pounded by workmen and frequently a 
man’s value to the company was judged 
by the secrecy of his formulae. The 
writer remembers one plant where the 
etcher made up the enamel solution and 
then handed the bottle to the Superin- 
tendent who retired to a back room to 
add the “‘secret ingredient.” 

Basically, cold enamel is a water 
shellac solution, referred to in other in- 
dustries as a ‘water enamel’. Shellac is 
soluble in alkaline water with both ether 
and alcohol soluble portions of the 
shellac going into complete solution. The 
natural wax content of the shellac can 
also be put into solution by various 
methods, if desired. 

Natural shellac varies considerably. 
Consequently, chemical controls are 
necessary to determine the amount of 
shellac, base, water, and bichromate if a 
uniformly dependable product is to be 
achieved. 


Cold Enamels 


A variety of enamels are on the market, 
each made according to pet formulae 
and each have variable characteristics. 
Some will work best with a thin coating, 
while others require a heavy coating. 
Several of these enamels are made under 
rigid laboratory control and these, as a 
rule, provide the most uniform results 
the year ’round. 


Taking the Bites 


The first bite on enamel should always 
be the same regardless of the type of 
negative and prints should not be given 
the etcher with very fine highlights with 
any expectation of good results. No re- 
etching of highlights should be attempted 
during the first bite. After powdering, 
the second bite should be carried only 
far enough so that a slight ring of powder 
is left at the base of the line and dot struc- 
ture and the same with succeeding bites. 

Many times attempts have been made 
to exactly gauge the depth of the first and 
succeeding bites but in no case has this 
effort even faintly succeeded. A standard 
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can be set up in one shop under definitely 
known conditions but this standard will 
not hold due to the variable character- 
istics of enamel, powder, ink or the metal. 


Depth of Etchings 


About ten years ago a great furore was 
raised about the depth of etchings and 
theoreticians developed formulae on the 
subject. Proof, on paper, that newspaper 
etchings, to be even passable, must be 
0.007 in., 0.008 in. and 0.009 in. deep 
caused many headaches to  superin- 
tendents and etchers alike. Diagrams 
were drawn to prove the point by men 
who had only a casual knowledge of en- 
graving, men who had been slightly ex- 
posed to the intricacies of the printing 
arts and therefore could consider them- 
selves experts, particularly so if they were 
more than 300 miles from home. 

For many years the majority of news- 
paper etchings were made in commercial 
engraving plants at a price considerably 
below commercial rates and many en- 
gravers delivered unacceptable work and 
salved their consciences with the thought 
“It’s only a newspaper job.”” Many pur- 
chasers of engravings believed that they 
could tell the quality of an engraving by 
the “‘feel”. If the etching felt like a file 
when rubbed by the thumb or finger it 
was deep and satisfactory. 

It can be accepted as a definite fact 
that a somewhat shallow etching, if 
clean, will print far better than a deep 
etching with a shoulder or one only 
slightly undercut. Etching for extreme 
depth has been the cause of more poor 
printing than all other engraving diffi- 
culties combined. 

If we set up the problem objectively 
and examine it on a reasonable basis we 
must agree that the etching is actually 
printed from a stereotype cast. If the 
cast is reasonably true and press condi- 
tions good, a halftone depth of 0.003 in. 
in the cast should give us clean printing. 
Actually, many pressmen do not regu- 
larly receive casts with this average 
depth, regardless of the depth of the 


originals. 


Overdoing Pyramid Dot 


The so-called pyramid dot structure 
can be completely overdone, and fre- 
quently is by zealous operators who lose 
all sight of tone value in the reproduc- 
tion of copy and who stress perfection of 
plate. A good dot structure is possible 
with either the powder or the roll-up 
method and is achieved by proper print- 
ing of a good negative and etching to 
hold tone values. 


Re-etching 


In many plants, re-etching consists of 
giving the plate a “lick and a promise” 
and, if the plate is well etched, this is 
usually sufficient. This can be done by 
first cleaning out all powder and ink, re- 
moving all surface grease, then putting 
the plate back in the machine for a few 
seconds or by scrubbing the plate in a 


tub or tray. This points up the hieh}; 
removes €Xcess lean: but eagh, 
quently grays out the entire illustration, 

These two methods of giving the plan 
a clean-up bite are in general i. “A 
practically all plants. Some discriming. 
tion can be shown in the use of eith : 
method as, if one is fussy, it will affect re 
result. A clean-up bite can be given in 
the machine if the etchings as a whole 
carry full color and a slight greying js ‘ 
no consequence. A trifle less greying of 
the plate as a whole is obtained by the 
tub scrub method as the stronger acid 
accompanied by the vigorous use of a 
scrub brush, affects the highlights more 
quickly than the darker tones. 

A better general clean-up bite is made 
in a tub or tray with the use of Aylmers 
re-etch solution. This material, wholly 
inert in acid, adds body or Viscosity to 
the solution. For tray use the usual pro. 
portions are 


Two quarts re-etch solution, 
One quart 38 Nitric Acid, 


One quart water, 


The etcher, wearing a thin rubber 
glove, immerses the plate completely in 
the solution, then rubs the plate with a 
sponge. The solution blankets the acid, 
with the result that the major portion of 
acid action is in the highlights and more 
color is retained with less possibility of 
hard breaks between the highlights and 
middle tones. 

The re-etching solution can also be 
used locally. For this purpose it can be 
mixed half and half with acid if very fast 
action is desired. Many times lower tones 
in a plate run together and this solution 
can be used with a small round bristle 
brush before the first bite is given the 
plate. With a little practice, an etcher 
can accomplish more in a few minutes 
than an artist, retouching on the original 
copy, could do in ten minutes. The mixed 
solution will keep for weeks. 

Local re-etching with this solution, 
after etching, is very practical as the solu- 
tion will not run all over the plate but, 
properly used, will remain on the etching 
in the sections desired. A dauber, simply 
a husky wad of damp cotton, is used to 
pick up the solution after a few seconds 
and then a bristle brush is used to break 
down any overhanging enamel. 

Compressed air-acid guns, developed 
at the Maurice Joyce Engraving Co. in 
Washington, D. C., nine years ago are 
now manufactured and sold by the 
Master Etching Machine Co. The 
original guns were especially made 
by DeVillbis, an adaptation from the 
regular paint spray gun. The present 
ones are very simple, on the suction in- 
jector principle. Used in a tray, with the 
plate slightly under water, they offer a 
quick method of re-etching. The one 
bad feature of this method is the misting 
of the acid spray but this is minimized if 
the plate is held under water. 

In special instances, particularly when 
color work or duplicate work is desired, 
the staging method is used to obtain ab- 
solute accuracy in tonal division. This 's 
slow and tedious and cannot be used on 
the general run of work. 
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Handle Benzine Safely e Reduce Waste Hazards 
JUSTRITE SAFETY CANS e JUSTRITE WASTE CANS 


Approved and Labeled by Underwriters’ Laboratories, Inc. 
Sizes: 1 Pt. to 1 Gal. and 2, 3, 5 Gal. 


JUSTRITE MANUFACTURING COMPANY, 2093 Southport Avenue, Chicago, Illinois 


with 


Sizes: 6, 8, 10, 14, 25 Gal. with foot lever 











AYLMER’S 


Re-etch solution. . . ..$1.25 qt., $4.00 gal. 
Film re-strip solution. . seers ..$1.25 qt., $4.00 gal. 
Sur-Print solution. . .. .§1.25 pt., $7.50 gal. 
Halftone etching resist . ..$4.00 1% Ib., $7.00 Ib. 
Halftone transfer resist. ..$4.00 14 Ib., $7.00 Ib. 
Cold Enamel.. : $3. 50<gal. 
An cand of ei endininiiadles with 
full instructions for $5.00 


B. AYLMER 


Specialties to the Arts 
108 W. LAKE CHICAGO, ILL. 











Get your free copy of this new 
bulletin—"10 Ways to Avoid Offset.” 
Valuable—practical-shows how to save 
money — improve presswork. 


E. | REEEY CO 








GENERAL REPAIR OF LINOTYPE AND INTERTYPE MOLDS 
(ANY KIND, ANY SIZE). PARTS, ETC., SINCE 1912 


Makers of Reid Magazine Racks, Etc. 
WILLIAM REID & CO., 2271 Clybourn Ave., Chicago, Ill. 











D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. 





PHOTO-ENGRAVING AND OFFSET 
PLATE MAKING EQUIPMENT 

A size for every need. More than 1,000 
TASOPE’ plants in use. Automatic 
Camera for quick and easy operation. 
Complete training at no extra cost. 
Reasonable prices and convenient terms. 
Tell us your requirements or write for 
catalog. No obligation, of course. 


Box 111 Aurora, Missouri 


TASOPE’ 
AUTOMATI 


TASOPE’ 








A CLEAN Plant is a PROFITABLE Plant 


Keep your Plant clean with 
BREUER’S BALL BEARING 


TORNADO 


CONVERTIBLE ELECTRIC 


B LOWE R EVERYTHING 


Blows dust and dirt out of 
motors and machinery. Quickly 
convertible into suction cleaner 
for type cases, storage bins, 
floors, walls, etc. Sprays paint 
and insecticide. Hundreds of 
uses. 


BREUER ELECTRIC MFG. CO. 
514 N. if ener Ave. CHICAGO, ILL. 
ae BREUER'S BALL BEARING 


Ha TORNADO 


PORTABLE ELECTRIC BLOWER 






Write for 


information and 


FREE TRIAL OFFER 

















®@ POSITION OPEN FOR 
EXECUTIVE TYPE SALESMAN 


Manufacturer requires the services of someone who can 
sell printers. This person may be selling printers now 
or may be in the printing industry and looking for a 
connection like this. Executive ability, pleasing per- 
sonality and good moral habits are necessary qualifications. 
Job requires travelling from location in midwest. This 
is not a commission job. Send full details stating experi- 
ence, age, and inexpensive photograph if possible. All 
replies will be kept in strict confidence. Our employees 
know about this advertisement. Reply Box No. 210. 


® BOX 210 


Care of Printing Equipment Engineer 
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The Information at your Fingertips! 


DIRECT READING 


Graphic Arts Instruments 


Copymeter 50c Printometer $1 
Paper Quantometer 25c Copyfitttng Type Gage 25c 
Parliamentary Law Automatic Indicator 50c 


DAVID REISZ 


Eloquence in Typography 
P. O. Box 5941 Cleveland, Ohio 


For further Information see the Where-To-Buy Catalog Indezes. 








D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. D.R. 


KLEAN-0-MAT 


PROCESS 
Quick, Efficient, Safe, Machine 


Method of Cleaning Matrices 
in the Magazines. 


Write 
KLEAN-O-MAT CORP. 
60 East 42nd St. New York 





Consult P-Double-E Indexes when in 
need of equipment or supplies manufac- 


turers’ addresses. 
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TECHNICAL 
CITERATURE 


Manufacturers will be glad to send the 
literature described below. Either address the 
company direct or send your request to Printing 
Equipment Engineer. 





Origin and Development of 
Printing Types 


Lanston Monotype Machine Com- 
pany has published in pocket size (53¢ in. 
by 8 in.) booklet form, a reprint of Mono- 
type Art Director Sol Hess’s original talk 
on The Origin and Development of Printing 
Types. Included in the discussion are the 
speaker’s suggestions for classifying type 
faces with illustrative examples. Copies 
may be secured by writing Lanston 
Monotype Machine Company. 


Ink Estimating Chart 


Sigmund Ullman Co., Div. of General 
Printing Ink Corporation, has prepared 
an 11% in. by 14% in. tin-mounted ink 
estimating chart ready for hanging. 
Figures in the chart represent pounds 
and decimal fractions of -:pounds of ink 
required for 100,000 impressions of 100 
sq. in. of solid forms, using the colors 
of ink as specified. By using percentages 
of the figures given, ink quantities may 
be obtained for reverse plates, catalog 
with illustrations, heavy plates and type, 
book work and open display, and for 
very light open forms. Process ink quan- 
tities are also given. A copy may be ob- 
tained by writing Sigmund Ullman Co. 


How To Design Fluorescent 
Lighting 


A manual, How to Design Fluorescent 
Lighting, has been published by Westing- 
house Lamp Division. Correct mountings 
and structural details are given to sug- 
gest spacings of units for maximum 
benefits and efficiency. Room factor, 
room proportions, reflection factors, and 
lighting equipment to be used, fully ex- 
plained. Various levels of illumination 
are tabulated to make selection of num- 
ber of lamps easy. Examples and design 
sketches, general lighting precautions 
and other data are included. Copies of 
the manual may be obtained from the 


Advertising Dept., Westinghouse Lamp 
Division, Bloomfield, N. J. at 7c per 
copy. 

Aniline Press Bulletin 


A three-color folder on the Cottrell- 
Heinrich Multicolor Aniline Printing 
Press has been published by H. H. Hein- 
rich, Inc. Operation of a six-color 
Heinrich machine is described, with 
pictures and diagrams showing web 
travel through the press and inking unit 
arrangement. The new mono-roll inking 
system is illustrated, immersed ir the 
fountain, with a rubber ductor b.ade, 
as is also the conventional two-roll 
system. 


Milestones 


Milestones of Linotype Achievement is 
title of 814 in. by 11 in. booklet issued 
by Mergenthaler Linotype Co. Each 
page with three illustrations covers the 
period 1883 to 1940 showing the develop- 
ments in Linotype design in each year 
in which they occurred. 


100% Placement 


“A 100% placement record has again 
been made for our 1940 graduates,” re- 
cently announced Byron G. Culver, 
Supervisor of the Department of Pub- 
lishing and _ Printing, Rochester 


Athenaeum and Mechanics Instit 
Rochester, New York. This repeats the 
record of 1939 when the first class bi 
graduated from the department ’ 
Rochester. . 
He states that requests from employe 

for graduates exceeded the supply, z 
some Cases as each is recommended “_ 
for positions in which his Personality pe 
training give good assurance of SUCCEsg 
Several graduates at once moved into 
executive positions requiring consider. 
able responsibility. 


Caledonia Bold 


Linotype announces its Caledonia 
Bold, designed by W. A. Dwiggins for 
display purposes and as a companion 
weight to Caledonia. The six display 





THIS is 16-pt. Lino 
type Caledonia Bold, 
a new type designed 
by W. A. Dwiggins, as 











sizes, 16 to 30 point, are ready now, with 
6 to 14 point sizes, in which the new bold 
will be duplexed with Caledonia, in 
process of manufacture. 


GR AVURE BER BOD pesto oy: primi 


newspaper page with Alltone key ink—pH value of paper 


with ink determines result 


article in the September issue of 
Printing Equipment Engineer about the 
chemical printing inks which utilize the 
pH value of both ink and paper to pro- 
duce multi-color printing with two im- 
pressions, will be interested in further 
results obtained by the inventor. The 
patent on the process which was con- 
ceived by Production Manager Albert 
Lengel of the Oakland (Calif.) Tribune, 
was allowed by the U. S. patent Office. 
For the Sunday, October 20 edition of 
the Tribune, Mr. Lengel printed a pic- 
torial page from an Alltone plate, using 
a greenish-black Alltone ink. The general 
effect produced is that the page was 
printed by the gravure process. This ex- 
perimental run was conducted with sev- 


( eee of our readers who read the 


eral ideas in mind. First of these is the 
perfection of the “key” ink., ie., the 
first-down ink to capture the intensifying 
effect brought about by the reactions of 
the pH values of the paper with the ink. 
Another object is to provide an ink which 
can be used commonly in all press foun- 
tains to enhance the quality of monotone 
printing through dual tonal values with- 
out smut, offset or penetration. At the 
same time, it is a primary object to pro- 
vide an ink which will facilitate de-inking 
the paper for newsprint reclamation 
purposes since no carbon black is con- 
tained in the ink. 

Mr. Lengel reports the manufacturing 
cost of the key ink is such at the present 
time that the ink can be produced well 
within economic requirements. 
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The 
ATF-Webendorter 


LITTLE CHIEF 20 


is a real offset press that will enable you to 
handle long or short runs of quality color 
and black and white work profitably. Its 
economical size is just right for the thou- 
sands of small printed jobs business uses 
every day that are unprofitable for larger 
equipment to reproduce. The Little Chief 
20 may be equipped with plate clamp for 
either punched or regular style plates... for 





OFFSET 







standard size metal or thin metal plates in PRESS 

general use. In addition, you get the extra ae 

coverage and printing quality of a real 

offset press... at the same low cost of an SPECIFICATIONS 

ordinary duplicating machine. ” Largest Sheet............ 14x20 in. Feeder Capacity ............ 18 in. 
For Letterpress or Offset... Ask ATF! Smallest Sheet............ 8x10 in. Delivery Capacity.......... 1336 in. 

You should get the complete facts on Offset. Printing Area........... 134sx19 in. Ink Distribution Rollers......... 11 

The simplicity of this modern process with Plate Size....... 15%x20%5x.012 in. Water Distribution Rollers........ 5 

efficient ATF eau; ' a% fit Blanket Size....... 16%x20x.065 in. SHEGOR a orh acawelctesrwiee ee Up to 5000 

gi ies a lain cereale Cut of Plate Cylinder .......010 in. Floor Space............ 41x57% in. 

ably it will fit your letterpress equipment, Cut of Blanket Cylinder .....070 in. Drive Motor Horsepower ........ A 

can be convincingly demonstrated. See it Liahtest Stock vies acxaxe es Onionskin Pump Motor Horsepower........ lg 

Heaviest Stock....... 018 in.—4-ply Net Weight. ........... 0.26. 1700 lbs. 


at your nearest ATF Branch or Dealer. There 


is no obligation except to learn how offset . 
es hls ain een ae Maas. aii Be sure to see this modern Business-getter at your 


more profit from both letterpress and offset. nearest ATF Branch Office or your Dealer TODAY! 









i 
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OFFSET DIVISION * AMERICAN TYPE FOUNDERS, 200 ELMORA AVENUE, ELIZABETH, NEW JERSEY e BRANCHES AND DEALERS IN PRINCIPAL CITIES 





















Type used; Stymie Family 








ESPECIALLY FOR YOU 


PRINTING EQUIPMENT Engineer’s 1941 Where-To-Buy Catalog Numbg 
will be mailed without cost to selected Production and Mechanical Executivg 
and Buyer readers of Printing Equipment Engineer during the latter part 


this month. 


As an executive who is vitally interested in printing equipment and supplieg 
this Catalog has been prepared especially to be of maximum use to you. 

will provide at your fingertips sources of printing equipment and supplig 
for all branches of the Graphic Arts. 


ADVERTISEMENTS—In this Catalog, printing equipment manufaé 
turers and suppliers will tell you about their products in catalog type 4 
advertisements. In most instances, these advertisements have been prepare 
to show manufacturer’s complete lines so that needed information may bf 
obtained easily. : 
INDEXES—In addition, the famous P-Double-E Indexes pertaining f 
printing equipment and supplies of all kinds have been completely revise 
and brought up-to-date. These indexes will be printed on goldenrod colé 
paper for easy reference purposes. 


TECHNICAL SECTION—A section of the Catalog will contain usefi 
technical information of interest to printing plant production and mechani 
executives. This information, too, has been gotten up for ready reference 


WHAT YOU CAN DO—We will be well repaid for our efforts if you 

(1) Keep this Catalog on your desk. 

(2) Refer to it when in need of printing equipment and supplies informatiol 

(3) Fill in and mail to us the postcards (from the perforated postcard page 
when in need of information, literature, prices, or the name of mami 
facturer or supplier for any particular equipment or supply item. 

(4) Tell manufacturer and supplier representatives that you consult till 
Catalog when in need of equipment and supplies information. 
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THE CHANDLER & PRICE Co, 


i | Main Office 
| 6000 Carnegie Ave. 
ie Cleveland, Ohio 



























New York; 480 Lexington Ave. 
Chicago; 608 South Dearborn St. 








HE fact that you find Chandler & Price 
presses and paper cutters in thousands of 
printing plants of all sizes is evidence of 
| the adaptability and profitable production 
C & P equipment provides. 





CYLINDER PRESSES — Built 
inllx1Sand 12x18 
sizes. Handle stocks 
from onion skin to 4. 
Ply cardboard. Com. 
plete accessibility for 
form changes and 
makeready. Produce 
fine halftone, close reg. 
ister and color work. 
Speeds up to 4800 
impressions per hour, 
Write for complete 
descriptive booklet. 








No matter whether your plant is large or small, 
there's a place for one or more Chandler & Price 
presses, because these machines will handle 
a very, very large percentage of your “run 
of hook” work—be it fine halftone and color 
printing or ordinary letterheads and forms. 
| Write for complete details of any Chandler 
i & Price printing machinery in which you 







CHANDLER & PRICE NEW 
” SERIES PRESSES for hand 
feeding are built in 4 
sizes, 8x12, 10x15, 
12x18 and 14x 22, 
Quickly made ready, 
easy to feed, and han. 
dle profitably a large 
share of the work in 
the average job plant, 
Lowin first cost, in cost 
of operation and up- 
keep. Ask for detailed 










may be interested. 


CHANDLER & PRICE AUTOMATIC PAPER 
CUTTERS, built in 39 in., 44 in. 
and 50 in. sizes. Knife pulled, 
not pushed through stock; 
binder friction adjustment ac- 
cessible at side of cutter; back 
gauge lockthat takes upitsown 
wear; and many other exclu- 
sive features of interest to every 
experienced cutter owner and 
operator. Ask for illustrated 
bulletin and specifications. 


THE 341% in. CRAFTSMAN CUTTER. 
For the busy plant of moderate 
size, or to provide extra capac- 
ity at small investment for the 
larger plant. Many features 
similar to larger C&P full- 
automatic cutters—solid frame 
for permanent accuracy; knife 
pulled, not pushed through 
stock; back gauge clamp that 
takes up its own wear, etc. 
Write forcomplete description. 





specifications and price 
on the size to fit the 
work you have to do. 


JHE CRAFTSMAN AUTOMATIC 
UNIT; 10x1Sand 12x18, 
The high efficiency 
automatic job press, 
incorporating Hand- 
wheel Impression Con- 
trol and many other 
features insuring better 
presswork and high 
hourly production, 
with less time lost in 
makeready and press 
adjustments. Write for 
illustrated bulletin 
and specifications. 


THE 14% x 22 CRAFTSMAN 
AUTOMATIC UNIT. Regular, 
Heavy Duty and Super 
Heavy Duty. Capable 
of finest presswork on 



















THE CRAFTSMAN 261% in. LEVER CUTTER, 
the efficient cutter for the smaller 
modern job plant. Nineteen new 
features, including solid one-piece 
side frames, truss-bridge knife bar, 
new type knife-bar linkage, etc., all 
providing more accurate cutting 
plus easier and faster operation. 
Complete description and specifica- 
tions will be furnished on request. 


many jobs usually 
considered unsuited to 
automatic presses. The 
Heavy Duty Units also 
provide automatic feed- 
ing on much die-cutt- 
ing, scoring, creasing, 
stamping, embossing 
and bookcase blanking 
and inking that would 
otherwise require cost- 
ly hand feeding. Spe- 
cifications on request. 
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‘FILL OUT THIS CARD 
‘AND MAIL AT ONCE 


eee eee eee ee eee eee eer eee eee 


WE WANT YOU TO DO US A FAVOR RIGHT NOW : eo er 


Baa 4, What suggestions do you h 
This, the seventh “Where to Buy” edition, is, we believe, the most | 


complete Printing Equipment and Supplies Catalog of its kind ever er 


ee ee | 


" Gistributed to the Printing Industry. We hope you will find it useful 


eeoeeweeoeeere eee eo er eee eee eeeereseee 


during every month of this year. 
In using this book, suggestions may occur to you which may make Name and Title. ........45. veee 


your 1942 Catalog even more valuable than this issue. We will be glad Firm WERE ay 45 re 


to have them at any time. But right now you can help us by answering AdMESS. 60.00 seeeenee ner eneenee 


RAR RRRR SERRE EES eee se oe 8 


the questions on the card at the right and mailing it at once. We will 
appreciate your cooperation. 
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BUSINESS REPLY CARD 


First Class Permit No. 2285, Sec. 510 P. L. & R. Cleveland, Ohio 
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1276 West 3rd St. 1276 West 3rd St. 


PRINTING EQUIPMENT Engineer ===. PRINTING EQUIPMENT Engin 
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eas ls 
2 eee 
: < “as a 5 @ The Business Reply Cards below are for your conver 
: “ 2 ‘ 5 ee securing latest information on printing equipment and 
~ 4 = or) 3 Manufacturers are continually improving their products ay - 
x . F 3 ing out new models. 
tu > 
cast | for - @ If you have a piece of equipment or are using supplies tha 
44 a = No ° giving complete satisfaction, now is the time to investigate 
ls oN 
Zz ed c ” @ The progressive advertisers in this book will gladly coo) 
Si = : giving you the latest information on their products wit] 
ca s = c obligation to you. Use the cards when you have que: 
; fo] F equipment and supplies. 
g ‘ @ When answering any advertisement in this book will yc 
: say you saw the advertisement in Printing EQUIPMENTE.. 
. We'll appreciate your courtesy. 
INFORMATION WANTED : INFORMATION WANTED 
We are interested in the following printing equipment or supplies : We are interested in the following printing equipment 
__ and will appreciate receiving the information requested: > and will appreciate receiving the information requested: 
Product Model Style : Product Model Style 
Check Y” [] Catalog [] Prices [] Manufacturer’s Address ; Check Y ([] Catalog [] Prices [] Manufacture 
I ois sis bce d's Sic cece tmgu ce Gad tie see cued o, Memarks 2... eee eee ene ee enon gna ‘s 
MOON eee eet eee eee eee e ee eebes © Wirm Name ......... 00.0... 2s. eeceveseoes odes senna 
Ne Se cig gk Win anna eo eae bametbcccsseaces o UNeeeee GRO Ditle. .. . 1... 2... eee ete che haeeene en 
EEE eS a ee RENEE Pee arenes Ge oe cea ies ods vimbhes veoh ertekee State...... 
INFORMATION WANTED : INFORMATION WANTED 
We are irterested in the following printing equipment or supplies “ We are interested in the following printing equipmen' 
- and will appreciate receiving the information requested: ° and will appreciate receiving the information requested: 
_ Product Model Style « Product Model Style 
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FORMING MACHINES 


-STA-HI DRY MAT VACUUM 


STA-HI CORPORATION 
1020 CROCKER STREET 
LOS ANGELES, CALIF. 











STA-HI MASTER FORMER 
AUTOMATIC 

















The New Sta-Hi MASTER FORMER, equipped with Automatic 
Vac-Shrink Device, mechanically controls dry-mat shrinkage 
and effects Uniform Casting Levels during shrinking cycle. 
Full Floating Base Heater provides self alignment with vacuum 
chamber, and improved lock-up for better Electric Baking on 
face of dry mat. 


Improved Vacuum Chamber with Automatic Bolster Bars, which 
follow-up endwise shrinkage of dry-mat, maintaining vacuum 
seal which guarantees better “vacuum formed” mats; with 
Vacuum Formed and Electric Baked Bolsters, eliminating trou- 
ble in casting units. 


40% more Electric Baking Heat is provided, than in previous 
Sta-hi Formers, Automatically Controlled to best baking tem- 
peratures and preventing electric heating lag when MASTER 
is working to full capacity. 


The Automatic Electric Timers are marvels of simplicity, no 
clockwork, springs, or rotary moving parts. Used on both 
Vac-Shrink and Final Timers, guaranteed Trustworthy oper- 
ation. 


The above and many other Special Features are EXCLUSIVE 
with the MASTER FORMER, and its use is indicated in either 
large or Small newspapers or commercial shops, where the 
Best Quality Printing is desired. On color mats this machine 
does splendid work on Uniform Shrinkage, so essential for 
register of plates. 


SPECIFICATIONS 


Shipping weight approximately 1150 pounds. Net Weight ap- 
proximately 1000 pounds. Size of base of machine 21 ¥2x35”. 
Height overall (Chamber Open) 55”, (Chamber Closed) 43”. 
Width overall 36”, Length overall 36”. 2 H.P. Ball Bearing 
Motor. Extra Large Capacity Ball Bearing Vacuum Pump. 
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STA-HI AUTOFORMER 
SEMI-AUTOMATIC 

















FACTORY REBUILT STA-HI AUTOFORMERS 


The Sta-hi Autoformer is a semi-automatic machine, with man- 
ually controlled heat for electrically baking both sides of a 
dry-mat. Equipped with spring type base heater, flexed to 
lock-up by closing vacuum chamber. 


Vacuum chamber is fitted with stationary bolster support bars 
adjustable for mat page length, with side gauge for properly 
registering dry-mats on “vacuum forming” plate. This machine 
does a very good job of “vacuum forming” dry mats and 
electrically baking ready for casting units. Much superior re- 
sults are accomplished as compared to our single heat ma- 
chines, where heat is applied only on face side of mat. 


Over 250 of these splendid machines are in daily 
operation and the performance and product has 
been satisfactory to our customers. With the in- 
troduction of The Sta-Hi MASTER FORMER which 
supersedes The Autoformer, because of its superior 
product and automatic operation, many of our cus- 
tomers have turned-in Autoformers in trade, which 
we are prepared to FACTORY REBUILD and market 
at attractive prices. 


SPECIFICATIONS 


Shipping weight approximately 1050 pounds. Net weight ap- 
proximately 900 pounds. Size of base of machine 19%4”x 
262". Height overall (chamber open) 54”, (chamber closed) 
41”. Width overall 38”. Length overall 412”. Motor 1’ H.P. 
Approved Vacuum Pump. 








STA-HI POWER-LIFT 
FORM FILE 


STA-HI CORPORATION 
1020 CROCKER STREET 
LOS ANGELES, CALIF. 


















































Today Hydraulic Power offers a propelling means for many 
mechanical uses, because of its liquid cushion effect and 
reliability of drive; this is why The Sta-Hi POWER-LIFT 
FORM FILE utilizes hydraulic power; it’s the best, surest and 
safest way where type forms are to be handled; no danger 
to operator. 


The entire steel structure of this remarkable POWER-LIFT 
FORM FILE is Electrically Welded for permanence and long 
life; no loose parts after years of use; it’s stronger, too, 


Special Honed Steel Hydraulic Cylinders raise and lower 
the 16 filing positions, ALWAYS to Truck High Position, no 
over-reaching to slide forms at uncomfortable high posi- 
tions, or squatting to slide at unusually low positions—easy, 
comfortable and fast operation. To provide operator with 
Hand Hold on back edge of chase, steel filing shelves are 
fitted with steel rollers which facilitate rolling the form 
forward to sliding out position. 


FILE A FORM A MINUTE—In or Out, it’s the fastest in the 
country. 


The Hydraulic Control Valve is a marvel of ingenious con- 
struction, operating both the motor and Hydraulic Plant, 
by shifting from neutral to either the “up” or “down” direc- 
tion of travel, the steel filing positions move quietly to 
TRUCK HIGH POSITIONS. When the “up” is stopped the 
motor is automatically cut-out, downward travel is by 
gravity—no power required. Economical power consump- 
tion. Travel at top or bottom of filing positions is protected 
by Limit Switches. 


The POWER-LIFT FORM FILE is provided with reserve oil 
supply to operate a Companion unit—The Sta-hi AUXIL- 
IARY FORM FILE, by which 32 steel filing positions are 
available, with One POWER UNIT, when installed adjacent 
to Power Lift Unit. Visualize either 16 or 32 forms filed 
vertically and you have an idea of the tremendous con- 
servation of floor space—relieving costly congestion. 


So flexible are these POWER-LIFT FORM FILES they are 
used for filing daily forms, as a relay between Stereotype 
and Composing Departments, Sunday and Special Edition 
pages, predated Ad forms, in fact any type form may be 
filed, and is available IN A MINUTE by checking the page 
folio numbers on the tab indexes opposite each form. 


SPECIFICATIONS 


One unit (either Power or Auxiliary) accommodates 16 full 
newspaper forms. Shipping weight approximately 1550 
pounds. Size of base 25x40”. Height overall 8’ 412”. 
Filing tray size 2312”x314". Height of top filing tray 
(with carriage in highest position) 39%”. Maximum useful 
load 2600 pounds. Motor 1 H.P. Oil tank 10 gallons ca- 
pacity (sufficient for One Power and One Auxiliary Unit). 
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PREMIER ROTARY 


SHAVING MACHINE 


STA-HI CORPORATION 
1020 CROCKER STREET 
LOS ANGELES, CALIF. 


























BUILT TO LAST A 


LIFETIME 


The real “heart” of PREMIER is its Solid One Piece 
High Speed Steel MIRACLE CUTTER built by PREMIER. 
This Rotary Cutter is carried on “plug centers” rotat- 
ing in special Anti-Friction Bearings — easily and 
quickly changed. Supplementing the Miracle Cutter, 
is its original and effective VACUUM CHIP REMOVER, 
no chips on work or machine—removed from edge of 
cutter, the chips are carried to DETACHABLE CHIP 
CONTAINER. Automatic Stop prevents accidents to 
cutter. Cast Iron Hinged Guard on rear of machine, 
affords easy access to Motor and TEX-ROPE DRIVE. 
Suspended motor eliminates belt adjustments on Main 
Drive. Adjustable pullies for take-up on bed and 
vacuum fan drives. 


SPECIFICATIONS 


Height 48 inches, Width 39 inches, Length 86 inches. 
Shipping Weight 3200 pounds. Net Weight 2725 
pounds. 7% H.P. Motor. 
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PREMIER has demonstrated the soundness of the RO- 
TARY PRINCIPLE of Flat Shaving due to its solid and 
rigid construction, and the machining of all parts to 
extreme accuracy and precision. 


The SPLENDID PERFORMANCE of this Superb Ma- 
chine provides new efficiency, new assurance of un- 
failing reliability. All rotary parts are carried on 
Anti-Friction Bearings. The Broad Stationary and 
Sliding Ways are precision machined and hand fitted 
to accurate surface plates, which effect close adjust- 
ment for accuracy of product and Long Life of Parts. 


The main castings of PREMIER are Aged for months 
before machining. This insures permanence in ma- 
chined alignment of parts. The Bed of PREMIER is 
accurately machined and finished by fine grinding, 
a polished surface. 


Three Bed Speeds are available, controlled by me- 
chanical transmission and levers on each end of 
machine. 


Against a stationary positioned rotary cutter this 
splendidly machined Bed is raised and lowered by 
Broad Inclined Wedges, controlled to position by 
hand wheel and screw, with INDICATING MICRO- 
METER DIAL having .005” graduations, operating in 
conjunction with barrel on hand wheel with .001” 
graduations, making it possible for operator to ob- 
tain INSTANTLY the desired thickness. 




















STA-HI ROUTOMATIC STA-HI CORPORATION 


1020 CROCKER STREET 


CURVED PLATE ROUTER LOS ANGELES, CALIF. 


In a space 27” x 39” The Sta-hi ROUTOMATIC Curved Plate 


Router provides a Patented modern fully enclosed machine 














no more flying chips, no more screened enclosures, no more 


lost metal. 


For the first time the operator can work comfortably without 
dangerous flying metal chips and oil, with perfect visability 
through non-shatter proof glass panel. The ROUTOMATIC 
can be located at convenient access to casting units, saving 
unnecessary handling of plates, no danger of flying chips 


to other production machinery. 


The ROUTOMATIC represents modern engineering; all 
bearings are anti-friction, grease packed and insulated 
against metal chips, effecting long operative periods with- 
out lubricating supervision, easy fast operation. Convenient 
full-page Copy Board located for easy following of router 
copy, just above glass panel. Approved interior electric 
lighting floods plate and router tool. New type Ball Bearing 
Router Head carried on rigid guides, with adjustable gibs 
to take up wear, driven by special steel screw feed, which 
is both hand and power driven for close accurate work and 
fast ‘strip’ routing—power feed controlled by Shifter Lever 


on right end of machine. 


Motor driving router head located outside of Steel Enclos- 


ure, accessible for supervision and free of metal chips. 











Easy change of driving belt through hinged guard over mo- 





tor driving pulley. Auxiliary motor driving feed screw lo- 


cated in ventilated chip free compartment. 





Accessibility to plate cylinder is made easy by folding the 
hinged shatter-proof glass panel and copy board over the top 
of steel tank as illustrated at right. Also a small steel gate is 
provided to further facilitate placing plate on cylinder. When 


these openings are closed, The ROUTOMATIC IS ABSOLUTELY 
“Chip Proof.” 


SPECIFICATIONS 


Size of base 27” x 39”. Overall Width 48”. Overall! depth 34”. 
Height floor to top of copy board 6’-3”. Shipping weight 
1500 pounds, net weight 1300 pounds. Main driving motor 1 











H.P. Vertical, Auxiliary motor 1% H.P. 
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@ LITHOGRAPHER’S MANUAL — Compiled — ‘ 
by Walter E. Soderstrom. Second revised edition. Where To Buy Printing Equipment 
Technical information from copy to finished : 
ite job. Nationally known technical men con- and Supplies Catalog Number 


tributed the bulk of practical camera, plate- 
making and presswork information. Size 8! in. 
by 1134 in. Bound in red cloth, gold stamped. 
Many of the 368 pages are illustrated. Price $5 
per copy, cash with order. 


ne, 


re 
© PRINTING INKS— Their Chemistry and 


ut Technology — By Carleton Ellis. Bound in cloth, 
: 6 in. by 914 in., 560 pages, well illustrated. For 
ity printing executives, pressmen, photo-engravers, 
IC platemakers, ink manufacturers, chemists, 
paper-makers. Author stays close to printing 
plant. The solving of new production problems 


n . 
9 brought about by technological improvements, 
ps both in equipment and inks, created the urgent 


need for this book. Price $7, cash with order. . 
@ MANUAL OF STEREOTYPING—By Joseph 
Goggin. This 256-page book conveys latest 
aI technical information and manipulating pro- a 
d cedure. Written by a practical stereotyper. Price 


$5.00, cash with order. 





h- @ SIXTH PRODUCTION YEAR BOOK — 
World of technical and production information # 
nt in compact form covering art and photography, 
platemaking, engraving and electrotyping, book- 
od making and binding, paper and ink, printing 
ic processes, production data and typography. The 
present (1940) edition consists of 612 pages, of 
ig which four out of five are illustrated. Size 834 
in. by 1114 in. Price $5 per copy cash with order. 
” @ PHOTOGRAVURE — By H. Mills Cartwright. Published December 1940 
h Covers all of photogravure’s basic principles in 
concise and readable language. Rotogravure 
d receives minor discussion but this is generally 
considered best textbook on photogravure proc- = 
r ess. Contains 202 pages, 34 illustrations, maroon 
cloth, size 614 in. by 9% in., $3.50 per copy, 
cash with order. 
© TIPS ON PRESSWORK — By G. C. Cooper. IN THIS ISSUE: 
. This pocket size book measures 314 in. by 514 
* in. and contains 111 printed pages, heavy paper 
cover. Covers standard practices on cylinder Advertisers’ Alphabetical Index RAEI oor... 6 
)= and platen presses. Price $1.50, cash with order. 
= ® ETCH PROOFS — By J. H. Bartz. Booklet, = 
seletiid: tas tie el ideals on aeceiaiadieds Advertisers’ Departmental Index................... 7 


Tells reasons for and how to take reproduction 
proofs. Price $2.00, cash with order. 


* HANDBOOK FOR PRESSMEN — By Fred 
W. Hoch. Book written by authority on all 
phases of flat-bed letterpress production for the Printing Equipment and Supplies Index............. 105 


practical pressman. Contains 248 pages, 26 
illustrations and 24 charts. $3 per copy, cash 


with order. re 147 


* THE PRACTICE OF PRESSWORK — By 


Standards for Illumination.................... 102-103 


Craig R. Spicher. We offer copies to our readers 9 @ ane 3 
st Hedge wien 0h Gittins ae ects ait Manufacturers’, Suppliers’ and Dealers’ Index ....... 160 
order. No printer should be without a copy 
(9000 copies printed). ici : ; 
ee eee ee ee 169 


® Send All Orders With Remittance to 


p g ' n T | n G Plastic Binding U.S. Patent No. 1970285, License No. 9, The Brooks Co., Cleveland, O 
Mailed under provisions of Section 57414, P. L. and R. 


EQUIPMENT 





PRINTING EQUIPMENT Engineer, a monthly publication, Vol. 61; No. 4. Published at 1276 West Third St., Cleveland, Ohio. 


€ ® Don Will, Publisher, MacD. Sinclair, Editor. Adam Henri Reiser, Associate Editor. Eastern Representative: Russ Birchfield, 509 
nl g i n e e r Fifth Ave., New York, N. Y.; phone VAnderbilt 6-0890. Western Representative: E. P. Bloomster, 232 East Erie St., Chicago; 

phone SUperior 2444. Copyright 1940 by The Willsea Pub. Co. Subscription price per year, $3.50 in advance in U.S.A Single 
1276 Ww. Third Street copy current issues, 35c. Feature Issues $1.00. December Reference Issue, $1.00. Subscriptions in foreign countries, $4.50 in 


advance, U.S. currency. Printed in U.S. A. 
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UH 
Specify 


PRESS DRIVES and CONTROLS 


FOR ALTERNATING OR DIRECT CURRENT 





REELS (Quick Acting Chucks and Margin Control) 
For Any Size Paper Roll 


WEB TENSIONS °° °avrn Press Unig 
For Automatic Control of Paper Tension 


HIGH SPEED PASTERS 


(DO NOT CHANGE TENSION VALUE—LOW FIRST COST) 
For Continuous High Speed Operation 


Safe Simple Reliable 


PLANTS WITH RECORD OF HIGHEST SPEED AND LARGEST 
EDITIONS USE CLINE EQUIPMENT 


The Cline System Includes... 


Unit Press Drive and Control Cline Reels & Automatic Electric Tension 
Double Motor Drive and Control Cline High Speed Pasters 

Magazine Type Single Motor Control Paper Roll Conveyors 

Special Color Press Control Plate Conveyors and Droppers 

Stereotype Motor Equipment : Typesetting Machine Drives 


CLINE ELECTRIC MFG. CO. 


Main Office: 211 W. Wacker Drive, Chicago, IIl. 


Eastern Office: 


220 East 
42nd Street 


NEW YORK CITY 


Western Office: 


Crocker First Nat’l 
Bank Bldg. 


SAN FRANCISCO, CAL. 
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ELECTRICAL EQUIPMENT 
for 

All Types of 

PRESSES 























CLINE-WESTINGHOUSE Offers the STANDARD of Electrical Equip- 
ment 244 SPECIALIZED SERVICE TO THE PRINTING TRADE 


@ LEADING printers specify CLINE motor and control equipment. 
We furnish equipment to operate any make of machine used by the 
Printing and Allied trades, from the smallest stitcher to the largest 
newspaper press. To insure getting high grade standard motor and 
control equipment, specify ““Cline-Westinghouse”’ in your machine 
contracts. 


In ordering CLINE equipment you receive Motors, Controllers and 
Push Button Stations all made and tested by one Company, thus 
placing the printer in position to standardize his motor and control 
equipment. This will simplify the care and maintenance and assure 
the most efficient and reliable operation at low cost. 


Safety is the noteworthy feature of CLINE equipment. You operators 
are absolutely protected from electrical accidents that in poorly de- 
signed apparatus might mean the loss of life or serious injury. Safety 
features are incorporated in the construction of all of our apparatus. 


CLINE ELECTRIC MFG. CO. 


Main Office: 211 W. Wacker Drive, Chicago, III. 





Eastern Office: 


220 East 
42nd Street 


NEW YORK CITY 


Western Office: 


Crocker First Nat’l 
Bank Bldg. 


SAN FRANCISCO, CAL. 





cine () WESTINGHOUSE ™ 
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SANDBLOM STEEL CHASE Co. 


ESTABLISHED 1893 @® TELEPHONE WABASH 1392 


429 So. Clinton Street CHICAGO 








About 
SANDBLOM STEEL CHASES 







@ Specializing in this one product since 1893 and 
today the only concern in the country manu- 
facturing STEEL CHASES EXCLUSIVELY must 
substantiate our claim, PERFECTION CAN 



























ONLY COME WITH EXPERIENCE. e 

s( 
e The immense popularity of SANDBLOM T 
STEEL CHASES is due to their strength, accuracy 0 


and the fact that there is no limit to the life of 
their usefulness. ia aaeaaiiciiee 











ago are still in daily use proves beyond a doubt 
that sound mechanical principles must be em- 
ployed in the manufacture of SANDBLOM 
CHASES. 


} 
e@ The fact that chases made almost forty years : 





@ We manufacture but one grade of chases, be 
it the little 8 x 12 Gordon chase or the large 52 x 74 
book chase, the steel is the same and either 
carries our LIFE-TIME GUARANTEE. 











a 








e ALL SANDBLOM CHASES are made up of 
special analysis steel, drawn especially for us and 
the fact that the largest Printing Establishments 
in the country are equipped with our chases 
prove their merit is not over-looked. 


PUBLICATION CHASE 




























@ The TRADE MARK shown here is a mark of 
superiority and none but SANDBLOM CHASES 


carry this identity. 






























































TH 








VERTICAL CHASE M. V. 3 BOOK CHASE 








1941 PRINTING EQUIPMENT Engineer Catalog Number 
























MEWS: PRINTING PERFORMANCE ec e MINUS POINTS : 
SORA AEE OG lo 
NG FACTORS CLL SIS VI SIE ) : 















LA 
66 POINT TEXT 





i Ma he 





Dp MASSES 











IN PRINT ANG-QUALITY 








ALFTONES 











RININ 





Socannainenienies anon pn <n ammo 





cURPRINTED TYPE 
BEN DAY PATTERNS 















































WALT LATA COST 














OW your newspaper can have a more pleasing 

personality—a fresh, new READABILITY that 
wins instant public favor. Thanks to Morrill’s lead- 
ership in newsprinting research, your paper can 
score a new high in eye appeal overnight. 


There is no longer any reason for fuzzy or washed- 
out impressions—for smudgy halftones caused by 


MORRILL 


BLACK NEWS INKS 
| {High Speed Presses 









H 


papers cash 
profitable cir 


EAD the world in volume because 
they lead in performance! The rich- 
et, deeper, true-black pigment makes 
ita joy for readers’ eyes. Famous for 
free-flowing and uniform coverage 
of solid areas..clean, decisive type 
edges .. crisp sparkling halftones . . 
quick-setting with absolute minimum 


of offset. 


THE WORLD'S LARGE 







paper Color 
for brilliant 






TROUBLE- 


b; MAKER 











MORRILL 







ERE are the superfine inks 
that help outstanding news- 


ing increases. Made by the world’s 
largest inkmaker, Morrill News- 


clear reproduction, fast setting and 


~~ 








ink failure. Improved READABILITY has resulted 
through Morrill’s 100 years of experience in the 
manufacture of newspaper inks. 



















There is a Morrill ink for every press ... every 
speed ... every need. If you want to put a more 
attractively printed paper on the street —and 
FASTER—use Morrill news ink. 


MORRILL 


BLACK NEWS INKS 
for Flathed Presses 





Barapa of shop tests prove 
Morrill News Black rates first 
and finest for clear type areas and 
lively halftones—free from offset or 
tape marks. These virtually trouble- 
proof inks are made especially for 
Flatbed Duplex, Goss-Comet, Cox- 
o-Type and similar presses. One trial 
will show you how they will step up 
your production without extra cost. 


in on color to win 
culation and advertis- 


Inks are unmatched 
tone strength, sharp, 


FREE performance. 
























































GEO. H. MORRILL CO. 


DIVISION 
GENERAL PRINTING 

INK CO 
100 SIXTH AVENUE ¢ NEW pi a 
NORWOOD, MASS. a di 


NOR A TACONY, PHILA. 
AGO, ILL. SAN FRANCISCO. an 







BRANCHES 
Kep 
CHICAGO + ‘st Lognr PHILADELPHIA * DETROIT 








LOS ANGELES APOLIS © FT. WORTH 


SAN FRANCISCO « SEATTLE 














a 


$$$ rg 


THE DOUTHITT CORPORATION 


656 WEST BALTIMORE AVENUE e DETROIT, MICHIGAN 


Complete Plate Making Equipment for Offset Lithography, 
Photo Engraving, Rotogravure and Kindred Arts. 


Overhead Precision Darkroom Cam- 
era. All metal construction. Scale 
focusing. For plates or film. 


Diaphragm Control System. Correctly 
registers all optical factors in nega- 
tive making for correct and uniform 
negatives. 





Temperature Controlled Developing 
Sink. With cooler and heater. Correct 
temperature at all times. 


Vacuum Printing Frame. All metal, 
neat, compact, operates with finger 
tips, vacuum reserve tank and vacu- 
um cut-out switch. 


Plate Whirler. With forced dry filtered 
air for quick drying. For lithogra- 
phers and engravers. More even coat- 
ing, quicker drying. 











Lithographers Vacuum Printer. All- 
metal. Central rotor for using either 
blanket or glass down. No clamps, 
easy to operate. 


Vacuum Contact Printer for Making 
Positives. With dial seconds timer, 
high low light control. Even illumi- 
nation. 





® We are designers and manufacturers of the most 
modern and up-to-date plate making equipment. 
Specializing in quality equipment at moderate 
prices. 


® Let us quote you on any small unit or complete 
plant. Send for our latest catalogue. 
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THE CHALLENGE MACHINERY CO. 


Main Office and Factory: 
GRAND HAVEN, MICHIGAN 





CHALLENGE PAPER DRILLS 


A size and style for every requirement. Seven 
models—Hand-Power Style M . . . Foot-Power Styles 
MF and E.... Electro-Hydraulic Styles EH, EKH, 
GH. Production ranges from 200,000 to 600,000 
holes per hour, depending on the kind of work and 
model used. All models are available with slotting 
and cornering facilities and have the Challenge 
Automatic Trip Gage, which allows the operator to 
keep both hands on the stock until all holes are 
drilled. A Fully Automatic Gage, electrically oper- 
ated, is available at extra cost. Challenge Paper 
Drills are fast and accurate in operation—engi- 
neered to do their work efficiently, easily, and 
economically. Write for special catalog that illus- 
trates and describes the complete line of Challenge 
Paper Drills; also ask for specific information and 
prices on the model that fits your particular require- 
ments. No obligation. 





FULL LINE—PRINTING MACHINERY 


AND EQUIPMENT —Lee Presses... 
Challenge Proof Presses ... Hi-Speed 
Quoins and Keys...Challenge Galleys 
and Cabinets... Challenge Iron Furniture 
...Challenge Plate-Mounting Equipment 
... Challenge Semi-Steel Imposing Sur- 
faces... Challenge Routers and Type-High 
Units .. . Challenge-Sieber Punches, etc. 


















Write for specific data and prices on any item in the 
Challenge line of standard or special printing 
machinery and equipment. 392 















Eastern Sales Office: 
50 Church Street, NEW YORK 





DIAMOND POWER PAPER CUTTERS 


Made in three sizes: 30%, 34%, and 36%-inch. De- 
signed to permit the operator to work in an easy, 
natural position, protected from injury by built-in 
safety devices. Has approved safety double-motion 
starting lever, double equalizing brake, safety paper 
guard, steel duplex measuring tape in both “42 and 
14¢-inch fractions, exclusive “easily-squared” back- 
gage, convenient back-gage wheel and locking lever, 
positive back-gage lock, extra heavy three-bearing 
main shaft, and a host of other features. The Chal- 
lenge Fluorescent Light and Tape Magnifier is an 
extra accessory. Write for special catalog that gives 
full details on Challenge power and lever cutters. 


Challenge LEVER PAPER CUTTERS 


Made in two sizes: 2612 and 30%inch. Easy 
operation is assured by the scientifically 
curved lever which gives the operator maxi- | 
mum leverage. Accidental descent of knife 
is prevented 
by a safety 
device that 
locks knife 
bar. Strong 
solid center 
support pre- 
vents sag be- 
low cutting 
line. Chal- 
lenge Lever 
Paper Cut- 
ters are also 
made in Pony 
sizes: 16%and 
19-inch. 
Write today 
for full data 
and prices. 
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Wood Newspaper Machinery 
Corporation 


Plainfield, New Jersey @ New York Office: 501 Fifth Avenue 


Manufacturers of newspaper printing presses, full-speed pasters, 
stereotyping machinery, and other newspaper equipment. 


The Wood Steel Press 


Through the introduction of all-steel press con- 
struction, this Company led the way in radical im- 
provements in presswork quality as well as press 
speed and durability. The Wood idea is that a 
newspaper press should be a permanent invest- 
ment... that any need for enlargement of capacity 
should be satisfied through additions of printing 
units and folders, rather than replacements. It is 
believed that twenty-five years of metropolitan 
newspaper printing can be obtained from a Wood 
Steel Press without need of overhauling gears and 
bearings, and the performance to date of Wood 
Steel Presses, over periods of many years, proves 
the remarkable durability of these machines. After 
thirteen years of high-speed operation of Wood 
Presses, a well-known newspaper executive wrote: 

“Today these presses are producing about 
52,000 copies per hour and are running like a watch. 
Everything connected with them apparently is as 
good as the day the presses started 


roll changes, it greatly increases press production 
and promotes better presswork and better register, 
The latter improvements result from running at a 
uniform speed, with uniform inking, impression, 
and folding. 


Other features worth noting are as follows: 


1. With Autopasters, you can start printing 
later and finish earlier. 

2. Newsprint waste is reduced by approxi- 
mately fifty per cent. 

3. Dependable operation. The average ac- 
curacy of the Autopaster, in continuous records 
including over 100,000 splices, is well over 98 per 
cent. Periods of 100% performance are by no 
means rare. 

4. No additional space required . . . no addi- 
tional operating costs. Autopasters can be attached 
to existing or new reels of any make. 

5. Successful experience. At the time of this 

writing (November, 1940), there are 





to operate in our plant.” 

A similar letter from another 
Wood Press user, received recently, 
states: ““The twenty-eight Wood 
units have operated with great 
satisfaction to our entire organiza- 
tion. They have met every re- 
quirement. We have had no repair 





more than 450 Wood Autopasters 
in service or on order. 


Automatic Autoplate 


The Automatic Autoplate pro- 
duces newspaper printing plates of 
superior quality — plates which are 
lighter in weight yet stronger than 
ordinary printing plates — at a 





expense on any of our presses in 





seven and one-half years.” 

The price paid to a manufacturer 
for a newspaper press is only part 
of the entire cost, which includes 
other equipment and installations 
in an existing or perhaps a new 
building. Therefore, there is no real 
economy in cheapening the manu- 
facture of a newspaper press and 











fixed speed of four casts per minute. 
It has twice the speed of a Junior 
Autoplate, yet occupies no more 
space than that machine. 

Because of its fixed speed, it is 
possible to schedule accurately the 
number of plates which can be pro- 
duced with an Automatic Autoplate 
in a given length of time. Its use 








shortens the time required to start 





thereby shortening its useful life. 
Wood standards of newspaper press 
construction are high and will not 
be lowered. 


Full-Speed Autopaster 


The Autopaster automatically 
splices and replenishes the paper 
rolls of web printing presses while 
they are running at full speed. By 
eliminating slow-downs for paper 








a battery of presses. 

The Automatic Autoplate is easy 
to operate, requiring no attention 
other than the insertion and re- 
moval of mats and the removal of 
plates and tails. It insures a maxi- 
mum number of casts per mat — a 
practically unlimited number from 
a good mat — because of the briefer 
contacts between mat and metal. 
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Finally, use of the Automatic Autoplate puts a 
newspaper on the street earlier, with later news, 
because of the savings of time effected in both 
foundry and pressroom. 


Pony Autoplate Machine 


This machine is made in two models — the 
Standard Pony Autoplate, used in newspaper 
pressrooms throughout the world, and the Heavy- 
Duty Pony Autoplate, designed for plants which 
require large numbers of plates, or where the rapid 
closing of forms allows very little time between casts. 


The following equipment is included with the 
Heavy-Duty Pony Autoplate: Vacuum back in the 
casting box; vacuum pump, pump motor, and 
electrical control; water-cooled shaving arch; 
segment ring and tail sheets for double-page plates, 
and extra tail sheets; and, of course, full electrical 
equipment necessary for operation. 


As compared with hand-box equipment, here 
are some of the advantages of the Pony Autoplate: 


Less floor space. The Pony occupies less than half 
the space required for hand-box equipment. 


Less metal. Plates made by the Pony Autoplate 
are approximately five pounds lighter than plates 
made with hand-box equipment —a saving of 
about 10 per cent. 


Less recasting of defective plates. 


Wood Newspaper Machinery Corporation 





Vacuum Casting Equipment 


Vacuum equipment is one of the most im- 
portant developments in newspaper stereotyping 
in recent years. Outstanding features of Autoplate 
Vacuum Equipment are as follows: 

Prevents mat creep. This is especially important 
in the making of color plates, and where narrow 
margins are used. 

Prevents hot spots in the face of the plate. This 
means longer mat life and a better face. 


Prevents light spots due to buckles in the mat. 
Particularly important where considerable shrink- 
age is employed. 

Promotes cleaner printing of type and pictures and 
blacker solids . . . because of the way entrapped air 
is drawn through the mat. 


Permits use of harder cylinder packings. Better 
printing, with less ink. 


Heavy-Duty Autoshaver 


As its name implies, the Wood Heavy-Duty 
Autoshaver is built for the mass production of 
stereotype plates required by modern metropolitan 
newspapers. Because of its extra-heavy construction 
(it weighs over a ton more than the Standard 
Autoshaver), the Heavy-Duty Autoshaver will 
stand up under the most severe service. It is stream- 
lined as to productiveness as well as appearance. 


Two shaving knives are used in 





In the Pony Autoplate, plates are 
not subject to handling strains and 
therefore come off uniform and 
true, whereas plates lifted by hand 
from a casting box to a finishing 
machine while still hot are likely 
to become distorted. 








the Heavy-Duty Autoshaver. Both 
roughing and finishing cuts are em- 
ployed in shaving each plate. An- 
other feature is that plates can be 
shaved the second time without re- 
moval from the arch —a very ad- 
vantageous procedure on open-ad 








Less operating expense. The Pony Standard 
requires no compressed air, hence 


Pony Autoplate 


plates. 
The Heavy-Duty Autoshaver has 





no electric power is used for driving 
a compressor unit and there is no 
maintenance of compressor equip- 
ment. The Pony Autoplate motor 
operates only when the plate is 
being shaved. It does not run con- 
tinuously; in fact, it cannot be 








the same over-all dimensions as 
the Standard Autoshaver, and can 
be installed in the same location, 
with no rearrangement of stereotype 
room equipment. 


Pre-Registering Equipment 








started unless the plate is locked in 
the shaving arch. 


Heavy-Duty Pony Autoplate 


The purpose of this equipment is 
to provide the pressroom with pre- 





Extra agate lines. In many cases 
the Pony Autoplate can be designed 
to provide an increased page length 
of two and sometimes even four 
agate lines — from sixteen to thirty- 
two additional lines available per 








registered printing plates, so that 
color plate register can be obtained 
with mechanical speed and accu- 
racy. The two units which comprise 
this equipment have been in service 
for some time in the plant of the 








page. 


New York Journal and American. 


Heavy-Duty Autoshaver 
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, tod CERTIFIED DRY MAT CORPORATION 


9 ROCKEFELLER PLAZA—DEPT. M, NEW YORK, N.Y, 





For Dependable Stereotyping 
CERTIFIED MATS 


@ A pioneer American dry mat product, the Certified line is manufactured under 
close laboratory check and improved through continual research . . . Certified merits 
are distinctive — Certified users loyal in their recognition of the uniformity and 


high quality of results. 


CERTIFIED NEWSPAPER MATS are acclaimed for their deep, sensi- 
tive molding at moderate pressures, for rapid scorching and for casts 
that reproduce every detail of the original. Excellence of first casts saves 
time often consumed in ‘‘throwing back.’’ Accurate mill conditioning 
promotes controlled shrinkage. A valued reliance throughout every 
section of the continent, in small plants, medium and large. 


CERTIFIED SYNDICATE MATS are without rival in long continued 
and widespread acceptance in the flat casting field. Easy molding con- 
serves type, engraving and equipment. Casting quality meets the test 
of the country casting box, as well as the most modernly equipped plant. 
Uniform, trouble-free service wins praise and reliance from syndicates 
and commercial stereotypers. 


CERTIFIED BLUE RIBBON MATS offer the maximum of casting and 
printing quality obtainable in newspaper practice. All the well-known 
merits of Certified Syndicate Mats are carried a little further in ‘‘Blue 
Ribbons.”’ If your campaign calls for maximum faithfulness in repro- 
duction and a moderate premium in cost is no obstacle, Blue Ribbon 


Mats are the answer. 


CERTIFIED SILVERTONE MATS adapt stereo methods to the finest 
book, magazine, catalog and commercial printing. Fine screen halftone 
illustration rendered with a perfection that bears comparison with 
original plates. Especially valued for accurate color register. 





FOR DEPENDABLE STEREOTYPING, RELY ON CERTIFIED MATS, MADE IN THE U. S.A. 
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KLEAN-O-MAT CORPORATION @ _— 60 East 42nd Street, New York City, U. S. A. 





The Klean-O-Mat Process is a machine method for cleaning magazine 
and matrices together, the matrices remaining within the magazine. 
Total time of operation—40 minutes. 


The Klean-O-Mat Process is a combination 
of the machine and cleaners used and as such 
has been tested and approved by leading 


der authorities. 


rits 
ind 


Klean-O-Mat machines are made in three 
models, as pictured. Klean-O-Mat Com- 
pounds are No. 1, pre-cleaner, and No. 2, 
finishing cleaner, and are put up in a properly 
proportioned two-can Unit, one unit being 
used for each cleaning operation. 


SPECIFICATIONS — ALL MODELS 


TANK: Aluminum. Rubber gum gasket. Accommo- 
dates all types of magazines. Cover reversible, permit- 
ting cleaning of cam assemblies, escapement verge 
blocks and channel entrances. 





DRYER: Cast Aluminum. Adjusted to magazine. Air, 
forced over heating element by universal motor fan 
unit and through magazine, dries font in 15 minutes. 


MODEL K: 144 H.P. — 110 A.C. — 60-cycle, standard. 
Double connecting rod drive. Stout cast iron frame, 
mounted on casters. All housings of cast aluminum. 
Motor and drying unit controlled from single switch 
box. Dryer mounted on tubular shaft controlled by 
counter-balances, simplifying adjustment of dryer to 
magazine or to Parts Drying Cabinet. 


MODEL M: 4 H.P. — 110 A.C. — 60-cycle, standard. 
Single connecting rod drive. Switch located on left of 
machine controls motor and has outlet for dryer. 
Dryer on this model unaffixed to machine. Magazine 
can be dried in any convenient location. 


MODEL H: Hand-operated. Tank mounted on to cast 
iron rockers for simulating tank action of motor- 
driven models. Dryer same as that of Model M. 


EXTRA EQUIPMENT — ALL MODELS 


ADAPTOR, for securing parts during cleaning, and 
PARTS DRYING CABINET, for drying same. 





= Model H — For Small Plants 





A. WE WILL GLADLY FURNISH ADDITIONAL INFORMATION UPON REQUEST 
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THE M. L. ABRAMS COMPANY 
“Your Supply House” 


1639 SUPERIOR AVENUE CLEVELAND, OHIO 
Telephone CHerry 1310 


Representatives g= 





Detroit Pittsburgh Columbus Toledo 
HARRY E. HAWKINS A.S.MacDOUGALL VERNON VANSCOY HARRY G. HOOSE 
7310 Woodward Ave. 2722 Perrysville Ave. 241 N. Third St. 136 N. Erie St. 
Trinity 2-2526 Fairfax 4354 Main 4559 Main 5332 











New, Remanufactured and Used Machinery and Supplies 
for the Printing, Lithograph, Bookbinding and 


Paper Box Manufacturing Industries 


Iucluding 
PRESSES Folding Machines 


Automatic Presses Linotypes 


Cutting & Creasing Presses Paper Drills 


Cylinder Presses Perforators 
Job Presses Proof Presses 
Offset Presses Punching Machines 
Saws 
Cabinets Stereotype Equipment 
Composing Machinery Stitchers 
Cutters Type 


Complete Plants Bought, Seld, Liquidated 


SALES AGENTS for LEADING MANUFACTURERS of PRINTING EQUIPMENT 




















18 1941 PRINTING EQUIPMENT Engineer Catalog Number 






























































THE FOUNDATION FOR GOOD PRINTING 


Coated Paper 


Hingefold Enamel 

Satin Proof Enamel 

Satin Refold Enamel 
Hamilton Enamei 

Falcon Enamel 

Namelo Coated 

Colorkote Enamel 
Kromekote 

Wedgwood Coated Offset 
All Purpose Litho 


Dull Coated Paper 


Dullofold Coated 


Coated Cover 


Hingefold Coated Cover 
Satin Refold Coated Cover 
Kromekote Cover 


Uncoated Paper 


Garamond English Finish 
Garamond Super 

Garamond Text (Wove and Laid) 
Lexicon English Finish 

Lexicon Super 

Lexicon Antique 

Format English Finish 

Format Super 

Canton English Finish 

Canton Super 

Wedgwood Offset (Reg. & Fancy Fin.) 
Celopaque Catalog 


Envelope Paper 


Radiant White Envelope 
Chamfico Colored Envelope 
Skyland Colored Manila Envelope 
Ciscraft (C1S) 

No. 1 Manila Envelope 

Canton Manila Envelope 
Foldur (White Kraft) Envelope 
Ne’er Tear Envelope 

Nitteee ite Gutaas teh 7 Coley 
Canton Kraft Envelope 

Ger vaas tril elsacelel-m hehts Col el- 


Bond, Mimeograph 


Ariel Bond 

(OF Telcolems slorere! 
Scriptic Mimeograph 
Trucopy Mimeograph 





Not only Enamels, but 


All these are 
CHAMPION 


* 


So successful is Champion as a 
maker of quality coated papers 
that some buyers fail to realize 
that enamel is only one of many 
Papers by Champion. 


This Company today produces 
a wide assortment of standard 
grades, as well as a large volume 
of technically developed papers 
for many special purposes. 


There are Champion papers suit- 
ed to the needs of every customer. 
These many grades offer extra val- 
ues which please advertiser, agen- 
cy, and printer alike, and bring 
extra profit to Champion users. 


* 


Coated Board 


Miami Coated Blanks 

Miami Coated Carsign Blanks 
Miami Coated Tough Check 
Britefold Coated Translucent 
Namelo Blanks 


Coated Postcard 


Ariel Enamel Postcard 
Or teiborse 40m okicertae| 

FU Caoyes ok icer tae! 
Kromekote Postcard 


Uncoated Board 


Hy-Plane Blanks 

Hy-Plane Uncoated Railroad 
Double White Signboard 
Poster Blanks 

N.B. Blanks 

i Tohastelcola me nelel > ae statice) 
Ticket Bristol 


Uncoated Postcard 


Cream Government Postcard 
be Ptesthicole ms melice tae! 
(OE Vol cole ol icer tae slakice)| 


Tag Board 
Tuf Tear Tag 
“C”’ Document 
xie Document 
Franklin Document 


Pressboard 


Champion Pressboard 
Feoticteteyem sasyi olor tae! 


Cover 


Cordwain Embossed Cover 


Specials 


Tablet Papers 

Drawing Papers 

oivicd-tam Or Vacoleit. au OS lelttiom Golietisl sta 
Milk Bottle Stock 

Cup Stock 

Red Patch Stock 

File Folder 

Naseem siortae! 

slecaaem slortae| 





THE CHAMPION PAPER AND FIBRE CO., Nam//ton, Chio 





MILLS AT HAMILTON, OHIO... CANTON, N. C.... HOUSTON, TEXAS 
Manufacturers of Advertisers’ and Publishers’ Coated and Uncoated Papers, Cardboards, Bonds, Envelope and Tablet Writing ... Over 1,500,000 Pounds a Day 


DISTRICT SALES OFFICES 


NEW YORK - CHICAGO - PHILADELPHIA - CLEVELAND - BOSTON . ST. LOUIS - CINCINNATI - ATLANTA 
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THE EDES MANUFACTURING COMPANY 


Founded in 1850 


PLYMOUTH, MASS., U.S.A. 


EDES 


THE STANDARD NEVER EQUALED 


HAS THE MOST 
ACCURATE GAUGE 
PHOTO-ENGRAVING METAL 
AVAILABLE IN AMERICA 


EDES ROTO-GRIP* FINISH 


A new standard of surface precision. A new finish that has eliminated grooves and those annoying 
ridges and is consistently flatter than any extra-cost buffed surface available heretofore — a ready- 
to-use surface — oil free — with a perfect ‘‘tooth”’ that grips the enamel quickly and firmly — a gauge 
that varies less than five ten-thousandths of an inch over the whole plate, and is so guaranteed. 
(Former variation two one-thousandths of an inch or over.) Roto-Grip produces results never before 
equaled — plus a saving in make-ready expense that every printer will quickly appreciate. Roto-Grip 
finish carries no premium. It is identified by the distinctive rotary pattern appearance. Roto-Grip 
finish now available on Edes Regular Zinc, Hard Matrix Zinc and Triplemetal. 






EDES REGULAR ZINC 






Smeltered in the world’s largest photo-engraving zinc furnace, electrically controlled and scien- ‘Ve. 

tifically processed through every stage to assure both superfine quality and absolute uniformity. 4EDES- 

Edes Regular is America’s most popular engraving zinc. Fast, clean etching. ROTO-GRIP FINISH 
EDES HARD MATRIX ZINC <> | 


Developed for matrix work and long runs. Has all the good characteristics of EDES Regular Zinc, 
plus a hard, tough quality which stands up under repeated matting. 


EDES GRAVURE COPPER 


Edes is the only manufacturer in the United States with equipment to supply copper for large sheet- 
fed gravure presses with the flatness necessary for the intaglio process. 


EDES SUPERIOR BRAND COPPER 
Recently improved to a new high standard. Correct hardness — easy routing — flawless finish — 
smooth etching — these are the features of Edes photo-engraving copper which has gained its 
preference in engraving shops everywhere. 


EDES TRIPLEMETAL 


Triplemetal —the greatest development in photo-engraving metals in fifty years. It holds fine 
detail up to 150 screen half-tone. It etches as speedily as zinc. It stands up ruggedly like brass for 
logotype and die. It serves far longer than zinc for stereotyping and long press runs, mat-moulding 
and electrotyping. Try Triplemetal. It does some jobs better — does some jobs cheaper — does some 
jobs quicker at a metal cost approximately half that of copper. Available in new Roto-Grip finish. 


EDES PLYMOUTH BRAND BRASS 
A brass of consistent quality and performance as processed in the Edes manner for electric etching 
machines. 





EDES KROMBAK 
Edes Zinc can be supplied with Krombak coating, a metallic acid resist. 


* Protected by U.S. & Foreign Patents 
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NEW YORK 
220 E. Forty-Second St. 
















GOSS HIGH SPEED 
ANTI-FRICTION PRESS 


Designed for the heaviest requirements 
of metropolitan daily newspapers — built to 
insure quality printing in black or r.o.p. 
colors at high sustained speed. Automatic 
pressure oiling eliminates dependence on 
the human factor, as well as reducing the 
cost of lubricants and repairs. 100% anti- 
friction construction, equipped with ball 
and roller bearings throughout. Safe — all 
moving parts enclosed or guarded. 





THE GOSS PRINTING PRESS CO. 


1535 S. PAULINA ST. * CHICAGO, ILLINOIS 


SAN FRANCISCO LONDON, ENGLAND 
407 Call Bidg. Goss Printing Press Co., Ltd. 


Streamlined in style, the latest-type Goss 
Unit is fully enclosed and capable of pro- 
ducing a quality-printed sheet on a clean 
web at a maximum speed of 60,000 papers 
per hour. Total enclosure of the unit keeps 
the web clean and eliminates ink mist from 
the pressroom. Write for full details. 





GOSS MULTI-COLOR PRESS 


For printing four-color comic or magazine 
sections at 36,000 per hour from one delivery. 
Equipped with anti-friction bearings through- 
out and specially designed for fast, efficient 
operation. Built either in unit design or remov- 
able carriage type. Designed to print from electro 
or stereotype plates 14” thick with semi-hard 
packing. 


GOSS ROTOGRAVURE PRESSES 


Made in two types: Goss Speedry Rotogravure 
and Goss Standard Rotogravure. The Goss 
Speedry Rotogravure Press will produce 36,000 
to 50,000 copies per hour in one to four colors. 
Either magazine or newspaper folders. 


GOSS MAGAZINE PRESS 


For high-speed publication printing. Anti- 
friction construction throughout. 


GOSS UNITUBE PRESS 


For medium-sized daily newspapers. Quality 
printing at 36,000 to 40,000 per hour. 


GOSS COX-O-TYPE PRESS 


For small dailies or weeklies — newspaper or 
job printing. Built on the unit plan. 
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GOSS STEREOTYPE EQUIPMENT 


Goss offers a full line 
of stereotype equip- 
ment for both news- 
paper and magazine 
~ work, covering every 
& operation from lockup 
to press. 






Illustrated here is 
the streamlined 45-S 
Mat Roller. Available 
also are the Goss Giant 
Mat Roller and other 
models for commercial 
plants and newspapers. 

The Goss line also includes Curved and Flat Vacuum Cast- 
ing Boxes... Standard and Heavy Duty Single and Double 
Knife Curved Shavers... Tail Cutting Machines for news- 
paper, magazine, and color plate use... Precision All-Size 
Boring Machines... Standard and Special Mat Registering 
Shears... Trimming Blocks...Hand and Motor-Driven 
Double Page Matching Machines... Stereotype Metal Fur- 
naces...Curved Routing Machines... Adjustable Head 
Flat Shavers...Flat Casting Boxes...Combination Jig 
Saws and Drills .. . Radial Arm Flat Routers... Flat Stereo- 
type Combination Saws and Trimmers... Form Tables... 
Steel Chases...and Matrix Shears. Write for illustrated 
bulletins and specific information. 





—-neeeesaan IEE ETE TT T Aaa SAAR — 
ec 


LINOGRAPH COMPANY 


107 SCOTT STREET, DAVENPORT, lOwa 


TRADE MARK 
MANUFACTURED BY LINOCRAPH CORPORATION, 











A FOUR MOLD 
FIVE MAGAZINE 
WIDE RANGE 
MACHINE 


Only 
$4,225 


(A Saving of 
$1000 or More) 





The outstanding performance record of the Linograph ‘‘50”’ 
in every type of plant — job printing, trade composition, daily 
The and weekly newspapers, and magazine publishing —is your 
assurance of equally gratifying satisfaction. This most talked 
Linograph about of modern typesetting machines will deliver to you a 
measure of many-year, trouble-free and profitable performance 
a ll beyond your highest hopes. A little time spent in getting 
acquainted with this new performance leader will pay you 
géenerous dividends. You will discover, as have so many others, 

that the Linograph ‘‘50”’ is your logical next buy. 
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LINOGRAPH COMPANY 


107 SCOTT STREET, DAVENPORT, IOWA 


COMPARE LINOGRAPH “S50” AGAINST THE FIELD 


The more you know about this most advanced 
of typesetting machines, the more convinced 
you'll be that Progress has taken long strides in 
the art of machine composition. Brilliant engi- 
neering, super-craftsmanship and ample financ- 
ing have combined to create a new high in 
smooth, fast and accurate performance. We not 
only invite, WE URGE comparisons. Once you 


possess the facts your judgment will enthusi- 
astically approve the values we offer you. 


Study the comparison chart. Then send for 
complete descriptive catalog which explains and 
justifies IN TERMS OF PRACTICAL SHOP 
OPERATION every detail embodied in these 
finer typesetting machines. 


CONDENSED COMPARISON CHART 





| Machine No. 1 | Machine No. 2 | Machine No. 3 







































































Parallelogram second elevator arm........................ 





FEATURE 
(Linograph) | 

Wanticd li RG ATINCOr a5. sre nebo bas Gan aA ee Meena Mees Yes (1) | No No 
Straight Drive Spaceband Justification........ NTR AAO REINIY yh: Yes No No 
NN so gh co a ord bats as wh obk bok eNeReE RDO Yes | Yes Yes 
More than 4 main magazines........... atic aa bean ean) eames Yes No No 
Mixer assembling and distribution......................... cee No (2) Yes Yes 
Adjustable, self equalizing clutch ....... 2.2.2.0... 2. ccc cc cece eens | Yes | No No 
RD FI TI I oo aio ee ccc ikten se caeccecsscncececen Yes | No No 
duo cin n'a eu dead une neewe aes | Yes (3) No No 
Movable duplex rail in elevator jaws......................200 cece eee | No (4) | Yes Yes 
Fonts up to 300 pt. lowercase in standard 90 channel magazine... Pa Yes No No 
ra 5% 6a es 950.404 ON a WAS i ORR AAO READ Yes | No No 
ETT rere rr rete | Yes No No 
Adjusting screws in mold pockets........................000eeeeeee Yes | No No 
One piece self locking escapement on each magazine............... Yes Yes No 
Two letter 18 and 24 pt. display matrices........................... Yes Yes Yes 

och teach ite Yes | No | No 

| 





(1) This feature means faster response, improved distribution and greatly reduced wear on the matrices. 


(2) Linograph sets grocery and drug ads from one magazine. Write for details showing how this is done without need for a mixer equipment. 


(3) This feature means more accurate tabular work and better alignment. 


(4) This means fewer damaged matrix lugs and much simpler construction with fewer parts and adjustments, Mixed lines are of course set in 


the usual manner. 


SEE LINOGRAPH “SO” IN ACTION 


Words fall short of first hand inspection. Why 
not plan to visit one of the plants in which the 
Linograph ‘50’ is delivering day-in-and-day- 
out service? There is a plant near you and we’ll 


LINOGRAPHS are 
the Product of an 
INDEPENDENT 
Organization 
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All Inquiries for Catalogs, Quotations, Questions, 
or Location of Linograph Installations for Inspec- 
tion Will Command our Immediate Attention. 


*Consult Dun & Bradstreet for the Latest LINOGRAPH Rating. 


gladly supply the name and location. Our 
product is its own best advocate. Your own 
practical experience is the best judge. 


LINOGRAPHS are 
the Product of a 
Financially Strong 
Organization* 








The Ostrander - Seymour Company 


1874 So. 54th AVENUE, CICERO, CHICAGO, ILL. 
135 E. 42nd STREET, NEW YORK, N. Y. 


@ Direct Pressure Matrix 
Moulding Press 


800 Tons capacity. Size of platen 
32”. x 25”. Standard equipment in- 
cludes controls and gauges for both 
front and rear operation. Floor space 
4’ x 714’. Weight, 12,000 Ibs. 





@ Rotary Head Plate Shaving 


Machine 


ROTARY HEAD 


Junior model, with adjustable bed PLATE SHAVING MACHINE 


size 19” x 27’. Standard equipment 

includes one extra spiral cutter, 

vacuum chip remover and container. 

DIRECT PRESSURE MATRIX Floor space 4’-3” x 9’. Shipping Weight 
MOULDING PRESS 4500 Ibs. 





@ Combination Straight Line 
Flat and Curved Plate Ball 
Bearing Routing Machine 

Style ‘‘G.”’ Size of flat table 16” x 24’. 

Machine will accommodate cylinders 

ranging from 5°,” to 24” in diameter, 

and up to 24” in length. Floor space 

2’ x 3’-6”. Shipping Weight 900 Ibs. 


@ Heavy Duty Improved Radial 
Arm Ball Bearing Routing 





Machine 
Style ‘‘K’’. Size of table 32” x 38”. 
Floor Space 4’-2’’x5’. Shipping Weight HEAVY DUTY RADIAL ARM 
1400 Ibs. ROUTING MACHINE 





@ Automatic Locking Universal 
FLAT AND CURVED PLATE Flat Stereotype Casting Box 


ROUTING MACHINE 

Style ‘‘H’’. Casts up to 20” x 30”. 
Standard equipment includes plain 
cover and one set of gauges of any 
specified thickness. Floor space 36” x 
56”. Shipping Weight 1100 Ibs. 


@ Photo-Engravers Ball 
Bearing Beveling Machine 


Style ‘‘O”’’, with graved line attach- 
ment. No. 1 — Size of table 18” x 18”. 
Floor space 36” x 54’. Shipping Weight 
1000 Ibs. No. 2 — Size of table 24” x 
24”. Floor space 42” x 66”. Shipping 
Weight 1200 Ibs. 





PHOTO-ENGRAVERS 


CASTING BOX 9A ; , ‘ BEVELING MACHINE 


FOR 
THE STEREOTYPER, ELECTROTYPER AND PHOTO-ENGRAVER 


UNIVERSAL STEREOTYPE 
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THE E. A. BOOTH RUBBER COMPANY 


° CLEVELAND, OHIO 


364 ROCKEFELLER BUILDING 


Booth’s 
Zink 

Cut 
Cement . 





is an efficient aid to the printing plant executive. This cement is made for one 
purpose only — that of fastening cuts to bases without deformation of the original 


printing level. 


This Cement is contained in a convenient tube 
with applicator nozzle and cap. There is no 
waste — only as much as is needed is used. The 
Cement itself is a white viscous substance 
which quickly creates a bond between cut 
and base. 


Booth’s Zink Cut Cement is the most economi- 
cal means for mounting cuts — economical be- 
cause it is used sparingly. It will fasten zinc and 
copper cuts, stereo shell casts, electrotypes and 
plastic cuts to wood or metal base. 


Its time-saving qualities will be appreciated 
by the mechanical executive not now using it — 
it’s so quick. Through its use, you will be re- 
lieved of worry about misplaced cuts or cuts 
missing from the layout. 

Zink Cut Cement prices in the United States: 
75c per large tube; $6 per dozen tubes; $5 per 
dozen tubes in gross lots. Prices slightly higher 
in Canada. 

We will be glad to send you a folder explaining 
the uses of this fine product. Used from coast 
to coast. 
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MONTGOMERY & BACON  « _— TOWANDA, PENNSYLVANIA 



























UNIVERSAL MOLDS 
FOR LINOTYPE 


Bring your machine to 
full capacity. New molds 
give fin-free, type-high, 
accurate slugs. Guaran- 
F-2053 teed. Any mold that 
proves defective within 
a year, replaced free. 


M & B LINERS 
For Linotypes and Intertypes 


Speed your production 
and cut makeup time by 
having your operator set 
type in correct measure. 
Use our accurately 
hand-finished M & B 
Liners. 














2 4 








M & B SPACEBANDS 


M & B Spacebands for Linotypes and 
Intertypes are manufactured in four 
styles: 


Thin —for 5 and 6 pt. work requir- 
ing condensation 


Regular —for all-around work 


Teletype—for news work, greatly re- 
duces hand spacing 


Jumbo —for use with display mat- 
rices 18 pt. or larger. 










ALUMINUM ALLOY 
TOP PLATE 


BRASS LOWER PLATE 
Less Liable to Damage 









EXTRA DOWEL 
at Lower Corner 


Bars Tempered 
. < - y uminu 
. 
. ib Bars o. 
CAST ALUMINUM empored Aluminu 
Alloy Escapement H y for Ad 
COVER A ° . . . P ightness 
o 
An Extra Dowel at Beth Lower Cor. 
- ners of Plates to Stiffen Against Rough 
a d WON) = — Fs Handling When Changing Magazin ve 


M & B IMPROVED MAGAZINES 
Zor Linotype Machines 


© LIGHT WEIGHT 
® RUGGED CONSTRUCTION 
@© GUARANTEED ACCURATE 


The M & B Magazine combines advantages of 
both aluminum and brass magazines. Weight 
is saved by using duralumin top plate because 
it gets little battering. Bottom plate is made of 
strong brass to withstand everyday wear. 

































The mirror-like surface of the duralumin parti- 
tions makes inside of magazine visible and saves 
operator’s time in removing jammed matrices. 
Use of duralumin in side bars, braces and frame- 
work make a lighter, more easily handled mag- 
azine, without sacrificing important strength. 













Rebuilt Equipment oe 
REBUILT MOLD DISKS 


The M & B method for rebuilding Linotype mold 
disks consists of removing the cast iron teeth and 


mounting a steel band oe 


around the disk. This ring 
withstands strains from a 

3 @) 
expansion of the mold. ; 7 
Holes for liner-tightening 6 OC) 
screws in the steel band 
do not wear out soon. In er ee 
rebuilding we _ correct 
warped or sprung disks. 
Because the casting, like lumber, warps only 
when new and while seasoning, it is unlikely to 
again warp after being trued up in our rebuild- 
ing process. The old casting will stay accurate 
and true year after year. 
When ordering M & B Rebuilt Disk give full in- 
formation regarding number of universal and 
head-letter mold pockets and whether it is 


water-cooled. Fully guaranteed. Try it a few 
days before returning old disk if you wish. 
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MOLD REBUILDING 


It is now possible to rebuild molds with such 
accuracy that their performance can be guar- 
anteed. Slugs are perfect as from a new mold. 
Allow a few weeks for delivery on this rebuilding 
process. Exchange plan also available. 


M & B REBUILDING 


A unique service that enables printers and pub- 
lishers to have worn or broken parts restored to 
original strength and accuracy, at great savings. 
Get more details on M & B parts and Rebuilding 
Service. Send for M & B’s new catalog and 
price list. 








THE M & B GUARANTEE 


All our products are manufactured by 
skilled craftsmen and thoroughly tested 
before shipment. If for any reason any 
M &B product fails to work satisfactorily 
in your shop, return it at our expense, 
and we will refund purchase price. 
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Seybold Division Products 


y Seybold Electric Auto Spacer Cutters 
e Seybold Standard Precision Cutters 
Py Seybold Die Cutting Presses 
e Seybold Round Corner Cutter 
@ Seybold 3-Knife Book Trimmer 
@ Seybold Continuous Book Trimmer 
@ Seybold Precision Automatic Knife Grinder 
e@ Morrison Book Stitchers 
@ Wright Multiple Spindle Drill 


Write for an illustrated catalog of any machine in which you are 


interested. 


Seybold Electric Auto Spacer Cutter (Right) 


teader of the Seybold line, this machine provides rapid, auto- 
matic spacing to any predetermined widths. Ideal for trimming 
etterheads, labels, tablets, pamphlets and other forms requiring 
multiple or repeat cutting. Cuts with precision accuracy. Control 
squtomatic and motor-operated throughout. Made in 6 sizes — 
wy’, 44”, 50”, 56”, 64” and 74”. Larger mill-types also available- 











Morrison Book Stitchers (Left) 


Morrison Book Stitchers are of rugged, simple 
construction, built to give a maximum of satis- 
factory service at a minimum of maintenance 
expense. Four types are available — Model 5A, 
light duty, with 14” maximum capacity; Model 
3H with 144” capacity; Model 3J with 34” maxi- 
mum capacity; and Model 12Z, heavy duty, 
with capacity up to 214”. Model 3J is illustrated. 





Seybold 3-Knife Trimmer (Left, Below) 


This machine trims all three edges of a 6-inch pile of magazines, 
books, pamphlets, etc., at one handling. Rigid clamping arrange- 
ment insures accurate cutting. Safety to operator provided by 
font table guard. Cost records kept by users show it trims books 
at lower costs than other methods. 















Left: 









Right: Seybold 64” 


sheets. 


SEYBOLD DIVISION, HARRIS-SEYBOLD-POTTER CO. 


NEW YORK: 
E. P. Lawson Co., Inc., 
426-438 W. 33rd St. 
ATLANTA: 
Harris-Seybold Sales Corp. 
120 Spring St., N. W. 
DAYTON: 


Central Sales Division 
832 Washington St. 


Seybold 3-Knife Book Trimmer, 
trimming 3 edges of pile of pamphlets. 


Standard Cutter 
trimming and splitting large printed 






832 WASHINGTON STREET, DAYTON, OHIO 


® 
Seybold Sales and Service Representatives: 






































CHICAGO: 


Chas. N. Stevens Co., Inc., 
110-116 W. Harrison St. 


DETROIT: 


Chas. A. Strelinger Co., 
149 E. Larned St. 


TORONTO, MONTREAL, 
VANCOUVER: 


Harris-Seybold-Potter 
(Canada) Limited 


LONDON, ENGLAND: 
Smyth-Horne, Ltd. 


SAN FRANCISCO, LATIN AMERICA: 
SEATTLE, LOS ANGELES: National Paper & Type Co., 


Harry W. Brintnall Co. Inc. 


~~ 
-_ 


A Seybold 44” Auto Spacer trimming 6” x 9” wire stitched catalogs. 


Wright Multiple Spindle Drills 
(Center, Below) 


Outstanding as the best, most efficient paper drilling machine 
made. Drills any size holes with standard drills from 14” to 7g”, 
or larger. Attachments available for slotting. Set-up time reduced 
to a minimum and possible work output is greater than that of 
any other paper drill on the market. 


Seybold Standard Precision Cutters 
(Right, Below) 


For 50 years the name Seybold has meant the most accurate, 
fastest, most dependable and most lasting paper cutter made. 
There is a Seybold Paper Cutter to meet the need of any size shop. 
Seybold Cutters are heavy-duty, precision machine tools, of mas- 
sive design and engineering — made in 7 sizes — 34’’, 40’, 44’, 
50”, 56”, 64” and 74” widths. In ordering your new cutter, remem- 
ber that you can greatly increase production by using a machine 
of sufficient size to permit swinging stock without bending 
corners. 

























Center, below: Wright Multiple Drill, 
drilling and slotting catalog sheets. 
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Printers’ ‘“‘Electromatic”’ 
Super Saw Trimmer 







Combination Flat 
and Two Curved Plates Router 


“Do-More” “Speedster” 


WRITE FOR “55” CATALOG AND BROADSIDES ON ALL MACHINES 





J. A. RICHARDS; COMPANY 


PRINTINGSJMACHINERY ,SINCE 1900 
SAWS, ROUTERS,"DIES and DIE OUTFITS ' 


wis 


a a I H 
t 
j 
j 
lil | 
j 
i 
H 
i 


Diieitte for You in 
KAL pepe 


RICHARDS’ “CLIPPER’’ 
As Modern As The China Clipper 


A truly efficient Saw-Trimmer embody- 
ing utility with beauty. Spacious cabinet 
pedestal has 27 divisions for holding 
assorted full length material. ‘Fleetwing’’ 
table glides on ball and roller bearings. 
Inch wide roller bearings carry’ the 
weight. The ball bearings operate in full 
concave ways to maintain precision over 
unending years of service. Foot switch; 
dump cart on wheels; dirt-proof, swing-up 


— 


ements 


gauges; front miter gauge; INSTANT 
CHANGE FROM SAW TO SAW-TRIM; 
RIPPING GAUGE FOR SAWING FULL 


PAGE LENGTH PLATES; emery wheel 
and bit grinding jig; tandem vee belts; and 
synchronous speed % hp motor. 


PRINTERS’ “ELECTROMATIC”’ 


SUPER SAW - TRIMMER 
This universal composing room jig saw, 
drill, router, typ-hi planer, mortiser, and 
circular saw-trimmer is the latest and 


finest machine of its kind on the market. 
Massive construction, precision built, to last a life- 
time. Every part of the machine is fully adjustable 
to maintain precision over unending years of service. 

It is operated with three individual motors, controlled by three 
individual switches, mounted far apart under the front edge of 
the large 27x36” nickel iron table. Full column length, 152 pica 
dirt-proof speed gauges are operated completely with one hand 
as to pica and point system adjustment. The fastest gauge on 
the market. Gauge finger interlocks with the clamp bar to 
permit holding down to less than one pica measure. 


COMBINATION FLAT and 
» TWO CURVED PLATES ROUTER 
(Also Built for Tubular) 


Richards’ Combination Curved and Flat 
Plate Router for large semi-tubular presses. & 
Holds two full page curved plates and one 
full page flat cast. Ideal for color work, 
because it holds both the black and color 
plates. 

Curved Plate Routing on this machine can 
be done both across the plate and around 
the plate by worm feeds, or free-hand 
across the plate and worm feed around the 
plate, or worm feed across the plate and 
free-hand around the plate. This combina- 
tion of feeds makes this machine the 
fastest Curved Plate Router on the market. No other has 
both kinds of feeds. Patented straight oat control for 
routing and mortising, exclusive on Richards’ Routers. 


HEAVY DUTY MULTIFORM RADIAL 
ROUTER — PLANER — MORTISER 


Several years ago, in our calls on the printing trade, we found 
a crying need for a real Radial Arm Router, at a price that the 
average newspaper could afford. We promptly designed a Direct 
Motor Drive Radial Arm Router to sell at a reasonable price. 
The capacity of our Heavy Duty model is full page—17%” 
wide by any length through the machine. The instant plate lock 
permits moving the plate along so that all of the fine detail 
routing is done at the most convenient point, in the center of 
the machine. ASK FOR ROUTER BROADSIDE, SHOWING DE- 
TAIL ILLUSTRATIONS and FULL DESCRIPTIONS. 





HALF PAGE 
JUNIOR BENCH MODEL 
MULTIFORM RADIAL ROUTER 


The setting illustrated is for straightline 
work. Heavy Duty Model shows the way it 
ean also be set for fine detail control. All 
models of our Radial Routers have both 
kinds of controls. Also built on Pedestal. 


“DO-MORE”’ “SPEEDSTER’’ 
Bench Model Saw 


Our new modern design bench model “DO- 
MORE” Speedster is positively the most saw- 
trimmer per dollar ever offered the printing trade. 
It is a real honest-to-goodness large capacity 
heavy duty machine having % h. p. synchronous 
speed motor drive that delivers its full power to 
the saw. Write for full data, 





; 
































Heavy Duty Multiform Radial 
Router-Planer-Mortiser 


Half Page Junior Bench 
Model Multiform Radial 
Router 











NORMA-HOFFMANN BEARINGS CORPORATION 


Precision Bearings for Printing Machinery and Equipment 
Main Office and Factory 


STAMFORD, CONN., U. S. A. 


NEW YORK CHICAGO CLEVELAND DETROIT PITTSBURGH CINCINNATI 
ATLANTA LOS ANGELES SAN FRANCISCO PORTLAND, ORE. SEATTLE PHOENIX, ARIZ. 


AVKMA-AVFFMANN 


PREUISIVN SEAKINUS 
FOR EVERY LOAD, SPEED AND DUTY 


Separable (Magneto) Only a Few Types Are Here Pictured Out of 


sal 108 DISTINCT SERIES 


DHeVosrocertotes 


OVER 3000 SIZES 


BALL, ROLLER anp THRUST 
Vaan CoM WD 510) ¢- Tome \) (-1 5 5 Cole Xe WB boYo) ESSE -T- 














Write for the Catalog and Engineering Counsel 








Shielded Type Single Single Felt Seal 
Bal! Bearin 





Extra Light Type Duplex type ieee 


Double Row Ball Bearing tion) Ang 


. viar Contact 
Ball Bearing parts 








Standard Cylindrical Double Row Self-Aligning Full Type (See? 
; Cylindrical Roller 
Roller Bearing Adapter Ball Bearing ‘ Bearing 
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“GOOD INKS 
SINCE 1804” 


- : yn a aon A 
(Hares oc Johgss ‘< ae on 

SL ye v | a 
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| -— 
Be JONSON onan 


PHILADELPHIA, PA. 
Service Branches Located in: 
NEW YORK CITY BOSTON CLEVELAND 


BALTIMORE PITTSBURGH CHICAGO § ST.LOUIS 
KANSAS CITY DETROIT ATLANTA DALLAS 


Jukes for 
ALL PURPOSES 














INKS DIE STAMPING INDELIBLE OFFSET WATER COLOR 
(Oil & Water) JOB PAPER BAG WAX PAPER 
ANILINE DUPLICATING 
eae cians LAUNDRY PROOF PAPER BOX WOOD BOX 
aieteiiiaeeel LABEL POSTER ACCESSORIES 
BOOK BINDERS 
ee LITHOGRAPHIC ROTARY 
BOTTLE CAP PROOFING DRIERS 
RUBBER STAMP (all types) 
BOOK FUGITIVE MANIFOLD 
SPOT CARBON GOLD SIZE 
CELLOPHANE FIBRE BOARD MULTI-LITH 
SAFETY-CHECK LAKETINES 
COTTON BAG FOOD WRAPPER METALLIC 
(Gold & Silver) SOAP WRAPPER MPOUND 
COVER PAPER GLASSINE ae ~ 4 
METAL STAMPING STEEL MARKING (Reducing—non offset— 
CANCELLING GLOSS wax) 
MARKING TIN PRINTING 
CELLULOID GELATIN VARNISHES 
MAGAZINE TRACING CLOTH : . , 
CORRUGATED HECTOGRAPH Lihographic—Die Stamp- 
NEWSPAPER THERMAL ing — Overprint — Letter 
CALENDAR HOSIERY TRANSFER (Black) (Heat Set) Siaannaiel 
COPYING HALF TONE insets TRANSFER ‘eile wa 
CYLINDER PRESS INTAGLIO (Comics) TYPEWRITER (Roller and Press Cleaner) 
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INCORPORATED 


KALAMAZOO, MICHIGAN, U.S.A. 
1604 Douglas Avenue 















HAMMOND 
EASYKASTER ‘‘8”’ 


Model EK8-P with 800 
lb. melting pot. Model 
EK8 without melting 
pot, furnished with 
casters. 


HAMMOND 
EASYKASTERS 

with 300 Ib. melting 
pot: 

No. 1—5 Col. x 18” 

No. 2—5 Col. x 24” 

No. 3—6 Col. x 24” 





Resa 





HAMMOND 

GLIDER TRIMOSAWS 
“The Saw with the 
Ball - Bearing Table.’’ 
Slug and Rule model, 
All - Purpose model, 
Stereotype model, 
Bench and Floor 
models. 








HAMMOND ROUTERS 


Radial Routers with 
Straight - Line Device. 
Stationary Head Rout- 
ers and Type - High 
Planers—in both bench 
and floor models, with 
and without Straight- 


FASTER AND BETTER oto 


WITH HAMMOND ‘mn EQUIPMENT 


tees it. This is the experience of 8000 





Every Hammond Product has a com- 
manding leadership in its field... users and you can and should enjoy 


because of much greater ease of opera- these benefits, too. 


1941 PRINTING EQUIPMENT Engineer Catalog Number 





tion, speed and accuracy. 
Hammond Equipment will do your 
sawing, routing and casting better,... 


much better, and Hammond guaran- 


All Hammond Products guaranteed for 
5 years. 
Descriptive literature and ‘‘SPROOF’”’ 


is yours for the asking. 












MERGENTHALER LINOTYPE COMPANY, BROOKLYN, N. Y., NEW YORK GIFY | 











, Be Proud of Your“ 
COsTs!:: 
| @ 

PINE 


POINT with pride. ‘Tell the world, “These are mine!” {char 
But, if you're going to be proud of your operating °° 
costs, be sure that in lowering your costs, you haven’ | SW) 
j 4 
lowered your standards of quality. _ 
The printing executives who are really proud of | 0 
low costs and high quality have found an easy way to 
keep costs down—quality up—in their composing , all 


rooms. They've Blue Streaked their production lines 


Y ° > ¢ ? N 
Blue Streak Linotypes are noted for low mainte “i 
. den 
nance costs and easy, trouble-free operation. There’sa _, dis 


Blue Streak Linotype to fit any composing need- | Sim 
straight matter, mixed composition, large display, or | 
rot 

mo. 
Ask your Linotype man to show you what Blue | har 


any combination of the three. 








Streak means to your composing room. | are 
PAL 

MS. LINOTYPE: ay | fon 

bar 


| 
Exclusive BLUE STREAK Features a 


, pal 


> MICRO-THERM-—the new precision thermostatic control of 


crucible temperature and mouth piece temperature—no com | 


> THERMO-BLO—controlled air-cooling of molds—elimina | 
tion of moisture and consequent mold corrosion—air properly | 


| 


keep costs down and quality up. 


plicated wiring diagrams—low operation and upkeep cost. 






























| 


baled to prevent cooling of mouthpiece—full control of 


en amount of air directed on mold. 


NEW ORLEANS : CANADIAN LINOTYPE, LIMITED, TORONTO 


ie TURN SHIFT~— fastest—effortless—11% seconds from 
magazine to magazine —No mechanical complications. Standard 


t | equipment on all models. 


| INBUILT VERTICAL LIFT —sturdy simple support for 
me!” { changing magazines— permits complete magazine change in 15 
seconds—eliminates awkward strain on operator. 
AtINg 
vent | SWINGING KEYBOARD~—easy maintenance of keyboard 
_seconds to swing it out—seconds to return it to operative posi- 


dof | tlon—cuts cleaning time in half. 


ty to | UNIVERSAL EJECTOR-—simple slug ejection system for 


Sing | all point sizes—easy maintenance—can’'t get out of order. 


nes, 
? PeRIVE RSs PRECISION KNIFEBLOCK~— indepen- 
“ dent adjustment for all point sizes from 5 to 45 points—sturdy 
CSa 


three bearing construction assures even trim on all slug lengths. 
ed— | Simple design eliminates wear—gives easy positive action. 


 ~ 
I-QUICK CHANGE LINERS-—liner keyed for position in 


mold body assures absolutely accurate measure. No hot parts to 
sue | handle when changing—a flick of the screw driver does it. Liners 
PAUTOMATIC MATRIX GUARD-—eliminates wrong 


fonts, permits operator to shift magazine only when distributor 


are easily changed on both the four and six mold disks. 





| bar is clear—spiral automatic stops channel entrance wear. 


es »FIXED CHANNEL ENTRANCES~—euarantees that mat- 
| rices will go into right channel—no broken fins—no flexible 


, parts—maintenance reduced to a minimum. 


*| Blue Streak 





Linotype Baskerville, Baskerville Bold, and A-P-L Poster Bodoni 


























et 
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ler 
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Howard Flint Int: Company 


DETROIT HOUSTON NEW ORLEANS CHICAGO 
DENVER CLEVELAND ATLANTA INDIANAPOLIS 











HE Mohr Saw is 

attached directly 
to the linecasting 
machine and auto- 
matically saws odd- 
measure slugs to length as they are 
ejected. Broken measure composition is 
thus delivered to the galley immedi- 
ately ready for proofing or makeup, and 
the hand slug sawing operation is en- 
tirely eliminated from the composing 
process. 


The Mohr Saw is applicable to any 30- or 
42-pica Linotype or Intertype, with or 
without the quadding and centering 
feature. It can be obtained with new 
linecasting machines direct from the 
factory or can be purchased separately 
for attachment to machines now in 
your plant. Installation, in either case, 
is included in the purchase price. 


The Mohr Saw does not interfere with 
the normal operation or handling of the 
linecasting machine. Slug sawing is 
entirely automatic and requires no 





attention from the operator. Measure 
setting is simplified by a single dial con- 
trol which sets the left-hand vise jaw, 
the assembler slide and the saw simul- 
taneously and in unison with one quick 
motion. The dial is graduated by points 
so that any measure, even to split 
points, is available. No mold liner 
changes are necessary, since all slugs 
are cast capacity length, though col- 
umn-length liners can be used if de- 
sired in one or more molds without 
interference from the saw. 


The Mohr Saw is simple, efficient and 
economical to operate. During the last 
few years alone more than 100 mechani- 
cal improvements and refinements have 
been made, insuring low maintenance 
cost and trouble-free, dependable ser- 
vice. 


Our new booklet, ‘‘Short Cuts with Odd 
Measures,’’ shows in detail how the 
Mohr Saw can be used to advantage on 
various types of odd measure work. It 
will be mailed free upon request. 
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X@ IDEAL ROLLER & MFG.CC 


CHICAGO, ILLINO}s 
» LONG ISLAND CITY Ny, 





TYPOGRAPHIC 
ROLLERS 


NEWSPAPER 
ROLLERS 


LITHOGRAPHIC 
ROLLERS 

















COATING 
MACHINES 


Every ondieadl must prove worthy 
of this quality symbol—IDEAL 


DEAL products have withstood every test before being placed on the market 
and the reputation they have built up in actual service under most exacting 
conditions is double proof of their exceptional value. 
Why gamble and waste costly time and money in trying out questionable prod- 
ucts that may never prove suited to your requirements? 


The products listed below are dependable exponents of efficient service. 


Ideal Process Coated Rollers 
Ideal Process Resurfacing Machines 
(four models; single- and double-roller coating) 
Ideal Automatic Sectioning Machine 
(for split-fountain work) 
DX Newspaper Rollers 
News-OX Newspaper Rollers 
Ideal Durolith Rollers 
Lithocraft Synthetic Rollers 
Ideal Lithographic Rollers (Vulcanized Oil) 
Ideal Lithographic Dampening Rollers 
Ideal Photoengravers’ and Litho Proof Rollers 
Ideal Distributor Rollers (Vulcanized Oil) 
Special Rubber Molded Items 
Rubber Plate Gums 
Rubber Plate Adhesives 


Graphic Nonmeltable Rollers 
Coating and Varnishing Rollers 
Rubber and Synthetic Letterpress Rollers 
Fabric-Covered Rollers 
Impression Rollers (all types) 
Rubber Blanket Rollers 

Rubber Waxing Machine Rollers 
Rubber Tanning Machine Rollers 
Rubber Gluing Rollers 

Rubber Friction Rollers (all types) 
Pull and Draw Rollers 

Aniline Rollers 

Rotogravure Impression Rollers 
Cutting Rubbers 

Gelatine Compositions 

Negative Holders 


There is an Ideal representative located in each principal city ready to cooperate with you 
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LANSTON MONOTYPE MACHINE COMPANY 


MONOTYPE BUILDING, TWENTY-FOURTH AND LOCUST STREETS, PHILADELPHIA, PENNA. 





nO BETTER EQUIPMENT 5 made than that named 


ONOTYPE 


xP for Use mn the Composing Koom . oe 


Typesetting Machine — Consists of two units —a Key- 
board and a Type-Caster. Sets Type in justified lines, in all 
sizes from 4 to 18 point for high quality text matter, tabu- 
lar and other intricate work, ruled form composition, etc. 


Type-&-Rule Casting Machine — CastsType and Orna- 
ments for hand composition in all sizes up to 36 point; makes 
Rules, Leads and Slugs from 12 to 12 point in strips or cut 
labor-saving. 

Material Making Machine — Casts Decorative Borders, 
Rules, Leads and Slugs in various sizes from | to 18 point, in 
strips or cut labor-saving. Makes either high or low strip base 
of 18, 24 or 36 point sizes. 


Thompson Type-Caster—Casts Type, Quads, Orna- 
ments, etc., for hand composition in all sizes from 6 point up 
to and including 48 point. 


Giant Caster—Casts Type in sizes from 14 to 72 point; 
makes “precision” metal base from 14 to 72 point for cut- 
mounting and spacing, automatically cast and delivered in 
any length desired. 


Monotype Type Faces—Range in sizes from 4 to 18 
point for Machine Type-setting and up to 72 point for 
Type-casting to be used in Hand Composition. More than 
400 series of Type, thousands of Special Characters, Fig- 
ures, Ornaments, Borders, etc. Specimens on request. 


oP for Photo-Mechanical Plate-Making... 


M-H Vertical Photo-Composing Machine — With Hi- 
Speed Non-Embossing Negative Holder and Universal Reg- 
ister Device — designed for the special purpose of securing 
close precision in registering negatives for single and multi- 
color process work in lithographic offset and gravure plate- 
making. Made in three sizes. 


M-H Universal Process Machine —Thisis a small photo- 
composing machine for making multiple negatives and pos- 
itives (singly or in combination) and bromide prints, either 
direct or by contact; for making combination proof plates 
and production press plates, and for scribing lines on glass 
or film negatives. Made in two sizes. 


M-H Photo-Imposing System—A practical method by 
which line color register can be obtained without the use of 
a photo composing machine in making offset press plates. 
Made in two sizes. 


M-D Offset Color Proving Presses— Produce proofs in 
perfect register from either zinc or aluminum plates or stones. 
Hand and electric models available in three different sizes. 


M-H Overhead Motor-Focusing Camera—A spe- 
cially designed all-metal camera embodying many new and 
exclusive features. Special features and attachments include 
overhead method of suspension; motor-movement of lens- 
board and copyboard for focusing; micrometer adjustments; 
darkroom operation and control; special sliding screen car- 
riage and housing; vacuum back; diffuser; oscillating, tilting 
or horizontal copyboards, etc. Made in four sizes. 


M-H Vertical Plate-Coating Machine —For distrib- 
uting and drying coating solution on plates intended for use 
on offset and gravure presses. Standard model in five sizes; 
junior model in one size. 


M-D Simplex Photo-Composing Machine —For the 
accurate placement of images on offset or lithographic press 
plates. Made in two horizontal models. 


M-D All-Metal Precision Camera—For the production 
of line and halftone negatives, with provision for the addition 
of special units for color and process work. Made in 24x24” 
and 31x31” sizes. 


We will be pleased to send a complete description and prices of any of the units listed here 
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Always Uniform 


WOOD FLONG CORPORATION 


A Senendable 
Source of Supply 


FOR DRY MATS AND STEREOTYPE SUPPLIES 


* 
The Wood METROPOLITAN Mat 
The Wood SPECIAL Mat 
The Wood STANDARD Mat 
The Wood DUROMAT 
The Wood SYNDICATE Mat 
* 


The Wood AD MAT 


For these and other stereotype supplies, consult your nearest Wood repre- 
sentative or write direct to our main office, Hoosick Falls, New York. 


WOOD FLONG CORP. e HOOSICK FALLS, N. Y. 


REPRESENTATIVES: 
CYRIL C. COX CLIFFORD EARLEY RAY FINZER ROLLO S. LEWIS CHARLES A. PUGET 
4129 Purdue Avenue 53 Jaenicke Lane Hoosick Falls 
University Park 


6207 Washington Blvd. 


Hamden, Conn. New York Indianapolis, Ind. 
Dallas, Texas 


10 East Ridgecrest Road 
Scarsdale, N. Y. 
Cc. H. SCHERB WM. A. WETHERELL A. W. COCHRAN Cc. C. BAKER E. E. COLWELL 
5835 No. Washtenaw Ave. 1431 Northwood Road Sta-Hi Corporation Sta-Hi Corporation Sta-Hi Corporation 
Chicago, IIl. Colonial Manor 1020 Crocker St. 1029 Crecker St. 1020 Crocker St. 
Los Angeles, Cal. Los Angeles, Cal. Los Angeles, Cal. 


South Jacksonville, Fla. 
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No. 2 Rouse 
Band Saw 


Vertical 
Miterer 
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Rouse 
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Rouse Hand Mitering Machine 


For more than forty years H. B. Rouse 
& Company has manufactured time-sav- 


. ing devices and tools for printers. 


In no instance during this time has 
the ROUSE name been placed on any 
tool or equipment that has not been 
tested and proved practical under ac- 
tual operating conditions. 

When you buy ROUSE equipment it 
is guaranteed accurate, and practical --- 
the best that experience can make, or 
that money can buy. 

Every Rouse tool is designed to in- 
crease production and add to your 
profits. See your Rouse dealer for the 
following items: 
Band Saws 
Composing and 

Makeup Rules 
Composing Sticks 
Form Trucks 
Lead and Rule Cutters 
Lino Slug Cutters 
Hand Mitering Machines 
Power Mitering Machines 
Newspaper Bases 


Newspaper Files and 
File Racks 


Page Frames 
Press Seats 
Register Quoins 
Sennett 

Positive Assemblers: 
Slug Clippers 
Star Wheel Sets 
Stereotype Ratchets 
Tympan Paper Holders 
Tympan Stabbers 
Type Gauges 
Type Mortisers 


FREE! 

Complete Catalog of ROUSE 
Time-Saving Tools and Equip- 
ment---with prices. 


Composing 
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ZLO 
COLD SET \1WA 


MNO PRINTING PROCESS 


(REG. U. S. PAT. OFF.) 





THE FASTER THE PAPER TRAVELS 
THE FASTER VELO INK SOLIDIFIES 








So instantaneously does Velo Cold Set Ink solidify that printing speeds are limited 
only by the top speed at which the web can be run. 

Velo Cold Set Ink at ordinary temperatures is naturally the solid which other inks 
approach as they dry. By the application of low-temperature heat (approximately 





200° F.) to the press—ink fountain, metal rollers, and plate cylinder—the solid 4. 
ink is made fluid...only to solidify again instantly upon touching the cool (room \f 
temperature) paper. 

Hence it is true that the faster the paper travels, the faster Velo Ink solidifies, 
for it is removed that much quicker from the liquefying heat of the printing plate. MO) 


Furthermore, no offset webs are needed... there is no penetration of ink into even 
the most absorbent papers, and fine-screen halftones can be printed on rough, 






KI 








absorbent stocks...no washups are needed except to change color, for the plates 


















are left clean after each impression .. . the lead of the web through the press is not 






changed, and the paper is not subject to stretching, shrinkage or strain... fire and 






health hazards are eliminated. 









Additional information on Velo rotary press printing will be mailed at your 
request. Write J. M. Huber, Inc., 460 West 34th St., N. Y. Branch offices in Chicago, 
St. Louis, Boston. Dealers in principal cities of the U. S. A. and foreign countries. 
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THE NEW MODEL 


}() MIEHLE 
VERTICAL 














































































to see the Advantages You Get in the New Model 


‘The Most Profitable Press the Industry Has Ever Known’ 
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B the Advantages you " 


in the new Vertical 





B OF THE ““‘RUN OF THE HOOK’ HANDLED on 


THIS OMe PRESS 
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| MINUTES CUT OFF ADJUSTMENT, MAKE-READY Sy 
. z 

AND CHANGE-OVER TIME Bt 















CW 
If you haven't received bulletins describing the performance The N 


and operation of the New V-50 Miehle Vertical, place your j A 
name on the list to receive these bulletins as they are pub- ] eC e 


lished. Write at once for Number 1. MIEHLE PRINTING PRESS 


& MFG. CO., Builders of World Famous Printing Presses, 14th hi 
Street and Damen Avenue, Chicago, Illinois. le rt 1 C ra | 





CAN BE USED TO ADVANTAGE. 




















BLACK & WHITE 





MATRIX CONTRAST CORPORATION 
EMPIRE STATE BUILDING e NEW YORK 


European Agents: 
Funditor, Ltd., 3, Woodbridge Street, Clerkenwell Green, London, E. C. 1 


Sole Licensees of the Percy L. Hill Matrix Contrast Patents Nos. 1,466,437 and 1,796,023 


Why BLACK & WHITE Matrix Contrast? 

BLACK & WHITE Matrix Contrast Service makes 
lines of Linotype and Intertype matrices readable 
at a glance. As a result, the operator notices and 
corrects typographical errors before ‘‘sending in” 
his lines. 

Correcting errors before lines are cast saves time of 
operators setting corrections, saves time of floor 
men inserting new slugs, and saves time in the 
pulling and handling of revise proofs. 

In addition to saving time, Matrix Contrast Service 
reduces eye-fatigue, conserves energy, and pro- 
motes increased production and lower costs. 

Matrix Contrast Service can be installed on a 
“pay-as-you-profit”’ basis. 


Results of Using BLACK & WHITE Service 
TOTAL errors in Linotype and Intertype com- 
position are reduced by about one-third. A reduc- 
tion of at least 25% is guaranteed. 

About one-third fewer correction lines are handled 
by floor men. Fewer proofs, fewer revises, less non- 
productive time. 

Forty per cent more OK takes can be placed in 
page forms without waiting for corrections. 
Railroaded news matter contains at least 50% 
fewer errors of the kinds that are apparent to the 
average reader. 

Finally, Matrix Contrast Service saves cleaning 
mats... due to the fact that Black & White proc- 
essing, usually done about twice a year, includes a 
thorough cleaning of the matrices. 


Do the Savings Last? 

Answering this question, here is evidence covering 
a period of seven years, from a sixteen-machine 
newspaper plant: 


Errors per 100 lines 


Before installation of service............ 4.23 
Immediately after installation.......... 3.01 
Seven years after installation........... 2:03 


Similar evidence from other plants is available on request. 


Fewer Errors in Ad Composition 

Errors in machine composition of advertising 
usually occur more frequently than in news matter. 
Furthermore, the correction of an error in ad com- 
position requires more time. The operator may 
have to change magazines. He may have to reset 
the assembler and/or the vise jaw, or he may have 
to change molds or liners and adjust the knife 
block. Then, after the correction line is cast, a floor 
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man must find the advertisement in which it 
belongs and substitute the corrected line for the 
one which contains the error. And, unless Black & 
White contrast matrices are used, positive verifica- 
tion of the correction is not obtained until after a 
revise proof has been pulled. 


With contrast matrices, the operator makes fewer 
errors in the first place. Then, when setting a cor- 
rection line, he can verify the accuracy of his cor- 
rected line while it is still in the assembling elevator 
— before the line is cast — thus saving time. 


Fewer Errors in Railroaded News 

BLACK & WHITE Matrix Contrast Service 
reduces to a minimum the number of errors appear- 
ing in railroaded news composition. Read what 
users of Matrix Contrast Service say about this: 
“It has increased production, reduced errors, and 
enabled us to railroad news with more freedom 
during emergencies.” 

“The Black & White matrices do promote cleaner 
newspapers — much cleaner.” 

‘‘When edition time comes, we are able to save 
time by railroading forms when necessary. The 
Black & White matrices give us a sense of security 
in this respect, and we really save a considerable 
amount of time.” 

‘In our early editions, when we must railroad mat- 
ter after a certain time, we find that we have a 
cleaner paper, due to the operators’ correcting 
errors in the assembler before the lines are cast. 
This practice has not slowed up production.” 


ererirree 





How Matrix Contrast Service is Rendered 

Matrix Contrast Service is rendered on a continuous main- 
tenance plan, which includes the original application of the 
process to your matrices, the reprocessing of matrices as neces- 
sary (usually about twice a year), and the processing of all 
sorts and new matrices which you purchase from the Lino- 
type and Intertype manufacturers. The original processing and 
re-processing will be done in your plant at any convenient 
time, day or night, so that there will be no interference with 
your regular production schedules. Newly purchased matrices 
will be processed at our nearest service station before they are 
shipped to you. In this way the reference characters on all your 
matrices will be kept in perfect condition at all times. 
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SIMONDS WORDEN WHITE CO, °2332 





eKEEN, 






eTOUGH, 
eLONG-LASTING 


PAPER KNIVES 


SWW paper knives are made of a special alloy steel . .. 
a steel that is heat treated and tempered by a com- 
pany with 103 years of metallurgical experience. 


Because of exceptional edge holding ability, SWW’s 
will save you time and trouble...they’ll shear 
through tissue, bond, glassine or board with sur- 
prising ease ... they’ll give you longer service 
between sharpenings. 


Order a set of SWW’s and find out for yourself. 


SIMONDS WORDEN WHITE CO. 





OFFICE é 


oy are). me) ile 
Factories at DAYTON -BUFFALO-CLEVELAND-BELOIT 
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LUDLOW System of 
l]-Slug Composition 


The Ludlow system provides the most efficient and econ- 
omical method of producing quality display composition 
of all kinds, including job work. 

As distinguished from straight matter, of course display 
composition means—and is—composition characterized 
by yariety—in typefaces, pointsizes, line measures, etc. 

Such variety obviously demands real flexibility—of both 
equipment and operation—for efficient and economical 
production. 

And real flexibility, in turn, requires simplicity—of both 

- equipment and operation. 

The outstanding simplicity of Ludlow equipment and 
operation accounts very largely for the efficiency and 
economy of the Ludlow system in producing quality dis- 
play composition. 

Full information regarding this simplicity, or regarding 
any items of Ludlow equipment, will gladly be supplied 


! on request. 


Illustrated, at the right, is the Lud- 
lowcaster, with which composition 
in pointsizes from 4 pt. to 96 pt. is 
cast in sluglines. Advertising fig- 
wes and alphabets up to 240 pt. 
can be cast as individual charac- 
ters lengthwise of the slug. 

Matrix cabinets are available in 
a variety of models. Of the two 
here illustrated, the one at the left 
shows the standard cabinet, left- 
hand pull, which is available also 
intight-hand and double-side pull. 

The cabinet at the right is the 
new Ludlow Universal Cabinet, 
accommodating matrices of all 


sizes in normal case arrangement. 
Available in both right-hand and 
left-hand pull. 

The Ludlow Supersurfacer facil- 
itates high-quality printing on any 
paper stock. As the typeslug is fed 
through it, a micrometric skin-cut 
is trimmed off the face. 

With the Ludlow Shell-Hi Slug 
Shear, the shank of a Ludlow slug 
is quickly and easily sheared off 
from the slug-head, converting the 
slug-head into a one-line plate for 
use in conjunction with shell-cast 
stereotypes, for changes, correc- 
tions or additions. 



































THE ELROD lead, slug, rule and base caster produces 
strip material of highest quality, ranging from 1 pt. to 36 pts. 
mthickness, As the product is formed in the mold as one con- 
tinuous strip of metal, it is free from brittle breaks or welds 
and is uniformly accurate in height. 
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Ludlow Standard Matrix Cabinet 
left-hand pull 
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THE LUDLOW 





The Ludlow Supersurfacer 


Ludlow Universal Matrix Cabinet 
right-hand pull 





Ludlow Shell-Hi Slug Shear 


SLOW TYPOGRAPH COMPANY, 2032 Clybourn Ave., Chicago, Ill. 














C. B. COTTRELL & SONS ¢o. 


MAIN OFFICE AND PLANT 
WESTERLY, RHODE ISLAND 





New York: 25 E. 26th St. Chicago: Daily News Bldg, 

Claybourn Division: 3713 N. Humboldt Ave., Milwaukee 

Smyth-Horne, Ltd., 1-3 Baldwins Pl., Gray’s Inn Road, 
London, E. C. 1 


MANUFACTURERS OF ROTARY PRINTING PRESSES AND ALLIED EQUIPMENT 











Cottrell Claybourn Two-Color Rotary Sheet-Fed Press 


Two-Color Sheet-Fed Presses 


For the printing of direct-by-mail pieces, booklets, 
broadsides, folders, and labels, and for two-color 
and four-color publication printing, the Cottrell 
Claybourn Two-Color Rotary Printing Press offers 
the commercial printer the high speed and economy 
of rotary letterpress printing, formerly enjoyed only 
by large edition printers. In addition this press 
offers the advantages of inherently accurate register, 
superior ink distribution, simplicity of operation, 
and quick starts. 


The net production figures reported by users of this 
press are greater than the running speed of any other 
two-color letterpress unit on the market, averaging 
up to 4000 two-color sheets, net, per hour. 


Features of the Cottrell Claybourn-Two-Color 
Press are as follows: 


HIGH-SPEED OPERATION. A speed recording 
tachometer is included with the press. Geared 
speed is normally 5200 sheets per hour. 
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DEPENDABLE FEED AND DELIVERY. Con- 
tinuous or pile suction stream feeder. Pile delivery 
with vacuum sheet slow-down. Automatic pile low- 
ering mechanisms for both feeder and delivery. 
Joggers are provided with graduated scales to re- 
duce down time when changing sheet sizes. 


QUICK STARTS. Claybourn spirally grooved 
plate cylinders and rapid register hook system. 
Minimum make-ready. 


ACCESSIBILITY. Convenient ink unit roll-back. 
Impression cylinder readily accessible, with ample 
space for pressman. Easy access to plate cylinders 
for plating up and registering. 


SUPERIOR DISTRIBUTION. Four form rollers 
for each coior, interchangeable with distributor 
rollers. All rollers are in direct contact with oscillat- 
ing drums, which are adjustable to varying degrees 
of oscillation. Ink supply is adjusted by means of 
sensitive keys, spaced 114” in centers, for quick and 
easy setting of colors. 
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A typical Cottrell Five-Color Rotary Sheet-Fed Press 


ECONOMY OF INK. One user reports a 15% 
saving of ink, as compared with flat-bed presses; 
another, 20%. 


VERSATILITY. Printing two colors in one opera- 
tion, including four-color process work twice 
through, the Cottrell Claybourn Rotary is suitable 
for any job that requires plating, regardless of 
length. Curved plates are readily obtainable from 
any electrotyper. 


EASY TO OPERATE. This press is being run 
successfully by pressmen who had never before seen 
a rotary press. Your present staff can operate the 
Cottrell Claybourn Rotary. 


WIDE RANGE OF SIZES... Designed to fill 
the needs of any commercial plant, large or small. 
Standard press specifications are as follows: 


Press Maximum iliac | Maximum 


Size Sheet | Sheet | Form 
CC-28 29x28 | 17x22 | 2814x2714 
CC-42 29x45 17x22 2816x4444 
CC-47 36x48 18x24 3516x471% 

_CC-56 40x59 20x30 3914x5814 


Other Sheet-Fed Cottrell Presses 


These include four- and five-color presses in a wide 
range of sizes. Five-color presses, for example, are 
available as follows: 25x38, 35x47, 38x50, and 
50x72. Other sizes can be furnished. 


A fifth color for commercial and publication print- 
ing has many advantages. For example: (1) The 
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use of metallic inks in addition to four-color process 
printing. (2) The use of an extra color for special 
effects in process work. (3) Where plates of the 
same color must be printed close together, with no 
margins for lock-up, one of the plates can be placed 
on the fifth plate cylinder. 


The smaller Cottrell five-color presses can be oper- 
ated at speeds up to 5000 sheets an hour. The 
larger sizes can be run at speeds up to 4500 sheets 
an hour. 


These presses have many practical advantages, 
including adequate provision for the handling of 
bleed pages. All printing cylinders are mounted 
in one-piece side frames, and the construction 
throughout is rigid, heavy, and well-balanced, 
providing smooth operation and freedom from 
vibration at all speeds. 


Web Presses — Letterpress 


Since this Company does not manufacture news- 
paper presses, the viewpoint of the entire Cottrell 
organization is distinctly a magazine and color 
press viewpoint. As a result, Cottrell speed is always 
combined with dependably good _presswork. 
Equipped with drying mechanisms for use with 
modern quick-dry inks, Cottrell magazine presses 
are built to print and fold quality magazine pages 
at speeds up to 800 feet of web per minute. 


The double five-color web press shown herewith is 
worth special mention. Built for the finest quality 
of magazine color printing, this press prints forty 
magazine pages, 11x14 inches, in combinations 
including 4, 8, 12, 16 and 20-page signatures, at a 
speed of 14,000 cylinder revolutions (28,000 20- 
page signatures) per hour. In addition to printing 
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in five colors on each side of the web, the press former is the Claybourn Combination Roughing 





cuts, folds, and delivers, at the high speed stated and Shaving Machine —a precision tool, com. 
above. bining two operations in one. This unit is used for 

shaving electrotypes, stereotypes, base materials 
Web Presses wal Rotogravure etc. It insures uniform plate thickness — accurate 

within plus or minus one-thousandth of an inch — 
These presses are available for magazine printing, and eliminates a great part of the hand finishing 
mail order and catalog work, etc., including print- necessary when plates are made with ordinary 
ing on cellophane, foil, etc. Monotone or multicolor equipment. It is used also in newspaper and other 
units can be furnished, with folder, cut-off and flat printing plants for producing accurate metal base 
delivery, or rewind. upon which to mount cuts for molding. A mi- 


crometer adjustment enables the operator to shave 

ss plates to any desired thickness — a cut as deep as 
Special Rotary Presses one-eighth inch can be made in one operation — 
and the bed is quickly adjustable so that shel] 


These include presses for printing on paper, cotton, 
stereos, too, can be shaved with close accuracy, 


burlap, etc., in the manufacture of bags. They can 
be hand-fed or equipped for automatic cutting, { 


feeding, and folding. These bag presses print from Other Claybourn Plate-Making 


one to five colors in one operation. 


Other special rotary presses are available for con- Equipment 
tinuous printing of bread wraps, labels, etc., and s 
for paper box printing of various kinds. These units, Non-stretch bending machines, curved plate pre- 
too, print one to five colors in one operation. cision shavers, curved plate (solidifying) finishing 
machines, curved plate proof presses, curved plate 


reforming machines, curved plate routers, and 
curved plate finishing tools. 


Cottrell special equipment includes also cutting 
and creasing presses. 





Registering and lineup system for rotary presses, 


Claybourn Combination Roughing lead and mat moulding presses, flat and curved 
and Shaving Machine plate proof presses, single and multicolor. 


Claybourn diagonal groove patent base and regis- 





The Claybourn Division of C. B. Cottrell & Sons tering hook system, special spiral grooved cylinders 
Co., located at Milwaukee, Wis., produces a wide for use with the Claybourn rapid register hooks, 
range of plate-making equipment as well as letter- spiral grooved cylinders for the conventional 
press printing units of various kinds. Among the hooks, and flat plate lineup and registering system. 








Double Five-Color Cottrell 45x72-inch Magazine Press, 
for printing in five colors on each side of the web at a speed of 14,000 cylinder revolutions per hour. 
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Atlantic Zinc Works, Inc., 210 Van Brunt St., Brooklyn, N. Y. 
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3, HE pioneering efforts of the Atlantic Zinc Works have brought about the engravers plates of 
high uniformity and dependability, which are accepted as standard today. It has been the 

precision methods of this company in perfecting metal formulae, in developing the electric 
is induction furnace, in establishing new rolling precision standards, and a finish free from ridges 
°S and scratches, which have placed the products’ of this company in a position of recognized 
5 leadership in the United States and Canada. 
il 


>bThe Accepted Standard Zinc Plate... ZOMOQ=:ZINC . . this metal, melted 


and cast in the electric induction furnace, is known far and wide for its high uniformity and its clean, quick 
etching qualities. 


>+ Unexcelled for Long, Direct Press Runs. . A=Z¢ALLOY . . this metal is 


also cast in the electric induction furnace. It is unsurpassed in uniformity and admirably meets the need for a 
tough, quick etching metal for long direct press runs or multiple mat work. 


>+ For the Most Exacting Requirements .. MALLOY:-METAL , . Here isa super- 


alloy of the finest texture, quick smooth etching and long wearing qualities. It stands up under heat and has 
a toughness after the severest burning-in superior to any other zinc base alloy on the market. Permits accurate 
re-etching and hairline color register. 


>The Ideal Metal for Newspaper Rotary Press Work .. ZOMO ALLTONE . . 


A properly tempered, flat, and tough polished zine sheet. 27 one-thousandths of an inch in thickness. It can be 
bent sharply to fit snugly around the shell of the cylinder press. 


>A Finish of Microscopic Accuracy .. The NEW MACHINE CUT FINISH .. 


This new finish is made possible by a new machine and a newly developed cutting abrasive. It offers a new 
freedom from ridges, scratches, and uneven surfaces. Zomo Zinc, A-Z Alloy, and Malloy Metal are also sup- 
plied in the standard time honored pumice finish, and in the highly polished Buffed Finish. 


>4 The Back which Eliminates Asphalting .. BACKOTE . . 4 thin acid-resistant metallic 


coating pre-applied to the backs of Zomo Electric Zinc, A-Z Alloy, and Malloy Metal. Saves time and materials 
by eliminating the use of asphaltum or shellac on the backs of engravers’ sheets, and assures a more perfect 
finished engraving. 











Leading metal suppliers in the United States and Canada carry stocks of these metals. 
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Philadelphia 


IMPERIAL TYPE METAL CoO. 


New York 


Los Angeles Chicago 





LINOTYPE METAL. Only one grade 
—the best. Long life and drosses 
slowly. 


MONOTYPE METAL. Three formu- 
lae: (a) Standard, (b) Special, (c) 
Foundry, or very hard. 

VITALLOY 160. Superior to Standard 
or Special Monotype. 75° to 125° lower 
casting temperature, smoother face, 
greater solidity. 


VITALLOY 240. Superior to ordinary 
foundry metal —100° to 150° lower 
casting temperature, flint hardness, 
smoother face and greater solidity. 
Easy to cast. 


STEREOTYPE METAL. Thoroughly 
mixed — low dross — cast 550° to 625°. 
Satisfactory for all kinds of casting 
boxes. 


ELECTROTYPE METAL. Excellent 
for curved plates as well. 


PLUS METAL. Imperial’s adjusting 
alloy. In exchange for the dross an 
equal weight of the proper Plus Metal 
is shipped to the customer. Restores 
to the supply those ingredients or 
richness lost in the form of dross. 






SANOT art TYPE ME CUTS Oe 





Pan Type 
Mold 
Produces 
Small 
D Convenient 
ry Powder Monk 
Type & Wax Fluxes To Meet — All T f 
Type Fluxes Your Needs Sea 


Skimmers 






Dross Drums—three The Modern Mold — with new patented slot- 














sizes of these steel Periodic ted-eye feature, eliminates removal of pig 
containers in which : from hook. No burnt fingers. Heat insulated 
to accumulate dross Free Analysis fibre handles. Removable and adjustable 
loaned free to metal Envelopes— Metal skid to dump pigs. Adjustable flange foot 
users. Available on Request Thermometers for leveling. Water-cooled. 
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VULCAN 








Vulcan Proofing Company 


First Avenue and Fifty-eighth Street, Brooklyn, NewYork 





Manufacturers of Offset Blankets, Newspaper Press Blankets, and Inking 
Rollers for Newspapers, Commercial Printers, and Lithographers 


Newspaper Press Blankets 


A wide range of Vulcan cylinder packings is available, 
including Vulcan’s famous non-felt blanket combination— 
No. 67 Oil-Proof Top Blanket and No. 76 Cork Under- 
acking—and various felt and draw sheet combinations. 
The felt blankets are furnished with rubber, cork, or an 
oil-proof underpacking, while Vulcan Draw Sheets are 
commonly used with combinations of cork and rubber. 


VULCAN NON-FELT BLANKETS are worth special men- 
tion. Combined with our No. 76 Cork Underpacking, this 
blanket provides a BALANCED packing ... hard enough for 
sharp, clean printing, and resilient enough to compensate 
for normal surface variations in stereotype plates. It makes 
the most of the better stereotyping which many newspapers 
are getting today. These blankets are absolutely oil-proof 
and have a smooth-as-glass printing surface. They are free 
from bolstering and ghosting, and they do not creep on the 
cylinder. This packing is especially good for picture pages, 
small type, and heavy solids, and the first-cost is little more 
than that of a draw sheet combination. 


Vulcan Non-Felt Press Blankets were originated, devel- 
oped, and are manufactured and sold exclusively by the 
Vulcan Proofing Company ...completely protected by 
U. S. and foreign patents. 


Vulcolastic Rollers (for Newspapers) 


Vulcan’s non-rubber Vulcolastic Rollers are literally only 
half as hard as rubber rollers, with a laboratory test reading 
of 20 as compared with 40 for rubber. This makes possible 
a very light setting against the printing plate, with many 
resultant advantages. Vulcolastic Rollers are doing a fine 
job in some of the country’s best newspaper pressrooms, 
and the savings effected by their durability can’t be 
ignored. 


Here are the principal features of these rollers: 

1. Efficient and uniform distribution of ink at all speeds. 

2. Unaffected by heat, cold, or humidity, or by sudden 
changes of temperature. 


3, Less resetting. Many Vulcolastic Rollers have run for 
two years and more without resetting. 


4, Easier to set and the setting is lighter. Hence, no roller 
jumps, better printing, less ink consumption and less 
wear. 

5. Regrinding of Vulcolastic Rollers—at long intervals— 
is only a polishing operation. 

6. Durability. Some Vulcolastic Rollers are starting their 
eighth year of dependable service. 
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7. Finally, in case of fire Vulcolastic Rollers will not sup- 
port combustion. Some newspapers today are refusing 
to buy rollers which do not have this characteristic. 


Gelastic Rollers (for Commercial Printers) 


Vulcan Gelastic Rollers are used on all types of letterpress 
printing equipment, from the smallest jobbers to the largest 
magazine presses. They have cut roller bills to a fraction 
of former costs in many pressrooms, partly because of their 
durability, but mostly by preventing press delays due to 
roller troubles—such as melting, hardening, cracking, 
face peeling off, mucky print, etc.—not to mention the 
frequent resettings which are eliminated by Gelastic Rollers. 





Other features of Gelastic Rollers: 


1. They are soft, resilient, and positively uniform in diam- 
eter—insuring superior distribution and more uniform 
color, particularly on modern high-speed presses. 

2. They are unaffected by temperature changes—giving 
dependable service in the hottest Summer weather as 
well as during the cold months of the year. 

3. They are impervious to oils, driers, washes, etc.—do not 
swell, shrink, chip, or crack. 

4, They are equally efficient as form rollers, distributors, or 
as ductor rollers. 


Offset Blankets 


No. 33... for metal decorating. Used in practically all 
metal decorating plants throughout the country. 

No. 50... for all kinds of offset printing on paper. Used by 

a majority of Offset Printers and Lithographers. 


Features of Vulcan Offset Blankets: 

1. Minimum swelling. By actual test, Vulcan Blankets 
have only HALF the average amount of swelling that is 
common to all other offset blankets. 

2. Sheet does not tend to cling to the blanket. Hence... 
cleaner, sharper printing, and better register on multi- 
color work. 

3. Free from embossing, debossing, and stretching. 

4, Smooth, fine-textured surface, with a flexible, pliable 
body construction. 

5. Recommended (No. 50) for the finest screen work and 
for difficult multi-color jobs requiring hairline register. 


Litholastic Rollers (for Lithographers and Offset Printers) 

Like Vulcan Offset Blankets, these rollers forestall many 

troubles and delays, promote better presswork, and reduce 

roller costs. 

Features: 

1. Entirely non-rubber. Unaffected by oils, driers, etc., 
or by heat or cold. 

2. Free from swelling. Surface does not become pitted. 

. Excellent distributing qualities. 

4. Good for use with quick-drying inks, as well as with 
ordinary types of oil-base inks. 

5. Do not accumulate lint. 
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WETTER NUMBERING MACHINE ¢0. 


ATLANTIC AVE. at LOGAN ST. BROOKLYN, N. y, 


es 


WE ER NUMBERING MACHINES 


WHAT TO LOOK FOR IN 
BUYING NUMBERING MACHINES 


Fifty-five years devoted to the manufacture of typographic 
numbering machines exclusively has shown that the fol- 
lowing ten points, collectively, are essential in order to 








WETTER 
CONSTRUCTION DETAILS 


As the originator of the self-contained plunger-operateg 
machine, Wetter has always embodied in its machines all 
possible constructional advantages such as: 


secure machines that will stand up in service and pro- ane : ; ’ 
duce good results for many years. 1. Rigid frame complete in one single piece, ma- 
pe hi f ina f , chined out of solid steel. 
. Is the machine of standard manufacture 2. Oval shaped plunger supported on all sides 
s s = . at 
2. Is the frame of the machine one solid piece of every point. It will not tilt and smudge work, 


steel? 


even after many years of hard service. 


“ — bear REE A: so RS 3. Unique oblique type of drop cipher with extra 
4. Is the engraving on the wheels clear, clean-cut large supporting foot on wheel-shaft, produc- 
and deep? ing many times the strength otherwise ob- 
5. Is the plunger low? tainable. ; ; 
6. Do the figures on the various wheels align 4. The wheel-shaft is made of drill rod and has a V- 
accurately? slot extending to the outside of the one-piece 
7. Is the engraving of a standard face, allowing frame. This makes oiling easy and carries the 
for interchangeability? lubricant to all wheel bearings. 
8. Is the drop cipher a snug fit with ample bearing 5. All standard Wetter Machines are even picas in 
on the wheel shaft? length. 
§. If the machine is a type, does it take 6. On the Lock-Wheel model, the lock is an integral 
10. A mane sonen im ¢ 0 oe 4 a > part of the mechanism, not an accessory. For 
- Are wearing parts hardened to withstane wear this reason the machine requires no extra 


Wetter Numbering Machines embody all 
the above essentials and many more. 


space in the form and will not over-run at any 
speed possible on a flat-bed press. 


WIDE CHOICE OF MODELS 


Wetter Numbering Machines embrace a wide variety of models, 
standard and special, for use on flat-bed and rotary presses of all 
types. Among the most widely used models, are the following: 


WETTER 


WETTER HIGH-SPEED LOCK-WHEEL 


WETTER NONPAREIL 





NUMBERING MACHINE 





. ; 

Pi 

WETTER ae | 
Barensea 


@aA type-high model for use on large-cylin- 
der, automatic, and platen-type presses. An 
all-around machine suitable for the great 
bulk of commercial numbering work. Avail- 
able with Gothic or Roman figures; operating 
forward or backward, with solid plunger or 
removable ‘‘No.”’ slide. Skipping wheels and 
cams for duplicating, triplicating, etc., are 
available. 


Cash Sales Slip 
Midget 


Center-Driven 
One-Inch Wide 
Three-quarter Inch Wide 


NUMBERING MACHINE 


WETTER, NEWYORK, U. 





@ A type-high model for use on small-diam- 
eter, high-speed cylinder presses. Guaranteed 
not to overthrow wheels at any flat-bed press 
speed — the key to fast, accurate numbering. 
Available with Gothic or Roman figures; oper- 
ating forward or backward, with solid plunger 
or removable ‘‘No.”’ slide. Skip wheels and 
duplicating, triplicating, etc., cams inter- 
changeable with Nonpareil model. 


OTHER MODELS 


Condensed 
Over Type-High 
Special Machines to Suit Special Requirements 


ROTARY MODELS 





@ Available for all types of rotary presses for 
parallel or right-angle mounting, in any de- 
sired number of wheels, forward or backward 
operation. Furnished with skip wheels if re- 
quired, Gothic or Roman numerals. Exclusive 
design greatly reduces lock-up time. Grinding 
of face of figures insures clear, sharp im- 
pressions as well as unusually long service-life. 


Duplex 
Reverse End 


All Wetter Numbering Machines are guaranteed 
against defects in materials and workmanship. 


Our Engineering staff is at all times interested in assisting 
in the solving of your numbering problems. 
Unique, self-indexing book ‘‘Numbering for Profit’’ con- 


CONSULTATION 


tains valuable, practical information on the choice, care 
and profitable use of numbering machines. Copies avail- 
able on request. 





@ SERVING THE PRINTING 


INDUSTRY FOR OVER 55 YEARS ® 
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SAM’L BINGHAM’S SON MFG. CO. 


J | FACTORIES FACTORIES 
CHICAGO—MAIN OFFICE MANUFACTURERS OF KALAMAZOO OKLAHOMA CITY 
| ATLANTA DES MOINES ‘ KANSAS CITY PITTSBURGH 
CLEVELAND pronto » 4 | N T ib iy S ie O L A o o S MINNEAPOLIS SPRINGFIELD, O. 
DALLA INDIANAPOLIS * NASHVILLE ST. LOUIS 


al | LITHO-OFFSET ROLLERS 











Most Versatile and Efficient Printing Press 
Roller Coating Machine on the Market 


@ Semi-Automatic in Operation 

e Three Coating Speeds 

| e Three Thicknesses of Coating Possible 
@ Heated with Oil 


} fr Assures Peak Performance in Coated 
| , eae 

Rollers when used in conjunction with 
| BINGHAM COATING BASES and 
| | BINGHAM COATING COMPOSI- 
TION. 














For full Particulars, write 


| ~~ SAM’L BINGHAM’S SON MFG. CO. 






Pm icity 
% 
i 











SAM'L BINGHAM's ON we 
COATiW MA a 
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DESCRIPTION 


The KLUGE AUTOMATIC PLATEN PRESS 
is a complete unit built by Brandtjen & Kluge, 
Inc. It is manufactured in two sizes, 10x15 and 
12x18 in several models. The standard model has 
an inking system with 2 distributor rollers, 4 
form rollers and 3 steel rider and vibrator rollers. 
The 4-roller model eliminates the distributor 
rollers and rider and the fountain is mounted so 
that the top form roller contacts the fountain 
rollers. 


USES 


The KLUGE AUTOMATIC PLATEN PRESS 
is exceptionally versatile and will handle auto- 
matically virtually any weight of paper from the 
lightest tissue to the heaviest card and board. 
Its unique distribution system and its absolutely 
rigid impression make it capable of producing 
printing long considered outside the scope of a 
platen press. 








KLUGE AUTOMATIC PRESS (6 Roller ) 


BRANDTJEN & KLUGE, Inc. 


Saint Paul, Minnesota 


SPECIFICATIONS 
DISTRIBUTION 


2 distributor rollers with steel rider 
4 form rollers with 2 steel vibrators 
Controlled fountain rotation 





KLUGE AUTOMATIC PRESS (4 Roller 


Fountain and disc full width of form 

12x18 fountain has 17 adjusting screws 

16x15 fountain has 14 adjusting screws 

Worm gear driven disc 

Positive control of disc rotation 

Ground disc 

Disc drops for quick washup (6 roller press 
only) 


Micarta roller trucks — silent, non-skid — 
2 sizes furnished 


Positive vibrator tension adjustment 
Aluminum roller saddles 
Permanent spring retaining pins for rollers 


IMPRESSION 


Stationary backshaft 
Locked throwoff 
5 platen adjusting screws 
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BRANDTJEN & KLUGE, INC., 


ST. PAUL, MINNESOTA 





—_ 


CONSTRUCTION 


4 piece frame 

Balanced flywheel 

Upper reciprocating parts aluminum wher- 
ever possible 

Extra heavy side arms, shafts and gears 

Double row ball bearing cam rollers 

Weight scientifically balanced with low 
center of gravity 


SIZES 

12x18 Maximum sheet............... 1444x194 
Minmionuem aheet......... 2... 56002505. 2x3 
Beside CIUOD .. 5... 2. 6 ee eens 12 x 18 
Inside skeleton chase.............. 13 x 19 
Rollers diameter................. 2 inches 
| a 3450 Ibs. 
Width (overall)................. 56 inches 
Length (overall)................ 82 inches 
ERS reece ea ee eee oee rage 3000 per hour 

10x15 Maximum sheet ............... 12 x 16144 
Minimum sheet..................... 2x3 
Imeide clanee .............2.000 0 eee 10 x 15 
Inside skeleton chase ........... 10% x 16 
Roller diameter ............... 124 inches 
re 2500 Ibs. 
Width (owewell)................. 48 inches 
Length (overall)................ 74 inches 
GR oie gens eens 3500 per hour 


OTHER MODELS 


DIE CUTTING PRESS. This press does not 
have the inking system. A second flywheel with 
special bearing is added to the regular press 
to provide greater follow through on heavy work. 


COMBINATION DIE CUTTING & PRINT- 
ING PRESS. This is the die-cutting press plus 
the standard KLUGE distribution system. 


KLUGE AUTOMATIC 


PLATEN PRESS FEEDER 


The KLUGE AUTOMATIC FEEDER is made 
to attach to either old series or new series C & P 
Platen presses and is built for 10x15, 12x18 and 
craftsman presses. This automatic feeder makes 
an automatic unit out of an open press and 
greatly increases production. It will handle the 
same wide variety of weights and sizes of stock 
as the KLUGE FEEDER which is built into the 
KLUGE AUTOMATIC PLATEN PRESS. 





ar 








KLUGE AUTOMATIC PLATEN PRESS FEEDER 
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() W. S. WARNOCK COMPANY 


1524 JONQUIL TERRACE, CHICAGO, ILL. 


The adoption of up-to-date 
equipment in the production of 
fine printing is a necessary step in 
the right direction and especially 
in the use of modern and sub- 
stantial BLOCK AND HOOK 
equipment. 

It will pay you to make a thor- 
ough investigation into our prod- 
ucts for they lead all the rest in 
quality, rigidity, accuracy, and 
labor saving features. 

The new Warnock Diagonal 
Block Number Two is made in 6x6 
inch sections. All our bases are 
made of STEEL, are guaranteed 
to wear indefinitely, are free from 
defects and guaranteed against 
breakage by long and continuous 
use. 

The block is of DROP FORGED 
STEEL, eliminating all blow-holes 
in the base, and gives greater 
strength and a closer grain than 
can be obtained in a casting. 

The 6x6 Steel Honeycomb Base is 
the last word in this style of base — 
each section is doweled at the cor- 
ners — holding the sections in per- 
fect alignment — the holes are 
tapered to add strength and rigid- 










RE THE WARNOCK 


ity to the base. Each section inter- 
locks — one with the other — with- 
out any justification. 


The hooks for Honeycomb Base 
are positively locked in the base 
and cannot drop or pull out in con- Diagonal Block No, 2 
stant use or when plates are re- — 
moved. 

The convenient size of the 6x6 
eliminates the handling of about 1 
and 14 the pieces that would be 
necessary with smaller sections. 





Fig. 5 
Wide Medium Narrow Low 

A POSITIVE LOCKED QUOIN 

The Warnock Quoin is made of hard bronze, with 
a tool steel hardened depressible lock pin, tem- 
pered to last a lifetime, assuring long and con- 
tinuous use. With this new LOCK QUOIN all 
worry and fear are removed. You can rest assured 
that it will remain where put, and will never work 
loose on the longest runs. 


Fig. 3A—Key 





Non-Slip QUOIN 
Made of Hard 








SHUTE BOARD FOR BEVELING PLATES przS | 
Use plane — without shoe — for straight edge on — 


plate. Use thick shoe under plate for 20 degree bevel. 
Use thin shoe under plate for under cut on plate for 3) CET 


narrow margin. 
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Bronze. Stronger 
than malleable 
iron and capable 
of the most se- 


vere wear. Fig. 4 Fig. 3B 
Plate Shifter Key Bit 





Fig. 4A—Bit 


7—Non-Slip Quoin 


/ STRAIGHT 
fSOGCE 


3x3 
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e TINGUE, BROWN & CO. * 


114-120 East 23rd St. 1227 Wabash Ave. 723 East Washington Blvd. 
NEW YORK, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. 


t Canadian Sales Agents: ROSS WHITEHEAD & CO., LTD., Montreal, Canada 3 
at ae . cence a — ~ J© 











DRAW SHEETS 


BLACK FACE 


The hardest, cleanest printing 
surface. An all-around durable 
Drawsheet of long life. 


Gauge .024 


| BLANKETS 


WOOL FELT BLANKETS 


| | ; Gauges .063 and .083 


IMPROVED SATISFACTION 


Coated with ‘‘Cavalprene’’, by 
DuPont, on a fabric that has 
beenimpregnated with 
Neoprene. 


COATED FELT PRINTING 
BLANKETS 


(Coating by DuPont) 


Gauges .063-.070 
.070-.084 


-085-.099 Gauge .024-.026 


“CUSHION CORK” BLANKETS 


Highly resilient and recom- 
mended as the underpacking 
for Tingue Felt (coating by 
DuPont) or in combination 
with ‘‘Foundation”’ Blanket or 
‘‘Tinguecork’’ where a draw- 


SATISFACTION 


Coated with ‘‘Cavalprene’’ by 
DuPont, on a fabric base. This 
drawsheet is firm, durable, eco- 
nomical, and of long life. 





| sheet is used. Gauge .024 
Gauges .059-.075, .076-.092 
| Sea a aap a: 
i heen =‘ TINGUECORK’’ BLANKETS BROWN FACE 





Much firmer than cushion cork 
and preferred where precision 
plates are available as a com- 
panion blanket for ‘‘Tingue”’ 
Felt (coating by DuPont). 


Gauge .055-.075 and .076-.090 


Pyroxylin Coating on a fine 
weave duck. A strong, durable 
Drawsheet that will stand 
many abuses. 


Gauge .016-.018 


‘*FOUNDATION”’? BLANKETS 


A‘firm, oilproof underpacking, 
laminated by DuPont with 
‘‘Neoprene’’ for use in com- 
bination with ‘‘Cushion Cork’’, 
“TINGUECOR K” and 
‘““*TINGUE”’”’ Drawsheets or Felt. 


Gauges .058-.075, .076-.090 


GOLD TYMPAN CLOTH 


An old favorite for Flat Bed 
Presses. Skivered metallic sur- 
face accepts excess ink and 
flakes it off without smudging. 


Gauge .012 








STOCKED IN ALL STANDARD SIZES e SPECIAL SIZES MADE TO ORDER 
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C&G SAW TRIMMERS 


C&G MODEL 3-A— The Saw Trimmer that will out perform all others on the market 
Recommended for the better plants requiring one good saw trimmer and for the larger 
plants needing a battery of heavy duty saw trimmers. The large 18 by 30 inch table and 
balanced raising and lowering mechanism for saw arbor facilitates easy handling of 
cuts. Slugs and strip material sawed readily from 9 points to 135 picas. This space too 
limited to describe its many outstanding features demanding your attention. See jt 
demonstrated or write for further details. No job too large or too small to be 
handled efficiently with the Model 3-A. 















C&G MODEL 2— For many years the No. 2 C&G Saw Trim. 
mer has brought efficiency and profit to thousands of com. 
posing rooms. It has been said repeatedly that the No. 2 ig 
the fastest slug saw ever offered to the trade. During these 
years fundamental principles in machine design have made 
the No. 2 C&G a leader in productivity, safety, accuracy and 
economy. Recommended as an all purpose saw for the inter- 
mediate plants and as a utility machine in plants equipped 
with larger saws. 


C&G SAWLINER — The Sawliner has a 
wide range with its large table and 72 
Pica Gauge. It is priced so that every shop 
can now afford a saw and to permit the 
purchase of several as auxiliary saws in 
the larger commercial plants and for use 
in ad alleys in the larger newspaper 
offices. Furnished as bench 
machine, cabinet model or 
portable on wheels. Also 
ideal for engraving plants. 
Illustration shows cabinet 
model. 















No. 3-A Saw Trimmer 


OUR GUARANTEE 
—Every C&G product 
is performance-guaran- 
teed, and you can place 
your order with an 
understanding that you 
have the privilege to re- No. 2 Saw Trimmer 
turn equipment within 

ten days should you find 

it in any way misrepre- 

sented by us, and any 

money paid on same will 

be refunded. 

THE C&G ROUTER AND TYPEHIGH is equip- a ee 
ped with a 14 H.P. Universal Motor having a speed 
of 15,000 R.P.M. Its rigid construction makes 
high production, accurate routing possible. 
Table raising mechanism and type-high gauge 
puts this machine far ahead for type-high plan- 
ing. Router can also be used for mortising shell 


casts. 





C&G JIGSAW, ROUTER AND TYPEHIGH — A complete machine 
for routing and jigsaw operations facilitating the preparation of cuts 
for the press in your own composing room. Costly delays for correc- 
tions, changing key numbers, mortising, routing high spots and 
finishing cuts to exact type-high are eliminated with this unique 
machine. 

Jigsaw and Router Planer have individual motors providing proper 
operating speeds for all operations. Router end serves as drill for 
jigsaw. 

List of users includes some of the finest plants in the country. Write 
for detailed information and list of users in your vicinity. 





Router and Typehigh 


Router, Jigsaw and Typehigh 


MILWAUKEE SAW TRIMMER CORPORATION 


612 EAST CLYBOURN STREET MILWAUKEE, WISCONSIN 
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C&G MATERIAL CABINETS, WASTE RECEPTACLES, 


SAW BLADES, 


JIGSAWS, DRILLS, 


ROUTER BITS. 













C&G ANGLE GAUGE 
Has a wider range and 
is more flexible than 
any similar device. The 
C&G Angle Gauge is an 
attachment for the 
Model 3-A Saw and 
with it the scope of the 
Model 3-A has been 
broadened. A full range 
of angles from 2 to 90 
degrees can be sawed 
with slugs, strip ma- 
terial and base. Unsur- 
passed for sawing 
wedges to block in 
angle boxes and base 
material for blocking. 


C&G UNIVERSAL 
SAW GRINDER 


Can be used on all C&G 
Saw Trimmers for 
sharpening Universal 
Blades. 

Attaches by clamping 
into workholder and 
the complete operation 
of removing the blade, 
sharpening and placing 
it back onto the ma- 
chine takes less than 
five minutes time. 
TRIMMER GRINDER 
for C&G Saw Trimmers 
is used in the same 
manner. 

Information furnished 
upon request. 


C&G UNIVERSAL SAW BLADES 


A patented blade made of high speed 
tool steel and designed especially for 
use on C&G Saw Trimmers. Guaran- 
teed to stay a at least three times 


longer than ordinary 
blades when sawing 
slugs and stereotypes, 
and can be used for 
brass, copper, zinc and 
wood. Clearance built 
into the teeth elimi- 
nates necessity of 
swage or set. 


C&G Universal Saw 
Blades may be used on 
other saw trimmers 
but give most effici- 
ency when used on 
C&G Saws and sharp- 
ened with the C&G 
Saw Grinder. 


Blades in stock for all 
saw trimmers and 
stereotype saws and a 
complete saw sharp- 
ening service. 


C&G JIGSAWS, ROUTER 
BITS, DRILLS AND 
BROACHES — Complete 
range of all sizes for all 
machines kept in stock 
for immediate shipment 
and guaranteed of finest 
steel for long service. 


Order in dozen lots for 
best prices. Mixed sizes of 
any one item are per- 
mitted. Write for com- 
plete price catalog. Specify 
make of your machine or 
send sample. 





C&G STRIP MATERIAL CABINETS 
length 2414”, 
width 13’. 27 compartments for sepa- 
rating rule, border, leads, slugs, high 
and low base, etc. Has work table and 
open section at top for saw trimmer 
attachments, base or cuts. Price $35.00. 


No. 22: Height 34”, 


No. 23: Height 
2714"’, length 
2014”, width 15”. 
Compartments 
for leads, slugs, 
high and low base 
and will accom- 
modate double 
column galleys. 
Top serves as gal- 
ley rest and lower 
section for base 
storage. 


Price $25.00 
No. 23 


C&G WASTE RECEPTACLES 


Keep your floors clean with waste 
receptacles — and save metal by 
keeping it clean. Handy for dump, 
makeup and ad room. 

No. 20 — 16” high, 16” long, 11” 
wide; handle swivels to height of 
26’’. Made of heavy sheet steel; has 
capacity of 1567 cu. in. Shipping 
weight 41 lbs. Price, with iron 
wheels $14.50; with rubber tired 
wheels $17.50. 

No. 20—regular equipment with 
No. 3-A. 

No. 21 — 14” high, 19” long, 1314” 
wide; back wall from which handle 
projects is 16” high; handle swivels 
to 26’. Made of same material, ca- 
pacity 2000 cu. in. Shipping weight 
52 lbs. Price, with iron wheels 
$16.50; with rubber tired wheels 
$19.50. 











No. 22 





Cy 


No. 21 


(A OD 








MILWAUKEE SAW TRIMMER CORPORATION 


MILWAUKEE, WISCONSIN 


612 EAST CLYBOURN STREET 
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DEXTER FOLDER COMPANY 


PEARL RIVER, NEW YORK 


BOSTON 
185 Summer Street 


NEW YORK 
330 West 42nd Street 


PHILADELPHIA 
Lafayette Building 
Fifth and Chestnut Streets 


ATLANTA 
Dodson Printers Supply Co. 
231 Pryor Street, S.W. 





ST. LOUIS 
2082 Railway Ex. Bldg. 


DENVER 
A. E. Heinsohn 
1441-47 Blake Street 


CLEVELAND 
2391 Fenwood Ave. 


SAN FRANCISCO 
LOS ANGELES-SEATTLE 
Harry W. Brintnall Co. 


CHICAGO 
117 West Harrison Street 


DALLAS 
J. F. Carter 
5241 Bonita Avenue 


CLEVELAND FOLDING MACHINES 


The Four Models of Cleveland Folding Machines cover 
the entire range of paper folding from 3x4” sheet size to 
39x64” sheet size. Each Cleveland model makes practically 
every type of fold needed in the sheet sizes it will handle. 
Clevelands are unequalled for speed, variety and accuracy, 
Let us help you determine the model best suited to your 
needs. 


Model ‘‘W’’ — 5 Fold Plates—3x4”’ to 14x20” 
Model ‘‘OO”’ — 9 Fold Plates—4x5”’ to 22x32” 
Model ‘‘MM’’—11 Fold Plates—5x7” to 28x58” 
Model ‘‘K’’ —10 Fold Plates—7x10” to 39x64” 


DEXTER SUCTION PILE STREAM FEEDERS 


The new type Dexter Feeders provide for accurate, uni- 
form register of sheets at present day high press speeds. 
With stream feeding sheets travel to the guides at only 


THE DEXTER RELOADING 
STREAM PAPER FEEDER 


handles the great variety of 
papers used on flat bed, sheet fed 
rotary and offset presses. Built 
for all sizes from 28x40” up to the 
largest presses built. Ask for 
literature. 


OTHER TYPES OF BINDERY 
EQUIPMENT 
CROSS CONTINUOUS FEEDERS 
DEXTER JOBBING FOLDERS 
DEXTER DOUBLE SIXTEEN FOLDERS 
DEXTER QUADRUPLE FOLDERS 


BOSTON STITCHERS 


ROSBACK AND LATHAM PUNCHES, PERFORATORS 


AND DRILLS 


Literature on any of this equipment may be obtained 


from the home office or any branch office. 
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one-fourth to one-sixth the printing speed of the press, 
assuring accuracy at high production on all weights and 
kinds of stock suitable for printing. 


THE DEXTER 
CONTINUOUS RELOADING 
CARDBOARD FEEDER 


is equipped with reloading fea- 
ture which enables continuous 
operation with no stops for re- 
loading. Handles board up to 45 
points. For Presses and Cutters 
and Creasers of all sizes. Ask 
for literature. 


THE BRACKETT TRIMMER 


is unequalled for accurate, uniform cutting and trimming 
of booklets one-up or in gangs, label cutting, tablet, sales 
book, insert and many other cutting and trimming 
operations. Fast and accurate beyond your expectations. 
Ask for literature. 
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WILLIAM C. HERRICK INK CO., INC. 


330 West Thirty-fourth Street, New York, N. Y. 


Every PACKAGE of ink manufac- 
tured by the William C. Herrick Ink 
Company contains that indefinable 
quality which can only be compounded 
into inks by precisely controlled meth- 
ods and a wilful desire that our inks shall 
produce the results claimed for them in 


the pressroom. 










PRINTING 
LITHOGRAPHING 


and 


NEWS 
* 


Bronzes and Varnishes 





Herrick Representatives and Territory Covered by Each: 


P. O. ROBERTS, 825 Commerce Bldg., Rochester, N. Y. WARREN J. HUSS, 362 Laughlin Road, Stratford, Conn. 
(Upper New York State) (New England States and Middle-West) 
DONALD A. ROBBINS, Tannersville, Pa. HARRY L. LEYLAND, Hotel Charlotte, Charlotte, N. C. 
(State of Pennsylvania) (North and South Carolina) 
ROBERT VAUGHAN, Jr., 626 Biscayne Drive, West Palm MILTON O. JONES, 3909 Windom PI., N.W., Washington, 
Beach, Fla. D. C. : 
(Florida and Georgia) (Virginia, W. Va., Maryland and Washington, D. C.) 


J. C. MENKE, 330 West 34th St., New York City 
* (New York City, New Jersey and Long Island) * 
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AUTOMATIC SAW SHARPENING co. 


735 E. OHIO STREET 


INDIANAPOLIS, IND. 





NEW SAWS FREE 


COMPOSING ROOM 


ENGRAVING DEPT. 


‘al STEREOTYPE DEPT. 


Send us your order for a book 
of 10 sharpening coupons 
at $6.50 which includes re- 
turn postage paid by us. 


| 
wo SS 


These coupons can be used for sharpening 


Ree Sie BO i. «oe oe os 1 Coupon 
Linotype or Inter. Back Knives... ..-. 1 Coupon 
Linotype or Inter. Side Knives....... 4 Coupons 
ee eee ee 14 Coupon 
Rouse Band Saws........-----+++5: 
ON ee rs 


Also knives and cutters for 
other machines. 


After 3 books of coupons 
have been purchased you will 
be given FREE a new saw 
up to 10” in diameter. 





MONOAQUA COOLER 


| LINOTYPES 
Fad MONOTYPES 
ELRODS 
CONVENIENCE — Machines can be placed where water 


pipes are not available. 


PRODUCTION — Increased because the molds are the 


same temperature as the room. 


SAVING — Water bills, plumbing bills, removing lime 


from water jackets. 








The Monoaqua Cooler can 
be installed to any ma- 
chine in a few minutes, It 
requires six quarts of soft 
water, which is circulated 
by a noiseless gear pump, 
cooled by the means of 
two fan cooled radiators. 
It is driven direct from the 
machine, requiring no 
extra power. It is con- 
structed of the very best of 
material and will give 
years of satisfactory ser- 
vice. Write for further in- 
formation. 


PRICE COMPLETE 
FOR 


LINOTYPES 
MONOTYPES 
r? $70.00 
ELRODS $90.00 

















DIXON ROUTER 


ROUTS — STEREOTYPE, ZINC, COPPER, 
WOOD, ELECTROTYPES, LINOLEUM 


The Dixon Router is a radial arm two hand control ma- 
chine, which makes it possible to rout quickly and accu- 
rately. It is equipped with a ball bearing, 18000 R.P.M. 
one-quarter horse power motor. Cuts can be routed from 
the smallest size to one 
full-page size, held in 
position by clamps on 
the bed. The motor is 
raised and lowered by 
a hand wheel to the 
desired routing depth. 
The machine is equip- 
ped with a cord and 
plug to attach to any 
light socket, an assort- 
ment of router bits, and 
light fixture, complete, 
ready for operation. 
Write for further inform- 
ation. 


Bench Model 
$110 
Pedestal Model 
$140 








THE ORIGINAL AND GENUINE 


Dixon’s Mold Polish 


USED THE 
WORLD OVER 
FOR 20 YEARS 





HALF LB. CAN 75c 


The genuine Dixon's Mold Polish is black. For Linotype- 
Intertype-Monotype-Ludlow molds and mouthpieces. Can 
be used where a polished and lubricated surface is required. 


Dixon Mold Polish quickly cleans and polishes without the 
slightest injury, leaving a mirror like lubricated surface, 
which eliminates stuck slugs. Dixon Mold Polish quickly 
removes the dross and metal on the back of the mold as 
well as the mouthpiece and air vent. Dixon Mold Polish will 
increase production and improve the material from your 
typesetting machine. Ordera can or supply from any 
of the MERGENTHALER LINOTYPE AGENCIES, or 
AUTOMATIC SAW SHARPENING CO. 








, Te 








AGENTS FOR ALL MAKES OF PRINTING EQUIPMENT 
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~ RR. R. ROBERTSON 
RKR > 


400 WEST MADISON STREET, CHICAGO, ILL. 


Manufacturers of Equipment for 


PHOTO-ENGRAVING, LITHOG- 
RAPHY, ROTO-GRAVURE AND 
COMMERCIAL PHOTOGRAPHY 








COMBINED DIAPHRAGM AND 
ARC LAMP CONTROL 


Equipment for all types 
of plate making 


CAMERAS, LENSES, ARC LAMPS, SCREENS, 
DIAPHRAGM CONTROLS, VACUUM PRINT- 
ING FRAMES, PLATE WHIRLERS, MAKE-UP 
TABLES, TEMPERATURE CONTROLS, FILM 
CUTTERS, RETOUCHING STANDS, INKING- 
UP TABLES, VACUUM FILM HOLDERS, 
POSITIVE HOLDERS, AUTOMATIC TIMERS. 


A new and complete catalog of R. R. Robertson 
Equipment for Plate Making is just off the 
press. Be sure to get your copy. 




















| 


VACUUM PRINTING FRAME PLATE WHIRLER 





ZINC ETCHING MACHINE 
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e a 
200 Diamond St., Brooklyn, N. Y. — 2246 W. Hubbard St., Chicago, Ill. — 4101 Curtis Ave., Baltimore, Md. 
785 Bryant St., San Francisco, Cal. 


For the COMPOSING and REMELT Departments 


eel 


= = As metal smelting specialists, we are able to 
offer to the printing industry the benefit of our 
knowledge of furnaces for remelting type-metal 












The BIG CHIEF and Designed 
LITTLE CHIEF an 
REMELTERS 






Equipped with Quick-heat muffler and 


> employing a new method of insulation 
which reduces the time of remelting and 
Little Chief designed for the cost of fuel used, by from 30% to 


50% below that required by most of the 


medium sized plants. No 4 ; 
type-metal remelting furnaces now in 





chance of joad fumes etl use. Designed for heating by gas and 
ing while Remelter is in electricity. The Big Chief is also designed 
operation. for heating by coal with auto-stoker. 
The Double-Ear Slip-Off Ingot 


and the 
MOLDS IN WHICH TO CAST THEM 


















Twin Eight (16 Cavities) 
Water-Cooled Mold 
Double-Purpose Model 





UNITED AYR aAS METALS 











THE ROLL-OVER AIR-COOLED MOLD 














The Double-ear Slip-off ingot slides off the hook 
into the pot when the ingot has melted down to the 
ear. All United American Metal for feeder use is 


AN CONTINUOUS FEEDER «2° in Slip-off ingots. 


THE JORD 
* For remelting, the ingots are cast in Twintype 
For the Linotype, Intertype, Ludlow, Elrod, water-cooled and Roll-over air-cooled molds. The 


Monotype and the Monotype Material Maker Twintype molds are constructed with cavities above 
and below, permitting quicker cooling and faster 


; thal . production. Made in Twin-two (4 cavities), Twin- 
Constructed on the endless chain principle. Does not require four (8 cavities) and Twin-eight (16 cavities). The 

















é | 
hs | 


a 








Operates efficiently with all kinds of hanging ingots 


pulling back the chain when attaching a new pig. Insures Double-Purpose model (see illustration) casts both jus 
feeding only as fast or as slow as the metal level in the pot standard and sectional ingots and is especially LIEE 
requires. Pigs can not jam in the metal-pot or drop suddenly adapted for the Monotype Material Maker and for THAT 
to the bottom of the pot. plants in which some of the machines require hand 


This advanced feeder costs no more than outmoded feeders. feeding. 





United American Type Metals for Composing 
machines, Stereotyping and Electrotyping enjoy 
a world-wide prestige for their fine quality. Made 


U N | T | > 10) A M | + K | C A N from pure tin, antimony and lead and alloyed by 
the Stanley Process. 


as fine a type metal as is made 


a 
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RTIAL ILLUSTRATION MANUFACTURED BY 
A PA eccion LINOTYPE PARTS COMPANY 


OF “STAR” IMPROVED PARTS TRADE * MARK Factory: 203 LAFAYETTE ST., NEW YORK CITY 
FOR TYPESETTING MACHINES Parts Agencies: KANSAS dad =~ aaa aaanaeeanaaiae 

























COOK @® STAR SELF ACTUATING METAL FEEDER 
SLOW SPEED 
OR @ STAR ELECTRIC POT 
INTERMEDIATE (For Intertypes and Linotypes) 
SPEED 


@ “STAR”? CONVENTIONAL TYPESETTING 
MACHINE PARTS 


ASSEMBLER UNIT 
(Low Priced) 








IMPROVED 

ASSEMBLER 

SLIDE AND 
CLAMP 


ALSO 
IMPROVED 
ASSEMBLER 
SLIDE BRAKE 
AND 
BRACKET 





IMPROVED BACK 






























































MOLD WIPER 
2 / 
7 
q \ 
\ IMPROVED 
sO CORD-RUBBER BELTS FRONT 
MX FOR MOLD 
| LUDWICK Sxiatisin LOK EVERY PART OF WIPER /@ 
/ Thermostats poiinc par WwW 
i | For Electric a 
ONE OF TWO SCREWS 
| cm WF Pots HOLDING INSERT 
} Yad SHOWING HOLES 
ne a pats ACAINST Bice “ 
Eg 5 Sita | Adjustable 


he 5. satis 


IMPROVED DOWN 
STROKE KNIFE 






\ 
EVERLASTING ADJUSTABLE [pg eae 
DELIVERY SLIDE ona 





OS 1! 


~~ 


























WIPER LONG FINGER BLOCK —— 
IMPROVED ‘i | 
AUTOMATIC FIRSTELEVATOR prRIVING (& 
gute JAW LINE STOP SHAFT ™ 
CLUTCH ROD 


ASSEMBLING 








ELEVATOR a 
GATE _—oa———_s : 
, LITERATURE 


IMPROVED SPACEBAND BUFFER FINGER] pge¢aited Circulars available 








ONE-PIECE DOUBLE 








CHROMOLOX IMPROVED —_ =e on request. Complete Catalog 
HEATER EJECTOR also available. 

FOR LINOTYPE BLADE HARRINGTON DELIVERY SLIDE 

ELECTRIC POTS CONTROLLER BAR AND CLAMP 
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iow DUPLEX UNITUBULAR PRESS DUPLEX HIGH SPEED ARCHED TYPE PRESS 


Illustration shows one printing unit equipped with double Forged steel cylinders, ball and roller bearings and other 

| color cylinders. Gives high speed operation from one features make this semi-cylindrical press outstanding in its 

' set of plates. Avnti-friction bearings—Steel printing field for quality printing and high speed trouble-free 
cylinders. operation. 


| FFB. 





| DUPLEX STANDARD TUBULAR PRESS 

Ideal equipment for the daily newspaper graduating from the flat bed 

field or replacing obsolete stereotype presses. Simple and economical to 
operate with a minimum amount of labor. 






































DUPLEX HIGH SPEED DUPLEX FLAT BED PRESS 


FLAT BED PRESS Weekly, semi-weekly and smaller 
2, 4, 6 or 8 pages from type DUPLEX TWINNED FLAT BED PRESS daily papers find this press very 


forms at running speed of 5500- For the newspaper requiring up to 16 pages economical to run with a minimum 
{ 6000 per hour. but not ready for a stereotype press. of care. 


PRESS EQUIPMENT FOR EVERY NEWSPAPER 
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DUPLEX UNITUBULAR PRESS 





DUPLEX HIGH SPEED ARCHED TYPE PRESS 


Illustration shows one printing unit equipped with double Forged steel cylinders, ball and roller bearings and other 

color cylinders. Gives high speed operation from one features make this semi-cylindrical press outstanding in its 

set of plates. Anti-friction bearings—Steel printing field for quality printing and high speed trouble-free 
cylinders. operation. 





DUPLEX STANDARD TUBULAR PRESS 


Ideal equipment for the daily newspaper graduating from the flat bed 
field or replacing obsolete stereotype presses. Simple and economical to 





DUPLEX ~ 














DUPLEX HIGH SPEED 
FLAT BED PRESS 


2, 4, 6 or 8 pages from type 


forms at running speed of 5500- 


6000 per hour. 


operate with a minimum amount of labor. 























DUPLEX FLAT BED PRESS 


Weekly, semi-weekly and smaller 

DUPLEX TWINNED FLAT BED PRESS daily papers find this press very 

For the newspaper requiring up to 16 pages economical to run with a minimum 
but not ready for a stereotype press. of care. 











PRESS EQUIPMENT FOR EVERY NEWSPAPER 











L. C. MACHINERY Co. INC. 
~Mutomatic ‘Printing “Presses 


PHONE MEDALLION 3-53:83 
Offices 


460 WEST 34THST. V 
NEW YORK CITY 


Nmerican affiliate of 
L.CHAMBON. PARIS 
CHAMBON LTD. Lonnoy 





DESCRIPTION. The L. Chambon starts with a base and a single driving 
mechanism. This assures synchronization of all parts... perfect register! 


On this base are set simple, individual units, each working off the main 
drive and performing the various operations simultaneously. 


Prints from rolls in one or five or more colors — letterpress, dry offset, 
aniline, rotogravure, or combinations of these methods. Machine can be 
equipped for varnishing, printing face and back ...also for creasing, em- 
bossing, perforating, scoring, die-cutting, etc. 


You buy only those units you now need. Add others... without buying 
a whole new machine... if you change a package or add new packages. 


No skilled pressmen are needed . . . just one ordinary intelligent attendant. 
The machines working from a web, at high speed and at extremely low cost. 





SPECIFICATIONS. 
OIC Type — width of printing 7” 
IC Type — width of printing 14’ 
ICL Type — width of printing 17” 
11C Type — width of printing 21” 
3IC Type — width of printing 30” 
USES. Labels, tea tags, tickets, bags 


(paper, glassine, cellophane), cartons, 
etc. 


FOR YOUR CYLINDRICAL ENGRAVINGS 


Made by method exclusive with MODEL engi- 
neers in steel, brass or bronze. Provide perfect 
register with any number of colors. Minimum 
wear. Net you direct savings on engraving costs 
while improving the quality of your products. 


Write to 


MODEL ENGRAVING CORP. 


460 W. 34TH STREET 
NEW YORK, N. Y. 
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A Cmplite Sewiee 


7 TO THE GRAPHIC ARTS 


| New inks for aniline presses. Fast to sunlight; resist- 
ant to water bleed; fast drying. Try these new 
formulations for transparent or opaque printing. 





Holdfast met with instant success. Excellent halftone 
printing qualities on all papers. Many of the leading 
national publications are printed with Holdfast. 


' IPI’s web press inks provide exceptional coverage, a 
| minimum of rubbing, a maximum of sharpness, dense 
blacks, vivid, strong, smooth colors. 


Color sells! But good color work requires attention to 
every detail. IPI’s process ink engineering insures 
reliability of inks, varnishes, driers. 


Meeting this industry’s exacting demands, IPI has 
developed package printing inks to withstand fad- 
a ing, scratching, and rubbing. 


4 Scientific control and practical ink service backed by 
’ fundamental research applies to all IPI offset and 
y 4 litho products—inks, blankets, plates, etches. 


Especially formulated for automatic presswork. In 
cans. Also in handy-to-use tubes for job printing. Use 


ags . ee 
me Everyday Compounds in tubes for finer printing. 
New inks for gloss printing. Produce high gloss and 

have exceptional working qualities. Will stay open 

« | on the press up to four hours. 

i. IPI Vaporin is used on more than 200 publications for 

| | better speed-printing. Dries in seconds; prints sharper 

ct and cleaner. Also used on bags, wrappers, and other 

m | converting operations. 

ts 

S. 


INTERNATIONAL PRINTING INK 


DIVISION OF INTERCHEMICAL CORPORATION 


ATLANTA « BALTIMORE * BATTLE CREEK * BUFFALO * CAMBRIDGE « CHICAGO « CINCINNATI ¢ CLEVELAND 
DALLAS *« DENVER ¢ DETROIT * INDIANAPOLIS e« KALAMAZOO e« KANSAS CITY « LOS ANGELES 
MILWAUKEE «© MINNEAPOLIS ¢ NASHVILLE * NEW ORLEANS »*« NEW YORK CITY ¢ PORTLAND, ORE. 
PHILADELPHIA * RICHMOND « ROCHESTER « ST. LOUIS « ST. PAUL « SAN FRANCISCO « SEATTLE « SYRACUSE 









N 
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TIMKEN 


TRADE-MARK REG. U. S,. PAT. OF 


TAPERED ROLLER BEARINGS 


The TIMKEN Tapered Roller Bearing consists 
of three load-carrying elements, the tapered or 
conical rollers operating between the inner race 
or tapered cone, and the outer race or tapered 
cup. True rolling action is as- 
sured by making the apexes of 
the conical surfaces of the 
cone, cup and roller coincide 
on the axis of the bearing. 


The rollers contact against 
the back rib of the cone in 
a wide area. For this 
reason they are positively 
aligned at all times without 
guidance by the cage, which 
merely serves to space the roll- 

Single Row AIMKEN —_ ers about the cone. This feature 

of the TIMKEN Bearing in- 
creases the capacity for all types of loads while 
greatly reducing friction. 

These parts are made of TIMKEN Steel, hard- 
ened and ground accurately to size. A one-piece 
pressed steel cage to retain the rolls about the 
cone completes the bearing. 


BEARING PERFORMANCE 


Thrust Load — Because of their tapered con- 
struction, TIMKEN Bearings meet every possible 
combination of both radial and thrust load and 
do so much more efficiently, thoroughly and 
completely. 

Power Saving — On account of the true rolling 
motion of TIMKEN Bearings, friction, whether 
resulting from radial load or thrust load, is 
eliminated. Actual results in every day service 
show that there is a substantial saving of power 
resulting directly from TIMKEN Bearing in- 
stallations. 

Saving Lubricant — TIMKEN Bearing appli- 
cations may be enclosed in such a way that 
there is ample space in the housing for a liberal 
supply of lubricant. Usually it is not necessary 
to renew this excepting at very infrequent inter- 
vals which results not only in an actual saving 
of lubricant, but the time required to inspect 
the application and replenish the supply. 


Elimination of Shaft 
Wear — All moving con- 
tact in TIMKEN Bearings 
is between the hardened 
and ground surfaces of the 
bearings themselves. For 
this reason there is no mo- 
tion and consequently no 
wear either in the hub or 
on the shaft, therefore the 
initial precision is retained 
indefinitely. 








TIMKEN N.A. Double Bearing 
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THE TIMKEN ROLLER BEARINe 
COMPANY, 


ENGINEERING AND SALES OFFICES IN PRINCIPAL CITIES 


CANTON, On| 


ADVANTAGES OF TIMKEN BEARINGS 
IN PRINTING EQUIPMENT 


TIMKEN Tapered 
Roller Bearings perform 
two specific and ex- 
tremely important 
functions in modern 
printing presses. They 
permit higher operating 
speeds by eliminating 
friction. They assure printing precision by hold- 
ing such vital moving parts as plate and im. 
pression cylinders in strict alignment. Thus 
while printing speeds have increased tremen. 
dously during the last few years, printing quality 
has not deteriorated. On the contrary it has 
steadily improved. 

TIMKEN Bearings are used in newspaper 
presses capable of producing 60,000 metropolitan 
dailies an hour and in commercial letterpress, 
offset and rotary gravure presses of various types 
and sizes. 

Every printing press engineer appreciates the 
importance of bearings in multi-color equip- 
ment — where the maintenance of registration 
presents a complex problem. TIMKEN Preci- 
sion Bearings have proved especially valuable in 
both letterpress and offset presses where two or 
more colors are printed at a single run through 
the machine. With bearing run-out (eccen- 
tricity) practically non-existent, plate and im- 
pression cylinders are held in dead true align- 
ment at all times. Once initial registration is 
obtained it will remain constant throughout the 
press run. 

Besides their outstanding contributions to 
printing speed and accuracy, TIMKEN Bearings 
promote additional economies by reducing 
power requirements; preventing wear; cutting 
lubrication cost, and keeping maintenance at a 
minimum. 

Printing presses are not the only kinds of 
printing plant equipment that benefit from the 
application of TIMKEN Bearings. These bear- 
ings are equally advantageous in folding ma- 
chines, binding machines, cutting machines— 
in fact wherever wheels and shafts turn. 


ENGINEERING SERVICE 


Complete technical data is available in the 
Timken Engineering Journal which covers di- 
mensions, load ratings, capacity tables, speed 
capacity curves, simplified methods of calculat- 
ing bearing loads, information on _ closures, 
fitting practices, assembly and lubrication. The 
experience of the Timken Engineering Depart- 
ment is also available on all problems. This 
service is confidential and without charge or 
obligation and is being used continually by 
leading manufacturers in all industries. 





TIMKEN Thrust Bearing 
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MONEY MAKERS 


PIONEER 


1222 Jackson St. 


el HONEER MFG. CO. TOLEDO, OHIO 








Eee aici ‘66 ” . . 
rE | dard Equipment The original ‘‘low-first-cost”’ drilling PIONEER 
$ Stan ing motor machine. Adequately meets the needs PAPER 
| bearin . ni , ; 
Bn table. of 90% of America’s printers out pub DRILLER 
GS | 6 foot -_ _ lishers. Accurate, fast, and quick to (New Series) 
| pod se weight, 100 Ibs. set up for the job. Right and left side a 
; ‘lable gauges. Four adjustable stops. Full % 
| Extras Avat : Slitti range of drill sizes available, 14” to 14” 
gotting Attachment. itting 
| pean Corner Rounding $78.50 


t. Special progressive with 110 A.C. Motor 





Attachmen Itiple hole work. 








gauges for mu 
—— , 
; Well-balanced, 414 inch, finger-grip tweezers in the new NON-SKID 


parkerized finish. Rust-proof, corrosion-proof, slip-proof. 
| The ideal tweezer for hot weather with its perspiration and 
| slippery hands. Carbon steel, drop forged — a quality 





TWEEZERS 
Box of Three $1.00 











ld- tweezer at a new low price. 
m- _—_—" 
uS, | Standard Equipment This model combines composing PIONEER 
n- ‘ room accuracy with stereotype size 
ity Alloy steel trimmer knives. and weight. It’s the industry’s biggest SAW-TRIMMER 
las + Adjustable light. saw value. Special alloy trimmer Model A 
| 18x22 table. knives that are guaranteed to stay 
er = table extension. sharp for a year. Ball-bearing man- 
an a - drel. Automatic belt tension. Fast and $ 1 45.00 
$5, | ian positive work clamp. Legible pica Less Motor 
yes 80 pica gauge gauge with point adjustment. Table 
Straight line guide. surface ground and polished — not @ 
he planed. Two exclusive features (elimi- 
p- nation of the guide slot, and lever 
" Extras Available elevation of mandrel) will save time PIONEER 
‘j- : and money in any shop for years of 
in Mitering gauge. Blades for lino, operation. SAW-PEDESTAL 
stereo, and combination. : 
or Pedestal. Pedestal with chip drawer and strip 
sh material cabinet can be added at any $35.00 
n- { time. 
i- | 
1- ’ 
is . This new Saw fills the biggest need in 
le | Standard Equipment the equipment field. Not only serves PIONEER 
Same as Model A with following: every saw-trimmer need, but cuts in- 
Stereo acai side mortises re electros, tint blocks, MORTISING 
0 anette shell casts, and type-high stereos. The 
3 —-;_‘letro Jig-saw drill-head and jig-saw in no way im- SAW-TRIMMER 
6 | Routing Bits pair accuracy or speed on conven- Model B 
| Planing Cutter tional saw work. The special features 
g Mortising Drills — for drilling, routing, and jig-saw- e 
a ing, are only $65.00 more than the 
: straight saw-trimmer above. It’s a 
f Extras Available time-saver, space-saver, money-saver. 
e Mitering Attachment, $15.00 What would this Mortising Model $210.00 
Pedestal have saved you and your men during Less Motor 





the past year or two? 





Quantity production and a die-cast frame make this price 
possible. Accuracy within one thousandth guaranteed. 
Standard in design and operation. No ratchet. Anvil adjust- 
able for zero setting. Capacity one inch. 


Here is a mike you don’t have to lock up in the safe. And every 
man on the floor can afford his own. Chrome plate. Decimal 


equivalents on frame. Wood case with slide cover. 


(Se 


PIONEER 
MICROMETER 


$1.25 





Standard Equipment 
12x12 work holder. 
oggle switch. 
foot cord. 
Three assorted bits. 
Speed, 15,000 R.P.M. 
Shipping weight, 20 lbs. 


America’s biggest seller. Four column 
capacity. Extremely sensitive depth 
adjustment. Fast, accurate, easy to 
handle, and exceptional visibility. The 
ideal router for intermittent work. 
Labelled by one of the country’s big- 
gest supply houses as the ‘‘answer to 
the small publishers’ prayer.”’ 


PIONEER 
ROUTER 


110 Volt 
$28.50 


E J 
Stra; stras Available Also serving hundreds of job shops, ° 
rent line attachment. Plan- engravers, electrotypers, and trade 
8 cutter. Radio interference composition plants as either primary PLANER 


eliminator. Bit sharpening gauge. 


or stand-by equipment. 


$1.25 Extra 



















































MONOMELT COMPANY propre 


The Monomelt System 
of Type Metal Contro| 


DESCRIPTION: The Monomelt System is a modern, 

@ practical method of handling type metal in the com. 
posing room. The Monomelt unit acts as a compact 
melting furnace, substituting efficient single melting 
at the machine for the old, costly method of double 
melting and pigging. It takes slugs directly from 
killout or dead storage, melts and refines the metal, 
controls the temperature and supplies the metal in 
ideal casting condition as rapidly as needed by the 
machine. It provides slugs of equally high quality 
from 6 point to 36 point. It serves as a molten metal 
feeder, and through accessory equipment, organizes 
the handling of killout and dead metal stocks. 


USES: Monomelt takes complete charge of the metal 

e@ through its entire composing room cycle, eliminates 
the many wasteful steps involved in pigging, increases 
production, lowers costs, improves quality. It provides 
a quick, easy method of killout; gives a definite and 
convenient storage location for slugs; makes the 
metal instantly available for casting as soon as the 
dead forms are killed out; lightens metal inventories; 
releases unproductive capital for better use. Mono- 
melt units can be operated by gas, electricity or com- 
pressed gases and are available for every style and 
make of typecasting machine. 


LITERATURE: Three attractive new folders available. 
@ Folder 1 describes production benefits to be gained 
in larger printing or publishing houses. Folder 2 is 
concerned with direct melting economies in smaller 
plants. Folder 3 describes Monomelt’s complete line 
of metal-handling equipment. Copies free on request. 


Complete Metal Handling Equipment 











, distributed automatically 


As part of a balanced installation, 
Monomelt offers a complete assort- 
ment of accessories and furniture 
designed to meet composing room 
needs. Included are cabinets, scoops, 
bins and other equipment, every- 
thing needed to provide at every step 
the simplest and most efficient means 
of type metal control. Following are 


| leading items: 
Monomelt Killout Cabinets: (port- 


able or stationary) ,Take live matter 
directly from forms. Automatically 
distribute slugs into Monomelt scoops 


Monomelt Operator’s Cabinets: (4, 6 
or 8 scoop size) Stand near machine, 
at operator’s right. Serve as a table 
for copy and hold generous supply 
of slugs. 

Monomelt Scoops: Hold 35 lbs. of 
metal. Can be placed in convenient 
brackets where killout occurs. 





Left, Above: Emptying 
dead matter into Monomelt 
Killout Cabinet. Slugs are 


into scoops. 


Left: Scoop holding 35 Ibs. 
of slugs is emptied directly 
into Monomelt hopper. 
Enough for 3 to 4 hours 
average run. 








DROSS SIFTER 


Saves metal. Saves money. 
Fits any standard dross drum 
and quickly separates the 
. powder from the good metal. 

Easy to install, easy to oper- 
ate. Has reduced dross ee 
in many plants from 20% 


50%! 
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1611 Polk Street, N.E. 


N 0 M E LT C 0 M P ANY Minneapolis, Minnesota 


PLANE-0-PLATE 
The Rotary Shaver 


DESCRIPTION: Plane-O-Plate is a high-speed, heavy- 
duty shaver incorporating the rotary head principle in a 
machine of unusual strength and compactness. Shaves 
flat work of all kinds, including electrotypes, stereotypes, 
stereo-base, wood base and plastic material, from ’’zinc’”’ 
to above ‘‘type high’’. Material can be accurately shaved 
from a minimum thickness of .060 to .940 in gradations of 
one or more thousandths. Bed has a finely polished finish 
and will not injure the finest halftones. Shaft and cutter 
of the best nickel steel. Finest precision work is assured by 
a large direct reading micrometer illuminated by a light 
built into the machine. 





















USES: Plane-O-Plate offers a direct and economical 
solution to a number of irregular plate problems. Basing 
material of all types can be shaved; electrotypes, either 
one large plate or a full bed of smaller plates, can be re- 
shaved to your own standards. By making use of inserts 
shaved to zinc thickness, the cost of difficult ad construc- 
tion can be materially reduced. Makeover due to high 
and low cuts is virtually eliminated. Time and work spent 
in underlaying is cut to a minimum. 








LITERATURE: Free 6-page folder available. Gives 
further construction details. Lists precision shaving bene- 
fits for every department. 





Construction and Features: 


. Safety device prevents too thick plates from 


entering cutter. 
. Bevel gear drive, gears running in transmission 7 W O s i 2 oe s 


grease in tightly closed chamber. 


- 


no 


. Adjustable gib for accurate take-up of eventual 
wear. 


w& 


1. Handles flat casts up to full page size. Bed: 1714” wide by 2214” long. Floor 

Easy reading micrometer and control for space required : 2’3” wide by 5’ long. Note the compact, dust-proof construction. 
setting table. 

} Raden eaten tone 2. Handles plates and casts up to 6 column. Bed: 12 ” wide by 15” long. Floor 


iui imme, space required: 22” by 40”. Note the easily accessible hand control. 7 2 


> 


ax aA wm 


. Special steel helical cutter and shaft. Notched 
to break up shavings. 





8. Highly polished table and plate fences. 
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CUSHMAN ELECTRIC Co. 


69 SO. MAIN ST. 


CONCORD, N. H. 





CUSHMAN OFFSET MOTOR FOR 
LINE-CASTING MACHINES 


This offset motor is the 
perfect drive for Intertype, 
Linotype and _ Linograph 
machines. It is known 
everywhere for its long and 
economical trouble - free 
life. This motor, because of 
its three point suspension, 
may be attached easily on 
any line-casting machine. 
Engineered on the offset 
principle for accessibility 
and to prevent vibration. 


Uses either a.c. or d.c. cur- 
rent. 


Front bearings easily acces- 
sible for adjustment or 
replacement. 


Motor well ventilated. 





Cutout for single phase 
motor, has moving parts 
actuated by centrifugal 
force with rubber contact 
between contacting faces. 


Write today for prices 
and complete details on 
Cushman equipment — 
designed to fit your 
needs. 


THE CUSHMAN CURVED PLATE ROUTER 


The importance of conserving floor space in the stereotype department is reflected in the design 
of the Cushman Curved Plate Router. Radical departures in design have been made from curved 
plate routers formerly built. These changes have resulted in notably reducing floor space to a mini- 
mum, and also in reducing operating cost to almost 7% of that formerly used. 








High Points in the Superior Design of Cushman Curved Plate Routers are: 


Mounting the plate directly in front of curved supporting 
column, so that part of the revolving cylinder is within curvature, 
stabilizes the entire structure. 


Accessibility. Curved plate and revolving mechanism free to 
swing horizontally towards the operator, for receiving and 
removing curved plates. 


Revolving mechanism mounted on swinging member by 
means of a ball bearing. Plate and revolving mechanism driven 
with quadruple 8 pitch worm gear. One turn of the wheel rotates 
cylinder about 14 inch. Back lash due to wear readily taken up. 


Free end of the cylinder revolves on a bearing supported from 
an extension arm. Foot pedal within easy reach of operator to 
move cutter in and out of contact with circular plate. 


Hand wheel to right of operator provides longitudinal move- 
ment of router head. One turn of hand wheel makes longitudinal 
movement of 14 inch per revolution. 


@ Current used 
by Cushman 
Curved Plate 
Router under 
exactly the same 
conditions. 


@ Amount of 
current used by 
ordinary belted 
router. 





Does a saving of 8 to 1 mean anything to you? If it does, 
install the Cushman Curved Plate Router. 


—— 
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Ay, LINE of 


PRINTING PAPERS 
with the 


Superior SURFACES 


For many years Bryant Paper Company has 
led in the development of paper for publica- 
tion and general commercial printing. Mul- 
tiple color presses used in conjunction with 
fast drying inks have made demands on our 
Research Department that have been ful- 
filled. In doing so, all that has been learned 
has been incorporated in the Bryant line of 
papers available to every printer in every type 


of plant. 


There is a definite superiority in finish, color 
and printability of Bryant Coated Papers. 


They are whiter, smoother and ¢glossier. 


Bryant uncoated papers are clean, smooth 
and mellow, and of uniform thickness. These 
uncoated papers are popular in every market 
and prove to be the finest foundation for 
Bryant unequaled Coated Papers. Bryant has 
long been, and will continue to be, the leader 
in making paper for special runs or for large 
or unusual requirements. Many of the lead- 
ing printers standardize on Bryant papers for 


their particular work. 
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BRYANT PAPER COMPANY 


Paper for Letterpress, Lithography and Rotogravure 
KALAMAZOO, MICHIGAN 








BRYANT COATED PAPERS 


BRY-FOLD 


a tough, strong, high finish number one 
folding enamel. 


IMPERIAL 
The finest in glossy coated papers. 


PLIABLE 


A strong, beautiful folding enamel; ideal 
for four-color process printing. 


MILHAM ENAMEL 
The all purpose sheet combining extremely 
good printing surface with folding strength. 


MILHAM OFFSET ENAMEL 


A specially purposed sheet for offset and 
gloss ink printing, as well as spirit and spot 
varnishing. 


SUNRAY 


An inexpensive printing enamel with 
brightness and flat surface. 


BRYCOAT 


A good enamel in the competitive price 
class, suitable for job and volume produc- 
tion. 


BRYANT UNCOATED PAPERS 


DE SOTO ENGLISH FINISH 
DE SOTO SUPER 


Finest for reproduction in the broad field 
of uncoated papers. 


BRITISH OPAQUE 
A high grade, opaque, lightweight English 
Finish. 


BRYANTIQUE 
Where bulk and texture are desired. 


MILHAM ENGLISH FINISH 
MILHAM SUPER 


For wider use because of their economy. 


SUNBEAM ENGLISH FINISH 
SUNBEAM SUPER 


Uncoated papers in the competitive class. 


BRYANTEER ENGLISH FINISH 


Very inexpensive but it has a high degree 
of printability and opacity. 
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Modernize with HAMILTON ... The Pioneer 


No matter what your composing room needs, Hamilton has equipment to solve your prob- 
lem. You can choose your type cabinets from 15 basic designs . . . each of which is supplied 
in several variations. With the Hamilton Unit System of Imposing Tables, you design your 
own table from standard units so that it is custom-built for you. There is Hamilton auxiliary 
equipment for your every purpose, including Benches, Boxes, Roller Cabinets, Galley Stor- 
age Cabinets, Galleys, Furniture, and Furniture Cabinets, Letterboards, Desks, Cutting 
Sticks, Chase Racks, Cases, Bindery Tables and Trucks. 


All of this equipment is built by an organization that has been serving printers for 60 years 
...an organization that pioneered every important improvement in composing room 


furniture design. 


The illustrations on these pages show only a few of the Hamilton items that contribute 
to your composing room efficiency. For full details send for the catalogs described below. 


Send For These Helpful Books! 


limes Printing Plant Equipment: Catalog No. 22 — 72 pages of ToT BRGY AT ET AGT CTE? 
WV Pe complete information on modern time-saving equipment BRM t0f ON 


for job printing plants. 


POSING ROOM EQUIPMERT 


Newspaper Composing Room Equipment: Catalog No. 21— 
48 pages of equipment designed to modernize and speed 
up production of newspaper printing plants. 


PRINTING PLANT EQUIPMENT 





No. 21 


Modern Wood Type Faces: Catalog No. 38 — 72 pages of 
new and standard Wood Type Faces. 


How Your Composing Room Can Pay Dividends: A book- 
let that will help you get maximum composing room 
output through proper arrangement...includes tem- 
plates and floor plan so you can lay out your own com- 
No. 38 posing room. 














Typical HAMILTON Time-Saving Type Cabinets 


Typical Hamilton Type Cabinets: No one style of type cabinet is ‘‘best’’...so Hamilton 
makes many designs. Each design is made to serve you best under certain conditions 
of composing room layout. Some typical type cabinet designs, selected from the many avail- 
able, are shown below. 











HAMILTON MANUFACTURING Co, 








No. 12000-XE SINGLE TIER 


No. 12007-E TYPE CABINET No. 12010-XE ADMAN CAB- No. 12005-XE TRACY CAB- 

has everything it takes to INET is liked for its large INET with its ample top TRACY CABINET is a fre- 
make production easy and material capacity and work- room makes one of the most quent choice for small com- 
rapid. ing space. desirable cabinets. posing rooms. 


————! 
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HAMILTON MANUFACTURING CO. 


1941 DAVIS STREET, TWO RIVERS, WISCONSIN 











IMPOSING TABLE NO. 14020 IMPOSING TABLE NO. 14001-X 


TYPICAL HAMILTON IMPOSING TABLES (for other designs... 
including Unit System Tables ...see our catalog). The No. 14020 
Imposing Table shown above on the left provides plenty of storage 
for 834” x 13” galleys. With this table your jobs can remain on galleys 
ready for changes or corrections. You can locate galleys quickly as 
the runs are numbered. 


No. 14001-X IMPOSING TABLE, above at the right, provides you 
with storage for wood furniture, reglet, and 8%4”’ x 13’’ Galleys... 
Best if your plant needs only one imposing surface. 


No. 13540 GALLEY CABINET, shown at the right, is preferable for 
standing forms that are needed only at long intervals. It should be 
placed on the side of the room so the normal working area is free 
and clear. 


The HAMILTON 








NO. 13540 
GALLEY CABINET 





Electric Page Storage Cabinet 


ELECTRIC PAGE-STORAGE CABINET No. 
15221-X: Let an electric motor lift your heavy 
forms safely. With the No. 15221-X Page-Storage 
Cabinet, you can handle 7 or 8 column newspaper 
pages with ease and safety. Just slide the form 
onto the elevating shelf, press the button to raise 
or lower the shelf to the proper compartment and 
slide the form into its place... Cabinet has 20 
letterboards . . . May be used in a narrow aisle. . . 
Plugs into any 110 Volt A.C. circuit . . . No special 
power wiring needed .. . 3814” wide; height, 60” 
-.. depth overall including shelf, 42”... depth 
including letterboard when one is in place on 
elevating shelf, 55’. 


en 


NO. 15221-X 


-sssescnensaasenaeits 


HAMILTON 
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THE RAPID 


MARCHING as a leader in the Graphic 
Art industry’s parade of progress is 
the Rapid Roller family. Engineers and re- 
search men work constantly to improve 


odern factory— World's lard" 
ed exclusively to producing 
nkets for the Graphic Arts. 


Rapid Roller's m 
est plant devot 
rollers and bla 


Mercury Rollers 
Newspaper 
Rotogravure 
Impression 
Lacquer 


Aniline 
ROLLERS OF ALL KINDS 


C omposition Rollers 


All New 


Offset 
Lithograph 
Magazine 
Varnish 


Ebonite 


MECHANICAL RUBBER 


Regular 
Non Melt 


Varnish 
OLLERS ALL 


Lacquer 


Sizes CARRIED IN sTocK 


Jos FR 


Federal at 26th Street 





D. M. RAPPORT, Pres. 


ROLLER FAMILY 


Rapid products, so that they may con- 
tinue to satisfy the finest presses and new 
printing processes. The Mercury family is 


composed of tomorrow's products... today: 





atory. All the 
manufacture 

ed products, 

ecifications- 


on of our analytical labor 
raw materials entering into the 
of Rapid products, also the finish 
are tested against standard sp 


Asecti 


R lankets 


Mercury Drawsheets 
Tin Lithography 
Web Lithography 
Dry Lithography 


Presses 
OUR PLIES 


Mercury 


Offset 
Lithograph 
Multilith Machines 


Sheet Feed 


Gravure Presses 
MADE IN THREE AND F 


Duylicato’ Rollers 


g Ink Attachment 
d Dampening 


SHIPPED sAME DAY ORDER 1s RECEIVED 


CHICAGO 
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EE. W. BLATCHFORD COMPANY 


BRANCH OF NATIONAL LEAD COMPANY 


CHICAGO * NEW YORK 
, 900 West 18th St. 63 Park Row 





| Jor Accuracy... 


Blatchford provides the quickest and safest 
method for hairline register. There are no 
| ‘£6’? about it and no restrictions to cause time- 
| wastes when an “‘unusual’’ job comes along. 
It is shop-perfected! That’s why practically all 
| color printers are Blatchford-equipped. 


Jor Intricate Work... 


| Blatchford handles any and all jobs with equal 

ease and facility. Close margins . . . small or 
irregular-shaped plates . . . complicated bleeds 
| . ‘‘whisker’’ moves . . . present no problem 


when a job is on Blatchford Base. The odd “‘L’’ shape of the Blatchford unit permits 
the assembly of an accurately-square bed and 
| eliminates the annoying ‘‘straight-line-of-break”’ 


Jor Rigidity fe oe as well as all spring, warp or curl. 


| No other base gives you the rigid security of action of a Blatchford Hook. Its direct-support 

Blatchford. There is no spring in the holding is unyielding! Furthermore, Blatchford Base 

= provides perfect and uniform plate support 

which minimizes make-ready and reduces 
plate wear. 


And For Super Speed cee 


The Blatchford Special Ratchet Hook ‘‘stream- 
lines’® book make-up and form changes to a 
point that is not even approached by any other 
plate-mounting system. Practically all book 
printers are Blatchford-equipped. 


BUY BLATCHFORD BASE... 


and you buy Permanent Satisfaction! 























Cypesetting 





OR Stereotyping... 


Blatchford is the right metal to buy! Made 
to satisfy performance requirements rather 
than to meet an easy selling price, Blatch- 
ford invariably is the choice of the man who works at the machine as well as the execu- 


tive who has experienced the consequences of buying inferior metals. 

There is a Blatchford Metal to suit the working requirements of every typesetting 
machine and plate caster. And because Blatchford engineers the ability to perform into 
the making of its metals; then perpetually maintains each user’s stock in proper work- 
ing condition... Blatchford is, by a wide margin, the most economical metal for type- 
setters, printers and publishers. 


BUY BLATCHFORD METAL ... for Keal Metal Economy 
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Plastic Bi 


TRADE MARK REGISTERED 


732 SHERMAN STREET 


DESCRIPTION: Already the accepted merchandising spot- 
light by thousands of nationally known organizations, 


PLASTIC BINDING today is enjoying an even faster sales 
upswing and greater variety of uses than ever before. And 
there’s more than one good reason for this sensational suc- 
cess story...for... 


PLASTIC BINDING insures your printed sales material 


more beauty and distinction than you ever dreamed before. 


PLASTIC BINDING, because of its unique process, offers 
you an extra color on every page, without additional cost. 


PLASTIC BINDING sells for you where it really counts... 
right on the binding itself... thus personalizing your story 
in a manner never before equalled by any mechanical binding. 


PLASTIC BINDING keeps your name constantly in the 
minds of your customers and prospects, because PLASTIC 
and waste baskets simply aren’t on speaking terms. 


PLASTIC BINDING offers every page on your sales material 
the advantages of perfect alignment, complete visibility, 
modern, distinctive appearance and a comfortable, full, 
flat opening . . . sixteen colors to choose from. 


Sizth Year of Achievement 


And now, in its sixth successful year as a leader in its field, 
PLASTIC BINDING has become the accepted byword among 
progressive merchandisers everywhere as the binding with- 
out an equal in sheer merit. 


Today PLASTIC BINDING CORPORATION has 128 licensees 


located in cities from coast to coast. 


Samples or special dummies will be furnished you free of 
charge upon written request on your own letterhead. 


PLASTIC BINDING CORPORATION 


732 SHERMAN STREET CHICAGO, ILLINOIS 


mg PLASTIC BINDING CORPORATION 


CHICAGO, ILLINOjIs 


USES 


Catalogues 
Price Lists 
Sales Portfolios 
Check Books 
School Annuals 
Greeting Cards 
Textbooks 
Juvenile Books 
Presentations 
Menus 

Wine Lists 
Brochures 
Memo Books 


Magazines 


Appointment Books 


Telephone Books 
Prayer Books 
Music Books 
Convention Books 
Bridge Score Pads 
Display Cards 
Swatch Books 
Diaries 

Calendars 


Photo Albums- 
Scrapbooks 


Recipe Books 


Good Will Novelties 


USERS 


General Motors 
Ford Motor Co, 
Chrysler Corp. 
Celotex Corp. 
Chicago Daily News 
Crane Company 


DuPont de Nemours 
Co., I. E. 


Eastman Kodak Co, 
Elgin Watch Co, 
Esquire-Coronet 
Florsheim Shoe Co, 


Hart Schaffner & 
Marx 


Owen Glass Co. 
Pepsodent Co. 


Pullman-Standard 
Car Mfg. Co. 


Sheaffer Pen Co., 
W. A. 


Shell Oil Co. 
Standard Oil Co. 


Strathmore Paper 
Co. 


Swift & Co. 
Union Carbide Co. 


Union Pacific 
Railroad 


Zenith Radio Co. 


Philco Radio & 
Tel. Corp. 


General Electric Co. 


Montgomery Ward 
Co. 


Abbott Laboratories 


Sears Roebuck Co. 





ASK FOR Plastic Binding BY NAME 
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INTERNATIONAL aes CORPORATION 


732 S. SHERMAN ST. - - CHICAGO, ILL. 





In troducing 


- A NEW LAMINATING FILM AND MACHINE 
as TO THE GRAPHIC ARTS INDUSTRY 


+ | Lamofilm 


Today ...leaders in advertising and packaging inevitably 


Co. 
, demand that their products bear a smooth and polished 


appearance. That’s why LAMOFILM, the newest Laminating 
achievement fills a distinct need in the Graphic Arts industry. 


For LAMOFILM is a strong, transparent film manufactured 

in rolls up to 30 inches in width which can be applied to 

” paper and to paper products either before or after printing 
. giving the product a glossy, protective surface that is 
not only rich in appearance but protects it as though it 


were ‘‘completely under glass. 


| LAMOFILM relies neither on adhesives or heat... but 
simply fuses itself to paper by the simple application of 
pressure. No skill is required to apply LAMOFILM .. . with 
the new portable laminating machine. Anyone can master 


er 


the process with but a few minutes practice. 
10. 

| With the entire Graphic Arts industry becoming increas- 

| . ingly gloss-conscious, leading concerns will be pleased to 

learn that LAMOFILM can be furnished quickly and eco- 


nomically from within your own plant. 


Demonstrations of this newest achievement in the increas- 
ingly popular field of Laminating are now being conducted 


ard | in our Chicago offices. See for yourself...or, simply send 
your inquiry by mail to address below: 





INTERNATIONAL PLASTIC CORPORATION « 732 S. SHERMAN STREET, CHICAGO, ILL. 
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PARTLOW CORPORATION 


NEW HARTFORD, NEW YORK 






























The Partlow Corporation manufactures q line | 
of visible heat indicating and controlling ingtry. 
ments for Linotype, Intertype, Monotype anq 
other Metal Pots. These instruments hold the | 
temperature of the metal within extremely cloge 
limits. ; 

Proper temperature of the metal is of vital im. | 
portance in casting solid type that will stand up 

i lian under the heavy pressure of stereotype mat mold. 
Indicating Control ing or the wear resulting from printing direct from _| 


on electrically heated s 

composingmachines. the type. Type metal that is too hot causes porous __ 
Three - wire control, ¢ e482 

oti “haliaosagr ay slugs. Too wide temperature variation causes 
C. or 50 watts D. C. defective type. When line-casting molds are sub. | 


jected to excessive heat they warp. 


The function of tin in a type metal alloy is to | 
make the metal flow freely. When metal is run at 
excessive remelting temperature, the tin burns 
out. This results in hard, unworkable metal which | 
will cause endless casting troubles. 


When Partlow Controls are installed, you are’ | 
assured of minimum heating costs. 


» Partlow MR-9KLG We recommend using two separate Partlow 
Indicating Control ; 
and No. 136 Control Temperature Controls on your type casting ma- 
h - e +4 e 
Spa lguaa chines to maintain proper temperature at each 
point. One to control the metal pot temperature 
and one to control the throat and mouthpiece 


temperature. | 





LITERATURE ] 
s Partlow MR-9KL | 
Indicating Control Bulletin No. 311— Partlow Model MB Indicating Temperature Con- 
with Solenoid Valve trol for use on Electrically Heated Linotype and Intertype Machines, | 
on a soft Metal Fur- Bulletin No. 312— Partlow Model MB Indicating Temperature Con- 
eee trol for use on Electrically Heated Monotype Machines, 


Bulletin No. 313 — Partlow Model MR Indicating Temperature Con- 
trol with Solenoid Gas Valve for use on Gas Heated Linotype and Intertype 


Machines. 
Bulletin No. 314— Partlow Model MR Indicating Temperature Con- 
trol with Solenoid Gas Valve for use on Gas Heated Monotype Machines. 
Bulletin No. 315 — Partlow Model 136-9G and 136-9 Gas Controls for 
use on Gas Heated Linotype and Intertype Machines. 


Partlow MR-9KLG 
Control installed 
on a Monotype. 















> 


Partlow MB-9KLG 
Control on an 
electrically heated 
Monotype. 
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MEISEL 





MEISEL. 
Reg. U. S. Pat. Off. 


Makes presses of the following kinds 

















WEB PLATEN ROTARY WEB 
TYPOGRAPHIC — a Coane 
‘e . \ FIXED ALL SIZES ' y { 
SIZES | | ADJUSTABLE FIXED VARIABLE 
TYPE OR RUBBER | | SIZES SIZES SIZES 
METAL PLATES PLATES ) 
| METAL RUBBER 
PLATES PLATES 











ADJUSTABLE 
SIZES 














roy roy yoy 


FIXED ADJ. VARIABLE FIXED ADJ. VAR. ALL SIZES 
SIZES SIZES SIZES SIZES SIZES SIZES 


which produce this exemplary list 


BAGS LABELS 

CARTONS PARCHMENT WRAPPERS 
TRANSPARENT REGISTER FORMS 
CELLULOSE WRAPPERS SALES BOOKS 

CHECKS SENSITIZED PAPER 
FANFOLD FORMS SNAP-OUT FORMS 

FOIL WRAPPERS TAPE PRINTING 

FRUIT WRAPS TICKETS 

GLASSINE WRAPPERS WAXED PAPER 


MEISEL PRESS MANUFACTURING COMPANY 
944 DORCHESTER AVENUE BOSTON, MASS. 
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C. B. NELSON & CQ, 


Cost Cutter PRINTING AND BOOKBINDING MACHINERY 
Ss AW « Builders and Designers of Special Machinery 
720 SO. DEARBORN STREET CHICAGO, ILL. 





feel 


DESCRIPTION — COST CUTTER Saws embody 
the most desirable features of a composing- 
room saw-trimmer such as speed, precision, 
simplicity and economy of operation. Model 
‘**A’”’ is built with Stationary head while Models 
“*B’”’ and ‘‘C’’ are built with raising and lowering 
head, capable of every sawing and trimming 
operation coming within the range of a rotary 
saw-trimmer. 


USES — Sawing and trimming to points or frac- 
tions thereof at a single operation. For safe, fast, 
accurate mitering, undercutting, grinding, etc. 
Will saw and trim slugs as small as one and one- 
half points without the use of any backing 
whatever. This latest improvement is exclusive 
with COST CUTTER Saws. 








SPECIFICATIONS | Model A | Model B | Model C 














Table overall............ 1434” x20”, 16x22” |1434” x20” 

Sliding table overall..... | 10x20” | 10x22” | 10x20” 

Table height from base. || 10” 38” 10” 

Capacity of gauge........| 72 picas 72 picas 72 picas 

Capacity of clamp....... 42 picas | 42 picas | 42 picas 

R.P.M. of saw blade.....| 3600 3600 3600 

1 ee ae | 4H.P. 144 H.P. YH.P. 

Shipping weight......... 250 Ibs. | 350 lbs. 250 Ibs. 

LITERATURE — Descriptive and illustrative literature Model B 


upon request. 





Model A Model C 
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Pacific Coast Representative 
RALPH LEBER CO., 
426 Polson Bldg., 
SEATTLE, WASH. 


BURGESS CELLULOSE COMPANY 


Manufacturers and Distributors of Burgess Chrome and Tone-Tex Mats 


FREEPORT ILLINOIS 






A complete line of mats for every requirement - scientifically made 
for highest quality reproduction. Burgess Mats are uniform in thick- 
ness and provide uniform shrinkage. Their smooth texture, high plas- 
ticity, and strength to preserve the full depth of impression insure 
fine halftone work. Operators are particularly enthusiastic about 
the ease with which Burgess Mats are manipulated, the free release 
in casting, and their high capacity for direct pressure molding. 





SUPREME - - - - =- = = = Humidified NU-TEX, X18 - - - += Humidified 





Caliper .028 - .032 


CAST-TEX, Reg. - - - = Humidified 
Caliper 030 only 

CAST-TEX 543 - - - - Humidified 
Caliper 028 - .030 

NU-TEX, Reg. - - - - Humidified 


(Blue Label) Coleen rs 020 - T.022 
- A.024 - $.026 - B.028 - C.030 


NU-TEX, XII - - - - - Humidified 


(Red Label) Calteen T.022 - 
A.024 - $.026 - B.028 only 


NU-TEX, X18 - XII - - - - Humidified 
Caliper B.028 - C.030 only 
SYNDICATE - - - - - - = Humidified 
Caliper .030 only 
TONE-TEX - - - - - Humidified 


Caliper 018 oat -032 only 


SUPER TONE-TEX - - - - Humidified 
Caliper .032 





B.028 - ra 030 only 
Average weight, 325 Ibs. per case of 500 Mats. 





Burgess field men are at your service without cost or obligation. They are thoroughly experienced in 
all enatee of } ernntyniog wah and you are invited to consult with them at any time. 





Canadian Representative 


BURGESS CELLULOSE COMPANY LATIMER, Ltd. 
Niagara Falls, Ont., Canada. 90 Niagara Street, Toronto, Ont., Canada 


= 220 


Canadian biiaia 
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EASTERN NEWSPAPER SUPPLY 


9603 Northern Boulevard Corona, New York 











“FLECTO”’ GuMMED BACKING FELT 


“FLECTO”’ gummed backing felt is a product 
of modern chemical research. It is of finest 
quality, both in the felt and adhesive, and is 
sold on a money-back guarantee. 


Here are ‘““FLECTO”’ facts! 


It will stick fast, on any mat, regardless of heat 
used in scorching. Its adhesive will not crack. 
peel, slip or crystallize. 





4 It tears easily and cleanly, without ragged ends. 


“FLECTO” Gummed Backing Felt is Its gauge is uniform throughout and all 
packed in individual containers of 5 sheets ‘‘Flecto’’ is gauged accurately. 


each, for convenience in handling. 
‘“FLECTO”’ felt is well bonded throughout and 
will not peel or separate in layers. 


SPECIFICATIONS 


It is soft and pliable, assuring conformity to 


ADHESIVES—The special adhesive the mat and easy shrinking with the mat. 


_ - i epee Hundreds of users say ‘“THEREIS NO BETTER 
applied to ‘‘Flecto’’ is scientifically BACKING FELT MADE.” 
formulated to hold fast on all 


types of dry mats. Climatic con- GAUGES AND SIZES 

ditions will not affect it. Gauges .021, .025, .030 (Green) sheeted 18” x 24”, 
Gauge .035 (Red) sheeted 18” x 24”. 

FELT—This felt is produced under —_ Gauges .040, .045 (Green) sheeted 18” x 22”. 

rigid control so that it is uniformly Gauges .050, .060 (Gray) sheeted 18” x 22”. 

soft and porous, to permit the Cut into strips 9” x 18” long and 1%” to 1” wide 


quick and easy escape of steam. at no extra charge. 


Free samples on request 


“PLATE-TAK’suPeR THIN 
CUT MOUNTING TAPE 


The modern method of mounting cuts to any 
type of base. NO TACKS—NO CEMENT to 
squeeze out. Simply lay a strip of ‘‘Super-thin 
PLATE-TAK”’ on the cut or the base, press 
down by hand, and cut is there to stay. When 
through, the ‘“‘PLATE-TAK”’ strips off cleanly, 
leaving clean surfaces on both the cut and the 


oe jae Reece base. ‘‘PLATE-TAK”’ is always ready for use. 

PLATE-TAK DISPENSER “PLATE-TAK ; comes query 7 23 and 50 

Built ruggedly — all metal frame'—with yard rolls, in widths of 14” and 14”, 1” and 2”. 

replaceable, tear-off toothed blade. Fitted i i i i i a 

oa pin hy en ig egg aie gsi Wider widths will be supplied on special order 
any standard width up to 1”. Free samples on request 
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EASTERN NEWSPAPER SUPPLY 


9603 Northern Boulevard Corona, New York 





“TRU-MOLD  corx MOLDING BLANKET 


Get “Balance” with ‘“‘Matched” Sets 


Eastern presents its new balanced ‘“TRU-MOLD”’ 
molding blanket and with it presents a new idea. 
Buy your molding blankets in ‘“‘matched’’ sets. A 
‘‘matched’’ set is matched in weight and density. 
Uniform density throughout the blanket makes for 
‘‘True Molding’’ over the entire surface of the form. 
‘*‘Matched’’ sets of blankets make it unnecessary to 
re-adjust your molding pressure when changing 


blankets. 


Order 2 or 100, they will be matched in all their 
qualities. Each blanket has been scientifically tested 
and graded. We can furnish MEDIUM, HARD, or 
EXTRA HARD (special) blankets that are completely 
matched in weight and density. 





Here again, rigid control in manufacture makes pos- 
sible the ‘‘balance’’ and uniformity found in this 
new blanket. All have extra-smoothness of surface. 


Place a trial order today 


A Cork tree showing the bark, 
or virgin cork, from which our cork 
molding blankets are made. 


The following Distributors COMPLETE SUPPLIES 
Recommend and Sell 


Eastern Supplies: 


Burgess Cellulose Corporation......Freeport, IIl. 


Eastern carries a complete line of news- 


paper supplies and can give immediate 


Certified Dry Mat Corporation.. New York, N. Y. 
Coyne & Paddock, Inc...Long Island City, N. Y. 


R. Hoe & Company............ New York, N. Y. 
Ralph Leber Company............ Seattle, Wash. 
Morley Button Mfg. Company, Portsmouth, N. H. 
George Russell Reed, Jr......San Francisco, Cal. 


Russell Products Company....Philadelphia, Pa. 
Scripps-Howard Supply Company, New York, N.Y. 
Western Newspaper Union.. All Local Branches 
Wood Flong Corporation, Hoosick Falls, New York 


IN CANADA 


Bennett Dry Mat, Ltd... Chamby Canton, Que. 


W. E. Booth Company, Ltd. 
Toronto and Montreal, Que. 


shipment on most items. Send for our 


general catalog for all items and prices. 
a 


SPECIAL—Tail boards, .054 gauge for 
curved casting boxes; and .054, .035 and 
.025 gauge for flat casting boxes. Also, 
newly developed dry mat storage boxes, 


cork lined to retain moisture. 
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Gederated Metals Division 





AMERICAN SMELTING AND REFINING COMPANY 


PLANTS 


Detroit, Los Angeles, Newark, Pittsburgh, 
St. Louis, San Francisco and Whiting 


SALES OFFICES 
Atlanta, Birmingham, Boston, Chicago, Cincinnati, Cleveland, Denver, Detroit, 
Los Angeles, Minneapolis, Milwaukee, Newark, Pittsburgh, Philadelphia, 
Portland, New York, St. Louis, San Francisco, Seattle, Whiting 





FEDERATED Type Metals are 
perfectly alloyed from selected 
grades of raw materials and 


Metals 


DRUMS: Furnished in 4 sizes, 
free of charge. F.O.B. refineries. 


made under exacting Labora- LINOTYPE INTERTYPE Accesdories 

tory supervision by the PROC- LUDLOW = MONOTYPE FEDERATED SAVEMET: A 
ESS Method. Perfected Lab- STEREOTYPE AUTOPLATE compound for recovering metal 
oratory controls permit pro- Gemma from dross. Effective and eco- 


gressive tests at predetermined 
temperatures which insure fin- 
ished products of positive uni- 
formity and controlled quality. 


Replace your dross with equal 
weights of FEDERATED MOR- 
TIN Metal. Recommended for 
restoring the essential elements 
in service metal that depreciate 
from casting and remelting. 





FOUNDRY TYPE 
TYPE CASTER 


ELECTROTYPE 
SPECIAL ALLOYS 
MOR-TIN METALS 


The methods used in the manufacture 
of FEDERATED PROCESS Metals are 
protected by U.S. Government Patent. 


nomical. Twelve, one pound 
cans to the carton, or in fifty 
pound containers. 


FEDERATED PURIFIER: A de- 
pendable, quick acting clean- 
ing agent that removes dirt, 
dross and suspended oxides 
from all Type Metals. Twelve 
cartridges in each can. Used 








The MOR-TIN Metal is an ad- 

justing alloy designed to keep the elements in 
your metal supply in proper balance, permitting 
efficient machine operation, required for solid 
castings with sharp and distinct faces, needed 
for better printing. 


FEDERATED Type Metals are furnished in 
bars, ingots, pigs, or any standard feeder form. 


ANALYSIS: The most modern and up-to-date 
testing facilities are available to all users of 
FEDERATED Metals. This includes chemical, 
spectrographicand photo-micrographicanalyses. 
Sample envelopes mailed on request. 





1941 PRINTING EQUIPMENT Engineer Catalog Number 


with a patented Immersor Rod. 


FEDERATED FACTORIES SERVE PRINTING 
INDUSTRY EFFICIENTLY 


Located at seven strategic centers, FEDERATED 
factories serve the Printing Industry in forty- 
eight states — from coast to coast. Illustrated 
below is a perspective view of the new FED- 
ERATED Plant at Whiting, Indiana. This is the 
largest and most highly mechanized plant in. 
the industry devoted to the manufacture of 
Type Metals and other alloys. New plants have 
recently been completed at Los Angeles and San 
Francisco. Mechanized developments pioneered 
in these new plants have been installed in all 
other FEDERATED Factories. 




















°COVNE & PADDOCK, INC - 


4815 32nd PLACE 


LONG ISLAND CITY, N.Y. 





MAKERS OF THE FINEST IN CORK MOLDING BLANKETS, BOARDS AND CREEPERS 





es 


STEREO-CORK Molding Blankets (in thicknesses of 14”, °/16’, 34“ and 34”) 


These are our finest molding blankets, and are 
adaptable to roller and direct pressure methods of 
molding. Their high grade corks and expensive 
binders are blended so uniformly that each blan- 
ket shows the same resiliency throughout its 


entire area. They are graded so accurately that 
you can buy in any quantity desired and be sure 
that they will all have the same molding charac. 
teristics. They are furnished in HARD and 
MEDIUM textures. 


PADD-0-CORK Molding Blankets (in thicknesses of 14”, 5/16’ and 34“) 


NUMBER 


These blankets are made to give the highest 
quality at an economy price. They are made in 
softer textures than Stere-O-Cork. Wherever the 


softer textures can be used, you will find the fine 
cork granules of this blanket a very worthy 
addition to your plant. 


501 Soft Cork Molding Blankets (in thicknesses of 14’ only) 


Our “Number 501” molding blankets are Extra 
Soft type molders, used mostly where special type 


plates, or forms, have to be treated very gently, 
They are also used in many plants for color work. 


IDEAL Molding Boards (in thicknesses of .062” and .085”) 


Ideal molding boards are the boards that have 
most generally replaced the cumbersome steel 


product. Made of fine irish linen, impregnated 


with bakelite, they form a nice even spread over 
the chase, that is resilient—yet strong as steel. It 
is the perfect molding board. 


MASTERPIECE Cork Molding Creepers (in thicknesses of .062” and .090”) 


This great creeper, composed of high quality cork 
granules and specially formulated binders and 
other ingredients, is considered to be the most 
practical, all around product yet presented to 


* * 


C 0 ne & P if D DOC K are not “jobbers” of many 
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printer’s items, but are manufacturers of cork 
products. Our time and efforts are devoted to 
the problems of “Molding Mats.” This unity 
of purpose coupled with the restless desire to 
improve the materials (with which your work 
is done) has kept our products abreast, yes, even 
ahead of the Stereotyper’s needs. 


New methods of manufacture and control of the 
processes have resulted in products that are supe- 


the stereotype industry. Where exceptionally fine 
work is required you will find “Masterpiece 
Creepers.” The .090” gauge is also successfully 
used in tubular press plants. 


* * 


rior to anything ever before offered. You are not 
being fair with yourself unless you give COYNE 
& PADDOCK products a trial. It costs you nothing 
if you feel they do not measure up to your expec- 
tations. They are backed by a Guarantee that 
is a Guarantee—USE THEM, AND IF UNSATIS- 
FACTORY TO YOU, RETURN THEM AND WE 
WILL REFUND YOUR MONEY IN FULL. 
YOU ARE THE ONLY JUDGE. Only a manv- 
facturer who knows his products are right could 
DARE make such an offer. 


PLACE A TRIAL ORDER NOW. Order direct or through the following distributors: 


BENNETT DRY MAT Ltd. 
Chambly Canton, 21 
Quebec, Canada 


W. E. BOOTH CO., Ltd. 
12 Mercer St. 
Toronto, Ont., Canada 


BROOKS PAPER CO. 
400 Security Bldg. 

St. Louis, Mo. 
BURGESS CELLULOSE CoO. 
Freeport, Illinois 
CERTIFIED DRY MAT CORP. 
9 Rockefeller Plaza 
New York, N. Y. 
EASTERN NEWSPAPER SUPPLY 
9603 Northern Blvd. 
Corona, N. Y. 


FLEXIDEAL DRY MAT CO. 
West St. 
New York, N. Y. 


FRANKLIN PAPER CO. 
Harrison Bldg. 
Philadelphia, Pa. 


R. HOE & CO., Inc. 
910 E. 138th St. 
New York, N. Y. 

RALPH LEBER CO. 

426 Polson Bldg. 
Seattle, Wash. 
MORLEY BUTTON MFG. CO. 
865 Islington St. 
Portsmouth, N. H. 
NATIONAL PAPER & TYPE CO., Inc. 
120 Wall St. 

New York, N. Y. 


NEWSPAPER PUBLISHERS SUPPLY 
1639 North Lorel Av. 
Chicago, IIl. 
GEORGE RUSSELL REED, Jr. 
431 Clay St. 

San Francisco, Calif. 
SHAW MACHINE & TOOL CO. 
1151 Temple St. 

Los Angeles, Calif. 
STA-HI CORPORATION 
1020 Crocker St. 

Los Angeles, Calif. 
UNITED STEREOTYPE 
SUPPLY CORP. 

1416 Cambria St. 
Boston, Mass. 

WOOD FLONG CORP. 
Hoosick Falls, New York 
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ROBERT W. BARKER, Inc. 


PHILADELPHIA, PA. 


212 SOUTH DARIEN STREET 


BARKER ROTARY SHAVER 


DESCRIPTION. The Barker Rotary Shaver is 
built to perform heavy-duty, precision work, with 
economy of operation. There are no complicated 
clutches or parts to require adjusting. The five 
“Vy” belts, which drive the 714 h.p. cutting motor 
have automatically controlled tension. 


The “three section” cutters (of high speed tool 
steel) are cut to .001 accuracy. Cutters can be easily 
removed for grinding. Complete replacement only 
requires a half hour. The machine will shave from 
type high to 16 gauge and will handle any plate 
from 2”’ x 2’ to 18” x 24’’. Control of thickness is 
accomplished by a micrometer gauge; hand wheel 
adjustment indicating thickness in thousandths of 


an inch. 








SPECIFICATIONS 
Height 42”; width 38”; length 51”. 
WIR + 20 k's wacewne 4250 pounds. 


Motors, bed 34 h.p., cutters, 714 h.p. 
Vacuum chip remover and container. 


BARKER BAG PRINTING PRESS 


SPECIFICATIONS 


One to four colors (two 
extra, if needed). 
Operating speed, 600 ft. 
per minute. 

Length of print per revo- 
lution, 22” x 29” (in 4%” 
stages). 

Hydraulic rewind, (Auto- 
matic tension control). 
Letterpress (oil inks). 
Adjustable gear to elim- 
inate backlash. Maintains 
hair line register. 






DESCRIPTION. One outstanding feature of 
this press is the Hydraulic rewind device. This 
1s Hydraulic in the fullest sense and not just 
“Hydraulic Powered.” By using this unique 
Principle, even web tension is maintained with- 
out use of dancing rollers or friction devices. 


Another is the drive gear with specially 
designed tooth-form which meshes with plate 
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cylinder gears. The plate cylinder gears may be 
adjusted axially so as to eliminate backlash 
effectively, even after years of service. The 
press will handle two 15” webs or one 30” web. 
It can handle rolls up to 30” in diameter. 


Pulsations of web tension are eliminated by 
a special slot and reel bar arrangement. This 
results in minimum opening blanket slot 
in the cylinder, and provides almost continu- 
ous printing around the cylinder. 
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GENERAL @ ELECTRIC 


GENERAL OFFICE — SCHENECTADY, N. Y. 
Sales and Service Branches in the Principal Cities 
COMPLETE A.C. AND D.C. EQUIPMENT FOR THE PRINTING PLANT 








FAMOUS G-E PRODUCTS FOR THE 
PRINTING INDUSTRY 


Complete Electrical Service from One Manufacturer 


Double motor printing press drives. 

Multi-group printing press drives. 

A. C. constant and adjustable speed, 2 and 3 phase 
motors. 

D. C. constant speed and adjustable speed motors. 
Brush shifting motors, single and 3 phase. 


Constant speed and preset speed control for all 
motors. 


Speed Variator equipments. 


Electric Heating Equipment for 
melting. 


Photoelectric color register control equipment. 
Amplidyne register control equipment. 
Special safety equipment for Gravure plants. 


Cylinder brakes, limit switches, web-break de- 
tectors, web breakers, switchgear, instruments, 
signal systems, push button stations. 


type metal 











THREE PHASE 
EQUIPMENT 
FOR SMALL 


JOB PRESSES 
1/4 to 3h. p. 


Used with standard 3-phase 
slip ring motors and shunt 
wound d-c motors. 
Full automatic control. 


Smooth acceleration. 


G-E pedestal type preset 
speed controllers. 





SINGLE PHASE EQUIPMENT 
FOR SMALL JOB PRESSES 
3/4 to 1-1/2 h. p. 


Automatic pushbutton control, High 
torque starting. 






G-E preset speed 
automatic printing 
press controller and 
Type R repulsion 
motor. 


90 


— 


DOUBLE MTOOR NEWSPAPER PRESS DRIVEs 
FOR AC or DC SERVICE 
et Typical 


Double Motor 
A.C. Drive 






Double motor drive equipments are 
available from 5 H.P. for the smallest 
press to 200 H.P. for the mighty high- 
speed presses of the metropolitan 
dailies. Complete equipment includ- 
ing full-automatic control and re- 
liable push-button stations giving 
maximum convenience and flexibility 


Control 
rma : For Thi 
of operation is available. Drive 


TYPICAL G-E MOTORS 
FOR THE PRINTING INDUSTRY 


Typical Direct Current Motor 


Wound Rotor Induction Motor 


General Electric manufactures a complete line of general- 
and special-service A.C., and D.C., constant- and adjust- 
able-speed motors to fit the power needs of every type of 
drive. 





Explosion-proof 
Push-button 
Station 
Typical Totally 
Enclosed Drive 


Te meet the safety requirements for gravure press drive 
General Electric has developed a complete line of totally 
enclosed separately force-ventilated and explosion-proo 
drives for both alternating and direct current and a com 
plete line of explosion-proof accessories for OU Ee 
the press. This includes explosion-proof cylinder : 
motors, ink pump motors, push-button stations, lim 
switches and paper break detectors. 
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GENERAL @ ELECTRIC 


GENERAL OFFICE — SCHENECTADY, N. Y. 
Sales and Service Branches in the Principal Cities 


COMPLETE ELECTRICAL SERVICE FROM ONE MANUFACTURER 





A.C. and D.C. PRESET-SPEED PRINTING PRESS CONTROLLERS 
NON-REVERSING OR REVERSING 


1 to 15 H. P. 


Hinged panel gives quick 
and easy access to all parts. 
A convenient and easy to 


operate speed adjustment 
handle. 





Preset-Speed Controller with Panel 


Typical A-C Preset-Speed Printing 
Lowered for Inspection 


Press Controller 


ALSO—A COMPLETE LINE OF A.C. AND D.C. REMOTE PRESET-SPEED CONTROLLERS—RATINGS UP TO 30 H.P. 


G-E SPEED VARIATORS 
ADJUSTABLE SPEED DRIVE, 1 to 40 Hp. — 8:1, 12:1, 16:1 SPEED RANGES 


Operating from an A.C. supply, the GE Speed Variator provides wide ranges of 
adjustable speed by means of the well known generator-voltage control system. 
It consists of a motor generator set, a direct current heavy-duty adjustable speed 
motor, variable voltage control panel, generator field rheostat, line switch and 
push button station. 


Eminently suited for cutters, slitters, winders, rewinders and all machines that 
demand fast acceleration and quick stopping. 





G-E Speed Variator Motor Generator Set 


G-E PHOTOELECTRIC AMPLIDYNE 
WEB REGISTER CONTROL 


G-E PHOTOELECTRIC COLOR REGISTER 
CONTROL 


Pilot motor 16 marks per cylinder revolution 


printed with first impression 









ndicating “eye” 


per fica 
or. 


: 6\.. Impulse comparator 
pilot mo Mixing pan 


2! 








Indrive 


shaft, § : 





Etched co, 
cylinder 





Planetary gear pper f 
t 





PHoTo ELECTRIC REGISTER CONTROL 
ON Four CoLor Press 
OnE OF Four OR More UNITS SHOWN 


16 slits in 
scanning disc 





: G-E Color Register Control 


G-E Amplidyne Generator Set 


By automatic check and adjustment at each gravure color 
For use with a continuous web-fed cutoff machine to pro- 


unit, this new photoelectric system assures continuous 
register. It detects misregister immediately and auto- 
matically applies correction. Photoelectric scanning and 
comparison devices at each color unit keep a continuous 
check at running speed. 


vide a successful means of maintaining the registration of 
a recurrent design, printed on the continuous web, with a 
selected position of that design on the segregated unit cut 
from the web. 


G-E ELECTRIC HEATING EQUIPMENT FOR TYPE METAL MELTING 
FOR STEREOTYPE FURNACES —ELECTROTYPE FURNACES — REMELTING FURNACES 
MISCELLANEOUS TYPE CASTING MACHINERY 


General Electric’s famous Calrod Immersion heater is ideally suited for type metal melting. 
It does a heating job “‘from the inside out,” thus giving quick and uniform results at the lowest 
possible cost. Many type casting machines, electrically heated, are now furnished as standard 
with GE units. This includes such respected names as Intertype, Linotype and Ludlow. 


The standard stereotype furnaces as made by Duplex, Goss, Hoe, Scott and Wood can be 
quickly and economically fitted with GE electric heat as can the various standard electro- 


type furnaces. 





1941 PRINTING EQUIPMENT Engineer Catalog Number 91 





ROYLE JOHN ROYLE & SONS 


PATERSON ROYLE 
ay’ PATERSON, NEW JERSEY 


ROYLE IDEAL CIRCULAR SAW 


This saw is priced higher than others because it is not a mere 
cutting-off device but is built to dimension blocked and up. 
blocked plates accurately with safety and speed. Base and 
table are of rugged construction, with sufficient weight to 
absorb vibration and maintain adjustment. Royle Ideal Saws 
are dustless; table always level; micrometer optional. 


























SPECIFICATIONS 

ere = rE SO ——_—_—_ 

|__No.1 | No. 2 | No.3 
Table, without tail....................... | 22x30 | 2814x 37! 2814537 
Saw blade diameters...................... | 5, 6, 7 | 5, 6, 7 rey 
Mandrel diameter........................| 34" | 34" 1” 
MUGUNRIUEIOUOR. 5. ihe cov sa vec de ke hence ee ees | 34H.P. | 34H.P. 1 H.P. 
ios ea px nen heseveen: 675 Ibs. | 775 Ibs. | 1,085 Ibs. 
Nn cgay nee paevesnnenan | 40x39 | 40x44 | 40x46 











ROYLE MASTER BALL-BEARING ROUTER 


Here is the heavy duty, precision router built for years of tough 
day-and-night service by commercial and newspaper photo- 
engravers, electrotypers and printers. The cutter head is of 
new, proven long life construction. Not a toy, this machine has 
speed and staying power your shop needs, Others may look like 
a Royle in some details, but only the genuine Royle lives up 
to the name, ‘‘The Master Router.”’ 
























































SPECIFICATIONS 
SEEPS E CE OCCT TT eee Se OTT Te | About 23,000 R.P.M. 
et acy age eC aEe Sx aa ae Ree | 32 inches, front to rear 
Sidewise unlimited 
eee 86s oe cs aN ee ae 1 H.P., balanced, enclosed 
ES ee Le ee Eee ee 1,150 Ibs. 
EE LTE eee ee ree 62 x 46 inches 
Choose Style According to Use 
Seyi | Blak y g ROYLE ROUTING CUTTERS 
. R ded f 
goes ebinaiencsosnileiil (See diagram at left for styles) 
A ia Electrotypes, stereotypes, wood : : 
~~” There is more to a routing cutter than bar metal. Royle 
B loa) as cutters are made from a superior grade of chromium-tung- 
mal sten high speed steel, heat treated and tempered. On ultra 
C fi Riocas modern precision machines, they are ground to the exact 
dl pattern of their mates. They are then heat treated and tem- 
D 2) Electrotypes and copper pered to produce an edge that will be keen yet tough enough 
— for rugged service. All this insures uniformity in material 
E 1 © Copper (Steel at reduced speed) and workmanship. 
F @& Zinc (Reinforced blade) Experienced operators know that a Royle cutter, right from 
the box, will be sharp and perfectly centered. The cutter is 
e Brass (Reinforced blade) the business end of your router and upon it depends the qual- 
= ity and speed of your work. 
H (<3; | Copper (Ground below center) 
— The standard shapes of Royle cutters have been evolved 
L - Zinc (Long blade) through years of research into the forms best suited to rout 
om ca various materials. At the left are shown ten! popular shapes 
M ‘) Wood veining (No taper) of Royle cutters. Further detailed information may be ob- 
—— tained by writing for The Royle Cutter Catalog. 
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SPEED PRODUCTS, 


437 EAST 106th STREET 


INC. 


CLEVELAND, OHIO 





SPEED ELECTRIC STEREO MAT SCORCHERS 


@ There is a Speed Scorcher to meet every stereotype mat 
scorching requirement. Balanced Heat, Greater Air Cushion, 
Simplicity in Design and Durability are factors which make 
Speed Scorchers the most popular on the market. Speed Scorch- 


ers are easily operated. 


SPEED FLOATING COVER 
SCORCHER, MODEL 43-SP-4 


The floating cover maintains an 
even fit over the mat at all times. 
The floating cover, in conjunction 
with our specially designed hot 
bed, combines fool-proof protec- 


SPEED COMBINATION FLAT 
AND CURVED SCORCHER 


The combined flat and curved 
scorcher centralizes scorching op- 
erations into one compact, efficient 
unit. Two-scorcher floor space in 
one machine. 


Features — Full floating cover on 
curved scorcher. Uniform heat dis- 
tribution. Maximum input of 3000 
watts in curved scorcher. Maximum 
input of 2250 watts in flat scorcher. 
Quick access to the heaters. 


SPEED FLAT SCORCHER, Models 


For those plants that need a flat 
scorcher, these models can’t be 
beat. Simple in construction, solid- 
ly built, easy to operate with quick 
access to heaters. Will last for 
years. Both models equipped with 
three-heat control. Heating unit 
supplies uniform heat distribution. 


Model B-1382, 1500 watts input. 
Model S.S.2B, 2250 watts input. 
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tion against all mat abuses such as 
crushing due to excess strain being 
placed on the mat which causes 
distortion, column concaving and 
buckle forming. 


Maximum input 3000 watts. 


4 heat Manual Control. 








SPEED MODELS A-1382 
AND SUPER-SPEED 
CURVED SCORCHER 


This model is equipped with 
rigid cover, perfectly fitted over the 
hot bed. Furnished only with three- 
heat control. 


Thestandard curved model A-1382 
has 2000 watt (2 K.W.) input. 


The Super-Speed curved model 
SS-3-A has 3000 watt (3 K.W.) input. 
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AMERICAN PUBLISHERS SUPPLY ° west Lynn, mag | 
V Fe fed - A ” ie L e X mune. erate Patent 
QGUMMED PACKING PRIA) 


The Old Way 





























When ordinary felt is heated 
the moisture on the adhe- IT TEARS EASILY at the 
sive generates steam which 
forces the felt to part at the 
bond and lift from the mat. like postage stamps. . 





holes to any length...., 


Magnified — Shows air vents 
which permit escape of 

steam and which expedite The New Way 
drying. Thru these perfora- 
tions more glue is exposed to 
the air and the felt dries 
quickly and sets perma- 





nently. 
Ventilated Felt is pliable 
as linen, curves easily with- 
out cracking and stays in 


steam to escape through air place. 


vents, thus the adhesive 
dries quicker and the bond 


AIR-SEALED is positive. 
COMPLETE LINE | 
CORK MOLDER OF SUPPLIES | 


A new treatment by APS applied to cork * FOR LINOTYPE 
molders provides a surface treatment that * FOR PLATE WORK 


seals the cork cells permanently under tre- 
mendous pressure. This protects them from * FOR SPACE BACKING 




















premature deterioration resulting from com- 
pression under the molding machine, and * FOR MOLDING 
insures long life. * FOR CASTING 
A cork molding blanket so treated attains 
the uniform density required to push the * FOR AUTOPLATE 
* FOR PRESSROOM 


mat straight down into the type form for 

better molds. In addition, the treatment pre- 

serves this density under all conditions — Write for Complete Catalog of Newspapet 
thereby producing better results for a longer ae 

period of time. Printing Supplies | 
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AMERICAN PUBLISHERS SUPPLY « west .ynv, mass. 


FORM -O-SCORGE! 


ELECTRIC MATRIX SCORCHER 
bit FOR CURVED MATRICES 


The only curved scorcher offering the exclusive 


direct heating feature. 


x Adjustable Temperatures 
* Thermostat Control 
* Direct Heat 





* Self Conforming Cover 
* Adjustable Tension 











MODEL ‘“‘“MMM” 





FOR TUBULAR MATRICES 


The well known centrifugal scorcher offering 
unequalled efficiency in preparing tubular 
matrices. 


* Thermostatically Controlled Heat 
* Selective Temperature Control 


* Precision Time Control 
| * Automatic Self-Braking Motor 


* Outside Removable Heaters 





Model ‘‘SE’’ Deluxe Form-O-Scorch 


"3 FOR FLAT MATRICES 


J 
The Standard Flat Scorcher for preparing full 


page flat mats. 


| * Adjustable Heat 
* Full Page Drying Surface 
* Heavy Cover 
* Accessible Units 





ner Write for Prices and Complete 





Information MODEL “F 
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BURDETT MANUFACTURING CO. 


19 NORTH LOOMIS ST. 


CHICAGO, ILLINOIS 


BURDETT INFRA-RED RAY ANTI-OFFSET EQUIPMENT 


For Letterpress (flat bed and cylinder) and for Offset- 
Litho Printing Presses (roll or sheet-fed) 


Ink drying with radiant heat is provided for 
by mounting the burner bar in the press 
about 4 inches above the freshly printed 
sheets as the sheets pass to the delivery. 
Intensity of drying is regulated by a hand- 
wheel. 


The Burdett Infra-Red Ray Ink Drying Unit consists 
of a bar upon which are mounted, according to the 
width of the press, a number of cup-like refractory 
disks. A mixture of gas and air is fed to the disks by a 
low pressure air blower. Combustion of this air-gas 
mixture generated 2300 degree temperature F, on each 
disk. The heat radiated from the refractory disks 
penetrates directly into and raises the temperature of 
the ink to 350 deg. The ink then goes through the 
drying stages of polymerization and oxidation. 


Standard Burdett Infra-Red Ink Drying Units include 
safety features which eliminate the possibility of ac- 
cident or hazard. The unit is synchronized with press 





operation. There is no dust or fumes; instantaneous positiye 
ignition; no danger of damage to paper in a stopped pregg, 


Application — The burner may be installed vertically or hori- 
zontically, or at any angle necessary, on any type, width or 
speed of press without changing the press itself. Operates on 
all types of city and liquefied bottled gases. 


Difficulties and disadvantages of paraffin and starch sprays, 
atmospheric pipe burners, blast-type power burners, electric 
heat lamps, and hot metal sheets are avoided by using Burdett 
Infra-Red Ray Ink Drying Equipment. 


THE BURDETT RADIANT HEAT BURNER 


For Stereotype and Electrotype Metal Melting Pots, Metal Lithographing 
Ovens, and for Domestic and Industrial Boilers with Full Automatic Control 











The Burdett Radiant Heat Burner 
Equipment is designed to burn any 
kind of gas without changing the 
burner orifice. The radiant heat cre- 


ated by the Burdett Burner Heads has 
four times the penetrating power of 
convected heat. This penetrating heat 
insures more satisfactory heating re- 
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sults, faster pick-up and greater fuel 
economy. Virtually none of the radi- 
ant heat energy is lost in traveling 
from the burner surfaces to the sur- 
face of the metal pot. The burner unit 
is mounted directly under the pot. 


Sizes and Capacities — Burdett Radi- 
ant Heat Burners are made in square 
and round type manifold designs. 
Made in sizes ranging from 3 in. to 12 
in. in diameter. They have a capacity 
of 12,000 B.T.U.’s per hour to 320,000 
B.T.U.’s per hour. There is practically 
no limit to the size of job which may 
be handled with Burdett Burners. 


Bulletins Available — Send for illus- 
trated, descriptive bulletins about 
Burdett Infra-Red Ink drying Equip- 
ment; Burdett Radiant Heat Burner 
for Stereotype and Electrotype Metal 
— Melting Duty, and for Metal Litho- 
graphing Ovens. 
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LAKE ERIE ENGINEERING CORP. 


poX 1168 KENMORE STATIONe BUFFALO, NEW YORK 











—___ 


| Here Is Iron-Clad PROOF 


That Experienced Plate Makers Prefer the Performance 
of LAKE ERIE EQUIPMENT 


FOR RUBBER PLATE AND 
PLASTIC PLATE VULCANIZING 


% Lake Erie Acraplate Vulcanizers have 
replaced or augmented every other make 
in various plants. 










% 35% of all Acraplate purchasers have 











h 

a previously used other makes. 

is % No Acraplate user has ever purchased 

he | any but additional Acraplates. 

ett 
STANDARD SIZES 
| Steam or Electric Heat — Hand or Motor Driven 
| Model ...... 7 10 18 27 32 
| Platen...... 16x14 20x16 24x20 30x24 36x28 
! Tonnage.... 68 100 180 270 320 

1el 

di- | 

| ° ‘ -, 

Ir }- Fj 

‘ | FOR STEREOTYPE ee : 

' | MATRIX MOLDING B2 AP AKE ERIE | 

. | * Approximately 60% of all commercial r 

: | stereotypers who have purchased direct 

y | pressure presses in the last six years have 

yl specified Lake Erie Directomats. 


* 85% of those newspapers using direct 
pressure on daily work employ Directo- 
mats. 

STANDARD SIZES 
300 Ton and 800 Ton. Single or Double Sided. 
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R. HOE & CO., Inc. 


BIRMINGHAM 





HOE ARCHED-TYPE 


Super-Production 


NEWSPAPER PRESS 


Every part of the modern Hoe newspaper 
press from its rugged, over-size bed-plate to 
the rigid top-rail section is designed to pro- 
vide positive alignment of units and folders, 
to eliminate vibration and assure continuous 
operation at sustained high speeds. Follow- 
ing are several of the features of Hoe design. 


Balanced Drive. One cylinder in each 
couple is driven simultaneously from a single 
anti-friction mounted helical gear which in 
turn is driven by a spiral bevel gear on the 
upright drive, a design that eliminates the 
backlash of conventionally driven couples. 


Power On One Side. With driving gears all 
on one side of the press, there is none of 
the torsion that develops when the load is 
transmitted from one side to the other. 


Visible Automatic Lubrication. Port- 
holes in the oil-tight housings reveal the 
effectiveness of automatic lubrication sys- 
tem. A continuous bath of oil is pumped from 
the reservoir to all important parts of units, 
cylinders, ink motion and driving gears. 


Automatic Ink Control. Hoe patented 
Ink pumps are the only inking device that 
continuously feeds ink to the form rollers in 
direct proportion to the speed of the press. 


improved Ink Drive. By providing more and 
smoother vibrations, with no idle period of 
dwell, the crank-shaft-type of ink-distribu- 
tion drive improves printing quality. 


Speed Lock-Up. Valuable minutes are saved 
at press time by single-stroke lock-up. One 
pull locks the plates. One push unlocks them. 
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BOSTON 


The original anti-friction bearing newspaper press 


CHICAGO 





Micrometer Impression Adjustment. 
No guesswork in setting cylinders with 
visual micrometer impression adjustment. 
When gauges on both sides of unit are 
set to same impression, cylinders are 
accurately parallel. 


Solid Steel Cylinders. Solid steel forg- 
ings ground on their own over-size journals; 
balanced both statically and dynamically. 


Staggered Roller Bearings. Cylinders 
are held rigid, stagger streaks are pre- 
vented and operating horsepower is 
reduced by Hoe patented staggered roller 


HOE SUPER-PRODUCTION FOLDER 


Simple design, rugged construction and 
extreme accessibility.Important adjust- 
ments made from convenient outside 
points while in operation. Precision 
former is always tangent to drag 
roller, calibrated in degrees, adjustable 
to size of product. Special knife box 
reduces cheekwood breakage. Tapered 
gear drive for constant mesh and true 
pitch at all times. Anti-friction bearings. 


HOE REELS, ELECTRIC AUTOMATIC 
TENSIONS AND FULL-SPEED 
PASTERS oe 


Web presses are brought to the highest 
level of efficiency by Hoe Reels, Auto- 
matic Tensions and Full-Speed Pasters 
which assure continuous, uninterrupted 
production without stopping or slowing 
down for paper roll changes. Notable for 
simplicity, convenience and uniformly 
successful operation, they have been ap- 
plied to all types of web perfecting pres- 
ses. Can be applied to existing presses. 
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General Offices: 910 East 138th s¢ 


(At East River) 
NEW YORK, N. Y. 


SAN FRANCISCo 





bearings with ball thrust bearing on each 
cylinder end. 


Anti-Friction Pioneer. By pioneering 
the anti-friction newspaper press, Hoe has 
created a new concept of press design; has 
set new low records of horsepower con- 
sumption and press maintenance; has 
established new and higher standards of 
presswork quality. 


Safety First. Protection for men who 
operate Hoe Presses provided by plentiful 
use of guards and Hoe feeding-in pan which 
makes the job of threading the web safer 
and faster. 





a 
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) 


Here’s ample evidence of Hoe’s pre- 

eminent ability to design and build all 

multi-color newspaper presses. This 26- 

unit installation for the Cleveland Plain 

| Dealer is the world’s largest, fastest and 

most modern press of its type. It was 

designed for the continuous, simultaneous 

production of a 16-page four-color comic 

section and a 16-page magazine with a 

large number of its pages in color at the 

remarkable running speed of 40,000 

complete copies of both products per 

hour. Solid forged steel cylinders, anti- 

h friction bearings, positive impression 

adjustment, heavy rigid construction and 

other Hoe features are included to make 

this speed possible without sacrifice of 
quality. 





Color register is maintained by close- 
coupled cylinders, positively positioned 
sliding compensators, feeding-in rollers 
and automatically constant tension. Color 
and its tones are controlled by an auto- 
matic ink distribution system with large, 
ball-bearing form rollers, de-synchronized 
distributing cylinders with crank-shaft- 
type drive, Hoe color fountains and neces- 
sary intermediary rollers all mounted in 
movable carriages. The deflection of form 
rollers is prevented by a special Hoe 
design and their adjustment against either 
plate or ink cylinders can be made without 
disturbing any other settings. 

A great reduction of make-ready and 
register time is gained by an ingenious clip 
arrangement for quickly and accurately 





WORLD'S LARGEST and FASTEST MULTI-COLOR NEWSPAPER PRESS 





registering plates; also by the fact that 
each unit can be “‘moved up” without 
reference to other units. Hence, pressmen 
can work simultaneously on various parts 
of the press without waiting for one 
another. Progressive proofs can be pro- 
duced because of an arrangement for selec- 
tively silencing various units and their ink 
systems and throwing off impression. 

For continuous, uninterrupted produc- 
tion, press is equipped with Hoe three-arm 
Reels, Automatic Tensions and Full- 
Speed Pasters. 

Besides building all types of multi-color 
newspaper presses, Hoe produces a com- 
plete line of color attachments for use on 
either new or existing black newspaper 
presses. 





mweeseshlUhSOlUD UW 


| HOE SUPER-PRODUCTION 
| + ROTOGRAVURE PRESSES 


With a background of more than a century 
in the newspaper press field and thirty 
{ years of experience devoted to the intaglio 
press alone, Hoe is today recognized as the 
| leader in the design and construction of 
modern rotogravure presses. Following the 
pattern of all other Hoe Equipment, the 
! -Super-Production Rotogravure Press in- 
corporates advanced design features which 
| combine to provide the greatest customer 
satisfaction with such benefits as highest 
net production, finest quality of press- 
work, utmost operating convenience, 
| lowest possible manufacturing costs. In 
proof of these statements there are 
numerous Hoe Rotogravure installations 
' in both newspaper and commercial plants 
throughout the United States and abroad 
| demonstrating their economical perform- 
ance while delivering the finest quality of 
‘ presswork. On multi-color work, the Hoe 
Super-Production Rotogravure Press oper- 
| ates at speeds of from 15,000 to 20,000 
cylinder revolutions per hour which are 
equivalent to 30,000 to 40,000 papers per 
hour, and at even higher speeds when 
| running monotone work. Write for 
samples of work produced on the Hoe 
Super-Production Rotogravure Press. 
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HOE SUPER-PRODUCTION MAGAZINE PRESSEs 


Broad experience and unusual skill are 
required to build magazine presses for large- 
scale production like this one. It’s a Hoe 
Super-Production 64-page Magazine Press 
equipped with Hoe 3-Arm reels, electrically- 
controlled automatic tensions and full-speed 
pasters. Presses of this type are able to 
produce 40,000 32-pg. signatures an hour at 
a web speed of over 1,000 feet per minute. 
They can be furnished with folders, flat sheet 
delivery, rewinder or any combination of 
these. Provision is made for the installation of 
all types of ink drying equipment and the 
addition of multi-color facilities. Their 
modern design features include: Heavy steel 
frames; solid steel impression and plate cyl- 
inders mounted in pre-loaded, self-aligning 
roller bearings; crank-shaft-type ink distri- 
bution drive; automatic force-feed lubrication 
within oil-tight housings; helical spur and 
spiral bevel gears of high grade steel and high 
tensile bronze; anti-friction bearings through - 
out. Hoe builds all sizes of magazine presses to 
suit size of product and production problem. 





HOE WEB-FEED PERFECTING 
OFFSET PRESS 


Hoe 4-unit web perfecting offset press 
designed for smooth operation at 15,000 
cylinder revolutions per hour. It produces a 
16-page standard size newspaper with any 
combination of 4 colors on every page. 
Features are described in a bulletin available 
on request. Hoe builds all types and sizes 
of web offset presses. 





HOE METAL DECORATORS 


Hoe leads the field by far in rotary metal 
decorating presses with a complete line of 
four types all available in six different sizes. 
There are single and two-color models with 
or without automatic feeder. Sizes are: 
26” x 34’’; 29” x 36”; 3114" x 42”; 36”’ x 50”; 
38” x 54”; 48” x 72’. Other sizes built to 
order. Write for complete literature. 
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WORLD'S LARGEST SHEET-FEED OFFSET PRESS 


Illustrated is the 4-color model of the Hoe 
convertible Offset Press. It handles the 
largest offset sheet in the world . 

50’’ x 72’’. It’s named convertible because 
of its unit construction which means that 
the 1-color model can be expanded to 
2-colors, 3-colors or 4-colors by relatively 
simple addition of extra units while 
utilizing existing feeder and delivery. 
It offers many new features. 


Web Type Feed. Sheet never stops from 
time it leaves feeder until it reaches 
delivery. 


Automatic Register Control. Con- 
venient push buttons at delivery end of 
the press automatically adjust plate 
cylinders in four directions: laterally; cir- 
cumferentially; from left to right; from 
top to bottom. 


New Inking Mechanism. Changing 
sequence in which the big form rollers 
receive ink improves distribution so there 
is no difference in color between gripper 
end and tail of sheet. 


Automatic Dampening Control. Elec- 
trically operated system provides push 


button control of new, improved dampen- 
ing mechanism. 

Anti-Friction. Lavish use of ball and 
roller bearings for smooth operation at 
top speeds. 

Pre-register of Plates. New feature sim- 
plifies and speeds up job of plating press. 


New Clamping Mechanism. Prevents 
distortion of color plates while press is 
being plated. 


Delivery Slow-Down. Sheets reach de- 
livery table at half the speed of the press. 


Automatic Lubrication. Force-feed lub- 
rication is provided at all vital points. 


First With Oil Tight Housings. Like no 
other sheet-feed offset press, all impor- 
tant internal high speed parts revolve in a 
continuous bath of oil. 


Greater Working Space. Press design 
provides more room for pressmen without 
adding to required floor space. Pressman 
can walk between feeder and Ist unit. 


Hoe convertible Offset Press is available 


with smaller sheet-size . . . 42’’x58” in four 
models: one, two, three and four colors. 
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HOE PRECISION PLATE MAKING MACHINERY 


MONARCH Il NEW DESIGN 
ROLLER BEARING DIRECT PRESSURE 
MATRIX MATRIX MOULDING 
ROLLER PRESS 


Speedier mat mould- 
ing, deeper impres- 
sion of engravings, 
more exact color 
register and remark- 
able simplicity of operation are chief features of this 
recently redesigned hydraulic moulding press. 


Designed for the speedy 
production of high qual- 
ity mats, it can be 
operated from either end 
and run at fast or slow 
speed. No operating levers. Control is entirely 
push-button electric. 








VERTICAL 
PLATE CURV- 
ING MACHINE 


VACUUM CURVED CASTING VACUUM-TYPE SPEED cm? 


FLAT CASTING MOULD 2 





This mould 
equipped 
with vac- 
uum in the 
bottom 
holds the 
mat secure- 
ly against 
the casting members producing 


Marked by 
features that 
assure accurate 
plate curvature 
and avoid time- 
consuming flat 
spots. It 
curves plates 





This mould, arranged with vacuum 
in the concave section for holding 


the mat in correct position, con- 
forming it to the curvature of 
the mould, reduces to a minimum 
the sinks and irregularities which 
so often appear in plates cast in 
ordinary moulds. 


better type faces and a more accu- 
rate plate. This mould also embod- 
ies all the ““Speed”’ features of the 
standard Hoe 5-column and 8-col- 
umn speed moulds. 





in diameters 
from 9” up; in widths up to and 
including 27” along the straight 
edge. Any thickness up to and 
including 34”. 





CURVED SHAVER AND INCLINED-BED 
CUTTING-OFF FLAT SHAVING 
MACHINE MACHINE 
A precision machine designed A machine built 





ings throughout, automatic stop 
and push button control. Shaves plates rapidly to 
extremely close tolerance and cuts tails in one 


operation. 


for the utmost operating conven- 
ience and safety. Ultra-modern 
design includesanti-friction bear- 


with precision to do 
precision work. Will 
shave plates as thin 
as .062” and full 
width without buck- 
ling, with an accuracy of a thousandth part of an 
inch. With the holding down roller, plates as small as 





2”x 3” can be shaved without danger of tipping plate. 





The complete Hoe line includes other types of plate making machinery, accessories and supplies. 


Write for literature. R. Hoe & Co., Inc., 910 East 138th Street, (at East River) New York, N. Y. 
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1—The offices and makeup tables at John Dickinson Schneider pro- 
vide a pleasant working environment due to the high-level indirect 
lighting. Type visibility, also, is enhanced by the well-diffused illumi- 


nation. 


2—Masking operations at the Frontier Engraving Co., Buffalo, New 
York, are simplified by a well-designed system providing 100 foot- 
candles on the masking tables. A combination of general lighting plus 
supplementary lighting does this efficiently. 


How Various Types of Copy Reproduce 
In Halftone and Line Etching 











| 





Kind of Copy Halftone Line Etching 
Combination wash and 
pen and ink....... a a? Serer ee oe 
Charcoal, crayon or 
wash drawing...... Preferred Can be used 


Can be used Can be used 
|(Mezzograph better) 


Preferred 


Etchings, dry point... 


Can be used 
\(If coarse screen 


Halftone print....... 








copy) 

Line drawing........ Can be done | Preferred 

Line print...........| | Can bedone | Preferred 
102 


SOME EXAMPLES OF EFFICIENT PRINTING PLANT LIGHTING 





3—High visibility in the details of the rotogravure rolls in the plant 
of Crowell-Collier Publishing Co., Springfield, Ohio, is provided 
by the 40 foot-candle indirect lighting from 500 w. lamps on 10 ft. 
by 10 ft. centers. 


4—The utmost from the eyes, by way of speed and accuracy, are 
demanded in the high-speed operation of a newspaper plant. Ths 
was solved in the Youngstown (O.) Vindicator composing room by 
the use of a suspended ceiling over each makeup table. 





| 
Kind of Copy Halftone | Line Etching 
Lithogragh.......... Can be done | Can be done 
(On copper best) 
PN UNE WHI. 5d Fd cece cameo eees Preferred 
Oil paintings......... nn reer rc 
Photograph.......... Preferred Impossible 
Ross paper, line and | 
RE SN Nene Teer ee ree: | Preferred 
Steel and copper plate 
ET Seana are Seer _ Preferred 
‘Type ame manuacrint.|. 2... ce escsaes | Preferred 
ee ees re rr rere | Preferred 


Wash drawing, water 


COIOW et nt Preferred 
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The majority of the recommended values of illumination in 
the following table refer to the general lighting or lighting 
throughout the total area involved as measured on a hori- 
zontal plane 30 in. above the floor. In many cases where an 
illumination of more than 40 foot-candles is necessary, it 
should be obtained by a combination of general lighting plus 
supplementary lighting at the point of work. A superior 
figure ? after the foot-candle figure denotes that this com- 
posite type of illumination is desirable. 


Attention is called to the fact that the values given are 
minimum operating values; that is, they apply to measure- 
ments of the lighting system in use, not simply when the lamps 
and reflectors are new and clean—and in almost every instance 
higher values may be used with greater benefit. 


(These foot-candle values represent order of magnitude 
rather than exact levels of illumination) 











Minimum Operating 
Foot-candles 
Measured on the 


Work 

Book Binding: 
Folding, Assembling, Pasting, etc... .. 10 
Cutting, Punching and Stitching... ... 20 
acs dews eae aa wae ae 908 20 
I 5. dots pardoned ennveare Hess A? 





1Recommended Practice of Industrial Lighting, published by Illuminating 
Engineering Society, New York, 1939. 


‘Lighting recommendations for the more difficult seeing tasks, as indicated 
by A, B, C and D in the foregoing table, are given in the following: 


Group A: These seeing tasks involve (a) the discrimination of extremely 
fine detail under conditions of (b) extremely poor contrast, (c) for long 
periods of time. To meet these requirements, illumination levels above 
100 foot-candles are recommended. 


To provide illumination of this order a combination of at least twenty 
foot-candles of general lighting plus specialized supplementary lighting is 
necessary. The design and installation of the combination systems must not 
only provide a sufficient amount of light but also must provide the proper 
direction of light, diffusion, eye protection, and insofar as possible must 
eliminate direct and reflected glare as well as objectionable shadows. 


Group B: This group of visual tasks involves (a) the discrimination of fine 
detail under conditions of (b) a fair degree of contrast, (c) for long periods 
of time. Illumination levels from 50 to 100 foot-candles are required. 


To provide illumination of this order a combination of 10 to 20 
foot-candles of general lighting plus specialized supplementary 
lighting is necessary. The design and installation of the combination 
systems must not only provide a sufficient amount of light but also must 
provide the proper direction of light, diffusion, eye protection, and insofar 


RECOMMENDED MINIMUM STANDARDS 





OF ILLUMINATION FOR INTERIORS’ 








Minimum Operating 
Foot-candles 
Measured on the 


Work 
Printing Industries: 
Type Foundries— 
Matrix Making, Dressing Type....... A? 
Font Assembly—Sorting............. B2 
ee a ee C? 
re 20 
Printing Plants: 
Pe c8ookadd a6Ses ch cewbaos C? 
TO NN io sckcicennsedees A2D?2 
PO SEN es SicsseSseeansnees A? 
Electrotyping: 
Molding, Finishing, Leveling Molds, 

Routing, Trimming............... B? 
A ee eer ee C? 
Electroplating, Washing, Backing..... 20 

Photo Engraving: 
ee 20 
rer ee C? 
Routing, Finishing, Proofing......... B? 
ais 5 6-xc0xis tensed, A? 





as possible must eliminate direct and reflected glare as well as objectionable 
shadows. 


Group C: The seeing task in this group involves (a) the discrimination of 
moderately fine detail under conditions of (b) better than average contrast, 
(c) for intermittent periods of time. 


The level of illumination required is of the order of 30 to 50 foot- 
candles and in some instances it may be provided from a general 
lighting system. Oftentimes, however, it will be found more economical 
and yet equally satisfactory to provide from 10 to 20 foot-candles from 
the general —. and the remainder from specialized supple- 
mentary lighting. The design and installation of the combination systems 
must not only provide a sufficient amount of light, but also must provide 
the proper direction of light, diffusion, eye protection, and insofar as pos- 
pe must eliminate direct and reflected glare as well as objectionable 
shadows. 


Group D: The seeing tasks of this group require the discrimination of fine 
detail by utilizing (a) the reflected image of a luminous area or (b) the trans- 
mitted light from a luminous area. 

The essential requirements are (1) that the luminous area shall be large 
enough to cover the surface which is being inspected and (2) that the bright- 
ness be within the limits necessary to obtain comfortable contrast conditions. 
This involves the use of sources of large area and relatively low brightness 
in which the source brightness is the principal factor rather than the foot- 
candles produced at a given point. 





Linotype Keyboard Operation 


- The revised edition of Linotype Key- 
board Operation contains discussions about 
the keyboard composition of all kinds of 


figures. Price, $2.50 per copy. May be 
ordered through any Linotype Agency. 


Additional information may be ob- 
tained from the Commercial Engineering 
Department, Westinghouse Lamp Divi- 


100 W. Fluorescent Lamp sion. 


matter well illustrated by specimen set- 
tings. The range of instruction runs from 
simple to complicated composition, tabu- 
lar composition, run-arounds and un- 
usually tricky treatments. 


The book is divided into four general 
divisions: Keyboard Practice; Commer- 
cial Composition — Book Work; News- 
paper and Advertising Composition, and 
certain technical and maintenance work 
about the machine which the operator 
should know. 

Linotype Keyboard Operation — Published 
by Mergenthaler Linotype Company, 
29 Ryerson St., Brooklyn, N. Y. Size, 
6% in. by 9% in., hard bound in cloth 
with stamped cover, 180 pages, 106 


A 100-watt Mazda fluorescent lamp, 
the largest yet made and possessing over 
twice the power of any Mazda F lamp 
heretofore manufactured for commercial 
and industrial purposes, has been an- 
nounced by Westinghouse Lamp Division. 

The lamp is 5 ft. long and 2% in. 
diam. It will be available in the 3500 
deg. white color, which is adaptable to 
the greatest number of uses. The 100 w. 
lamp adds a seventh size to the line of 
fluorescent lamps now manufactured. 

Allowing higher mounting heights the 
lamp permits reduction in the size and 
number of fixtures necessary to supply a 
given amount of light. It is rated at 
initial output of 4400 lumens and its 
rated life is 2000 hours. 
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Westinghouse 100 w., 5 ft. fluorescent lamp 
shown with the FS-6 starter required for it. 
This glow-switch starter is 14 in. diam., and 
2 in. long. The lamp is available in the 
standard 3500 deg. white. 
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BOOK MACHINERY-ALL KINDS 
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PRESSES AND 
MACHINERY 


Preduce IN MANY FIELDS 


31 distinctly different high-production machines 
have been built by Young Engineering Company in 
the past year for use in the creation of these products: 


Tags Embossed Seals 
Tickets Salesbooks 
Labels Envelopes 
Cartons Cloth labels 
Index cards Paper cups 
Roll film Manifold forms 
Shirt bands Book matches 


Young equipment is now operating effectively and 
economically in many other fields as well. 


FIND OUT HOW YOUNG[CAN SERVE YOU 


Send samples of work you wish to produce at lower 
cost. We will try to devise an adaptation of one of 
our machines to make your product automatically. 
No obligation to you, of course. 


YOUNG ENGINEERING Co. | Mi coy 


World’s Leading Manufacturers of )D) Dp r 
Special Printing Presses NAD Ri ONS TO, 
VN LEIE PRODI i 


2741 N. JANSSEN AVE. CHICAGO, ILL. 
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2A Electrotyping 
2B Gravure 

2C Miscellaneous 
2D Offset-Lith 

9E Photo-Engraving 
OF Rubber 

2G Stereotyping 
2H Synthetic 





3——Paper and Printing Stock 





4—Paper Cutting 
and Processing 














ae In Using This Index — 
If you do not wish to locate equipment or supplies 
‘manufacturers by symbols, just read the index as you 
would any alphabetically arranged index. 


_ The compilers of these indexes have used every pre- 





This Printing Equipment and Supplies Index really 
is composed of eight separate indexes with 23 sub- 
indexes as shown in the chart: 


2A Electrotyping, page.?..... 
2B Gravure, pagé............ 
20 Miscellaneous, page. ....... 
2D Offset-Lith, page.......... 5 116 
2E Photo-engraving, page. sa 
2F Rubber, page......... 123 
2G Stereotyping, page....... 124 
2H Synthetic, page........ 2 128 
Paver and Printing Stock, page. 129 
4—Paper Cutting and Processing, page. 130 
erPEPOMBTOOM, PAGE. ..4 2. suue sss aur ». 131 
PO Bindery; page..:..............-6 140 
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P-Double-E Filing System 


1—Composing Room Index 


1A Adhesives 
1B_sCiBelts 
1B1 Cord Rubber (Linecasting) 
iB2 Dressing 
1B3 Fabricated 
1B4 Leather 


iC ___ Binders for Newspapers 
1D__— Blowers (Portable Cleaning) 
1E_ Cabinets, Stands, Typecases, etc. 


1F Chases, Quoins and Lockup Acces- 
sories 
1G Composing Machines and Supplies 
1G1 Keyboards, Keyboard Oper- 
ating Units and Tape 
Perforators 
Lead and Rule Casters— 
Casting Mechanism of 
Line-Casting Machines 
only 
Machines 
Strip Casters 
Matrices 
Matrix Cleaning 
1G7_ Matrix Processing 
1G8 Parts 
1Gi2 Plunger Cleaner 
1G14 Spaceband Polishing 
Machines 
1G9 Supplies 
1G13 Tabular Systems 
1G10 Type Casters 
1G11 Type Setting 
1H Counters, Dating and Numbering 
Devices 
1J Feeders and Feeding Devices 


Fluorescent Lighting Units. See 
Lighting Units 1GG 


1G2 


1G3 
1G4 
1G5 
1G6 


KEY FOR COMPOSING ROOM INDEX 


1K Furnaces (Remelting), Pig Molds 
and Tools 
1L_=Furniture 
1L1 Composition 
1L2 Metal 
1L3 Wood 


1M _ Galleys 
1N Gauges 


1N1 Copyfitting 


1N2 Type-high 
1N3 Matrix 

1N4 Micrometer 
1N5_ Plate 

1N6 Rules 


10 Lead and Rule Cutters 

1GG Lighting Units 

1P ‘Line-up and Register Tables 
1Q Make-up and Storage Tables 
1R Metal and Metal Flux 

1S Mitering Machines 

1T Motors 


1U Plate Mounting Systems 
1U1 Sectional 
1U2 Tools 
1U3 Cleaning Outfits 
1U4 Quad Base 
1V__s*Presses 
1V1_ Proofing 
1V2_ Testing 


1KK Punches, Press 
1LL Reproduction Proofing Systems 
1W Routers for Line Slugs 


1X Rule 
1X1 
1X2 


Brass 

Type Metal Strip 

1X3 Cutting, Creasing and Per. 
forating 
1X4 Zinc Face Wood Rule 

1Y Safety Cans 


1Z Saws, Planers, Saw Sha: 
1Z1 Planers Be 
1Z2 


Saw Sharpeners 
1Z3 


Saw Sharpening Service 
1Z4 Saw Trimmers 
1Z5 Swaging Machines 


1JJ Slug Surfacing Machines 
1HH Steel Newspaper Heads 


1AA Sticks and Rules (Composing 
and Makeup) 

1BB Thermometers and Pyrometers 

1CC Tools (Machinist) 

1DD Trucks 
1DD5 
1DD1 
1DD2 
1DD3 
1DD4 

1EE Type 
1EE1 
1EE2 
1EE3 
1EE4 
1EE5 
1EE6 Steel 
1EE7 Wood 

Typesetting and Type Costing 

Machines. See Composing Ma- 
chines and Supplies 1G 


1FF Type Washes 


Form 
Form File 
Form Lift 
Makeup 
Metal 


Aluminum 

Borders 

Brass 

Casting .Machine Matrix 
Foundry 





COMPOSING ROOM EQUIPMENT AND SUPPLIES CROSS-INDEX 


A 


B 








ADHESIVES 1A 
i a Type Mfg. Co., 61 Beekman St., New York, 


American Roller Co., 1342 N. Halsted St., Chicago, Ill. 
— Type Founders, 200 Almora Ave., Elizabeth, 
N. . Inside Back Cover, Dec. 
sarc Wood Type Mfg. ‘Co., 270 Lafayette St., New 
r 
Arabol Mfg. Co., The, 110 E. 42nd St., New a 2 Xe 
Bingham Brothers Co., 406 Pear! St., "New York, N. Y. 
7 Sam'l, Son aed Co., 636 Sherman oc 
Chicago, Ill..... 
Booth, E. A. 
Cleveland, O.. . 
Buckeye Paste Co., 2708. Wall St.,  Colaabui, 0. 
Corkpak Co., The, 45 South St., Mt. Vernon, N. Y. 
Eastern or, * Supply, 9603 Northern Bivd., 
Findley, The F. G., Co., ‘1243 N. “10th St., j Milwaukee, Wis. 
Goodrich, B. F., Go., 434 S. Main St., Akron, Ohio. 
Hoyt, Arthur 8., Co., Inc., 175 Fifth Ave., 5 York, N.Y. 
Ideal Roller & Mfg. Co., 2512 W. 24th St., Chicago, Ill... .36 
Le Page’s, Inc., Gloucester, Mass 
Lox Mfg. Co., 3310 E. 3ist St., Kansas City, Mo. 
Maigne, O. x. Co., 356 Pearl St., New York, N. Y. 
— Adhesives Corp., 820 Greenwich St., New York, 


Osgood-Globe Corp., 33 Purchase St., Boston, Mass. 
7 Products Co., Inc., 1770 Canalport Ave., Chicago, 


Star Cement Co., 1603 Holyrood Rd., Cleveland, 0. 
Union Rubber & Asbestos Co. ., 232 Allen St., Trenton, N. J. 
7 Glue & Gum Works, 2327 W. 18th St., Chicago, 


Rubber Co., 364, Rockefeller Bidg., be “sin 





ALUMINUM TYPE 
See under Type iEE. 





AUTOMATIC SAW-FILING EQUIPMENT 
See under Saws, Planers, Saw Sharpeners 1Z. 
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BASES AND HOOKS 
See Plate Mounting Systems 1U. 





BELTS 1B 


1B1 Cord Rubber (Linecasting). 
1B2 Dressing. 

1B3 Fabricated. 

1B4 Leather. 


ma poiteg 4300 Washburn Ave., N., Minneapolis, 
inn.— 
Atkins, E. C., & Co., 438 S. Illinois St., Indianapolis, 


nd.—Wood and metal laces. 
Cling-Surface Co., 1032 Niagara St., Buffalo, N. Y.—1B2. 
Clipper Belt Lacer Co., 974 Front Ave., N. W., Grand 
Rapids, Mich.—1B1, 1B3, 1B4. 
we = a as Co., Empire State Bldg., New York, 


10703 Quebec Ave., Cleveland, 
hio—1B2 


Gilmer, L. Co., Tacony, Philadelphia, Pa.—1iB3. 
Goodrich, B. He Co., 434 S. Main St., Akron, Ohio 
Hope Webbing Co., Providence, R. I.—1B3, 1B4. 


— nc + gh Co., The, 203 yee St., New bay 3 


Ensign Product Co., 


Rhea Jd E., & Sons, 35 N. "Sixth St., "Philadelphia, a 
Rockwood Mie Co., Indianapolis, Ind.—1B2. 
beat Corporation, 118 W. 22nd St., New “York, i eo 





BENCHES FOR MACHINISTS 
See Cabinets, Stands, Type Cases, Etc., 1E. 





BINDERS FOR NEWSPAPERS 1C 


American sci spaaanesilee 200 Elmora Ave., Elizabeth, 
N, J.. . Inside Back Cover, Dec. 


Hamilton Mfg. €., ‘Tee Rivers, Wis.. .. 7475 
Rouse, H. B., Co., 2216 N. Wayne Ave. , Chicago, fll... .39 


- 


BLACK AND WHITE MATRICES 


See under Composing Machines and 
Supplies 1G. 





BLOCK LEVELERS 
See under Saws, Planers, Saw Sharpeners 1Z. 





BLOWERS (PORTABLE CLEANING) 1D 


Breuer Electric me Co., 5100 N. Ravenswood Ave., 
Chicago, Ill... . 23, 


Clements Mfg. Co., 6671 S. Naieeenneet pore, " Obieagt; Ill. 
Ideal Commutator Dresser Co., 4016 Park Ave., Sycamore, 


ll. 
— Airbrush Co., 1911 Diversey Parkway, Chicago, 





BORDERS 
See under Type 1EE. 





BRASS RULE 
See under Rule 1X. 





BRASS TYPE 
See under Type 1EE., 





C 


CABINETS, STANDS, TYPECASES, ETC., 1B 

Allied Steel Equipment Co., Lapeer, Mich. 

American Steel Chase Co., 3131 Fetes ae 
Long Island City, N. Y.. . 9, Dec. 

American Type Founders, 200 Elmora Aven, “ salaname 
M.S: ase “Inside Back Cover, Dee. 

American Wood "Type Mfg. Co., 270 Lafayette St., New 

heck Shai Stool Co., 127 Oak St., Plainwell, Mich. 


Becker-Kowalick Co., 1716 W. Hubbard St., "Chicago, Ill. 
Berger Mfg. Co. , Division Republic Steel Corp., Canton, 0. 
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Composing 





Equipment and Supplies Index 
a ——— 


Machinery Co., Grand Haven, Mich.. <3 

ago Printers Meshinery Works, 609 W. Lake ‘St., 
“Cac, Associates, Inc., 228 E. 45th St., New 
Wario Co., The, Ross and Carthage Ave., Nor- 
‘cin Mfg. Co., Two Rivers, Wis............... 74-75 


Hobart Cabinet Co., Troy, Ohio. : 
Ee estcnal Engineering Works, Inc., Waverly St., 


Framingham, Mass. 
Kewaunee Manufacturing Co., Metal Div., Adrian, Mich. 


— ime Co., 2032 baiicee Ave., Leas ." 


‘Wiewner > Cee 612 E. ‘cl enna ‘St., 

Maven Se i ws is “$6.87 

Missouri-Central Type anak 703 E. Murdock Ave., 
Wichita, Kan. 

Monomelt Co., Inc., seuchets St., N.E. neat, 
Minn.. be . 70-71 

& Wilcox Mie. “Co., Middletown, N. Y. 
Gee Mehy Corp., 712 W. ‘Liberty St., Rome, N. Y. 


eld, —. & Co., 2271 ee Ave., Chicago, 
; .. 23, Des. 


aah H. 1g &Co., DIBN. ‘wees Its, “Chicago, fl.. .39 

wai eee 1020 Crocker St., Los mae Calif. 
..  1-2-3-4 

ican Cabinet Co., prerary Mich. 

Toledo Metal Furniture Co., The, 1100 Hastings St., 


Toledo, O. 
Universal Fixture Corp., 133 W. 28rd St., New York, N. Y. 








CALIPERS FOR SLUGS AND TYPE 
See under Gauges IN. 





CANS, SAFETY 
See under Safety Cans 1Y. 


CASTERS, LEAD AND RULE 
See under Composing Machines and 
Supplies 1G. 











CEMENT FOR CUTS 
See Adhesives | 1A. 











CHASES, QUOINS AND LOCKUP ACCES- 
SORIES 1F 
Adams, Ernest Edwin, 27 E. Willis St., Detroit, Mich. 
Altroy Co., The, 1234 Harvard St., N. W., Washington, 
D.C. Carty anti-workup liner. 
American Stee! Chase Co., 31 i Santi Ave., 
‘Long Island City, N.Y... .. 19, Dec. 
— Type Founders, 200 acim ‘i Elizabeth, 
. Inside Back Cover, ‘Dec. 
“eal Machinery Co. Grand Haven, Mich.. ..,....13 
Duplex Printing Press Co., Battle Creek, Mich.. .... ..65 


= adr Machinists, Inc., 137 W. 19th St., New York, 


i ae Press Co., The, 1535 S. Paulina St., 
Chicago, Ill. 

Hamilton Nifg. Co., ‘Two minis, Wis.. 14-75 

Hempel, H. A., 55 Baynes St., Buffalo, N. Y. 

Hoe, R., & Co., Inc., 910 E. 138th St., et York, 
N.Y... 8-99-100-101 

Irwin, H. G. Sater Co., Erie, h 


Missouri-Central Type Foundry, Wichita, Kan. 
Nonpareil Sub-Chase Co., 268 First St., San Francisco, 


alif. 

— Supply Corp., 1142 Maple Ave., Los Angeles, 

ali 

Printing Machinery Co., The, 436 Commercial Sq., Cin- 
cinnati, 

Reid, William, & Co., 2271 ee Ave., Chicago, 
WM. . 23, Dec. 


Raiable Printing Badenuné Co., The, Erie ‘Bidg., Cleve- 


an 
Riebe Quoin Co., 122 N. Lamon Ave., Chicago, Ill. 

Riehl Galley Lock Co. , 1312 Ontario St., Cleveland, Ohio 
Rouse, H.B., & Co., 2216" N. Wayne Ave., Chicago, Il..39 
ay Steel Chase Co., 426 S. Clinton St., Chicago, 


Sells Mfg. Co., 18 W. Main St., Mt. Joy, Pa. 
Smith, F. X., Co., 952 E. 93rd’ St., Brooklyn, N. Y. 
Stephens, Samuel & W ag 1 Quoin Co., 174 High St., 
Fort Hill Square, Boston, 
Strait, H. H., 9510 Milton sae ‘Gealend Mo. 
_— W. S., Co., 1524 ye bi ccsin Cap, 
..54 


Wiedemann Quoin Co., “The, 181 Cosberat ‘haa: Rewete, 


Wilson Type Tyup System, Room 800, 160 N. LaSalle St., 
Chicago, IIl. 

Wood Newspaper Notiews Coreen, © 501 Fifth 
Ave., New York, N. Y.. . 14-15 





CLEANERS FOR MATRICES 


See under Composing Machines and 
Supplies 1G. 





CLEANERS FOR TYPE 
See Type Washes 1FF. 
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COMPOSING MACHINES AND SUPPLIES 1G 
1G1 Keyboards, Keyboard Operating Units 
and Tape Perforators. 
1G2_ Lead and Rule Casters. 
1G3 Machines, 
1G4 Material Makers. 
1G5 Matrices. 
1G6 Matrix Cleaning. 
1G7 Matrix Processing. 
1G8_ Parts. 
1G12 Plunger Cleaner. 
1G13 Tabular Systems. 
1G9 Supplies. 
1G10 Type Casters. 
1G11 Type Setting. 
Automatic Saw ae Co., 735 E. Ohio St., Indian- 
apolis, Ind.—1G8, 1G . 60 
Baltimore Type & Cpedion Sian: 
Baltimore, Md.—1G 
Barager, M. E., 6523 20th Ave., N. E., Seattle, Wash.— 
1G8, 1G9. 
Booth, E. A., Rubber Co., 364 Rockefeller ita Cleve- 
land, 0.—1G9. . ..25 
Bultman, The F. i. Co., 0271 ‘Berea Rd, Cleveland, 
O.—1G8 to order. 
C. & J. Printing Service, Inc., 2101 E. Washington St., 
Indianapolis, Ind.—1G9. 
Chicago Linotype paar Co., 549 W. Randolph St., 
Chicago, Ill.—1G3, 
Cum Mfg. Co., 500 Pal St., San Francisco, Calif.— 


8. 8. Frederick St., 


a Saat Engineering Corp., 211 S. Ludlow St., Dayton, 

io—1 

Dayton Type, Inc., 200 Davis Ave., Dayton, O.—1G11. 

Dixon, Joseph Crucible Co., Jersey City, N. J.—1G9. 
Graphite and other supplies. 

Dixon, ag Co., 345 Poplar Rd., Indianapolis, 
Ind. —1G8, 

Electric Herling Co., 8616 Madison Ave., Southgate, Los 
9 Calif —1G8. 

pases , L., 1726 2nd Ave., So., Minneapolis, Minn. 

1G12. 


— Machine Co., 17 Haigh St., Schenectady, N. Y.— 
14, 


Haderer Co., The, 110 E. Wisconsin Ave., Milwaukee, 
Wis. —1G9, 1G14. 

imperial Type Metal Co., New York, deme 
cago—IG9.... . 48 

Imprint Matrix Co., Mebecian Falls, N. C1 G5. 

Independent Electric Machinery Co., 300 Southwest Blvd., 
Kansas City, Mo.—1G8. 

se Tool Co., The, 1504 N. Pulaski Rd. , Chicago, 

—1G9. 

Intertype Corporation, 360 Furman St., Brooklyn, 
N. Y.—1G3, 1G5, 1G8, 1G9...... 

Keystone Rubber Co., Inc., 180 North Wacker Drive, 
Chicago, Ill.—1G9. 

— = -Mat Corp., 60 E. 42nd St., New York, N. Y.— ae 

L. & W. Srvinw: Co., "140 Conia ‘St., "Priwidesdi, R. L 

Lanston Monotype Machine Co., Twenty-fourth at 
mgt Philadelphia, Pa.—1G1, 1G2, 1G3, 1G4, 
1G5, 1G8, 1G9, 1G10, 1G11. (See also Typesetting 
and "Typecasting Machines). . 

Lees, Hervey, 212 N. Chevy “Chase Drive, ‘Glendale, 
Calif —1G1. 

Lindner, E. G., Co., 419 Wall St., Los Angeles, Calif.—1G8. 

Lineoasting Mold Mfg. Co., 108 West Lake St., Chicago, 

Ceten come. Scott St. ete la.—1G3, 
1G5, 1G8, 1G9. . . 22-23 

Linotype Spinbeiains Co., "937 Lafay ette St., New York, 
N. Y.—1G8. 


Linotype Parts Co., 203 Lafayette St., New York, N. Y. 


—1G6, 1G8, 1G9. .63 
ri pe Supply Co., “86 Walker St., New York, N.Y 
18 9 


Ludlow Typograph Co., 2032 Clybourn Ave., Cnet, 
Il.—1G2, 1G3, 1G5, 1G8, 1G9. 

McDonald, G. A., 545 N. Oakland dei, Peed Calif. 
Rear Lights. 

Margach Mfg. Co., Inc., 82 Beekman St., New York, N. Y. 

Matazine Co., The, 1220 Maple Ave., Los Angeles, Calif. 
—1G6, 1G9. 

Matrix Contrast Corp., 2812 Empire State hess .» New 
York, N. Y.—1G7. ..41 

Mergenthaler Linetype Co., 29 Ryerson St. , Brooklyn, 
N. Y.—1G2, 1G3, 1G4, 1G5, 1G8, 1G9.. . 32-33 

Miller, Walter W., Co., 557 E. W cshingtoss St., indien- 
apolis, Ind.—1G9. 

Mohr Lino-Saw Co., 126 N. Union Ave. erase iil.— 
Saw for line-casting machines. . = H 

Monomelt Co., Inc., 1611 Polk St. a ON. E, Minne- 
apolis, Minn.—1G8. .. : .. 70-71 

Monotype Machine Servies. Corp, “612 W. ‘Yale St., 
Chicago, Ill—1G5, 1G8, 1G9. 

Montgomery & rg J ogg Ave. at en he, 
Towanda, Pa.—1G8, 1 

Mooney Spaceband a ‘Co., 4319 ‘Besknah: ping 
Schenley Farms, Pittsburgh, Pa—1G14. 

eg s Machine Shop, 211 High ree Cleveland, 0— 


Nusraberae, P. G., 655 8. Wells St., Chicago, Ill.—1G8, 


1G9. 
Nu-Mat Co., 58 W. 15th St., New York, N. Y.—1G7. 
She Corp., 2 ee Rd., eatasaiy N. Y.— 


Precision Steel Co., 93 Park Av Pateuen, N. I —1G8. 


Outside Back Cover - 


Precision Typesetting Parts, 368 E. 148th St., Bronx, N.Y. 

Printers Machinery & Supply Co., 529 W. Congress St., 
Detroit, Mich.—1G8. 

is ig Typesetting Co., 211 8. Ludlow St., Dayton, O.— 


shane gee, & Co., 2271 ere Ave., Ch 


i. mt G8,1 1G9. ‘Dec. 
a — Eqdipment Co., “The, “Erie Bldg., Cleve- 
an _ 


— & a Inc., 18 Jacob St., New York, N. Y.— 
Rivett Lathe & Grinder, Inc., 20 Riverview Rd., Brighton, 


ass. 
Ross-Ad Seal, Inc., 738 Lord St., Indianapolis, Ind.—1G5. 


eo B., . Co., 2216 N. moe Ave., oo 

Smyth Mfg. Co., 9 PrN Ad ‘St., Hartford, ‘Cela: 1014. 

South Bend Lathe Works, 100 E. Madison St., South Bend, 
Ind.—Lathes. 

gar Ashton G., Inc., 655 S. Wells St., Chicago, Ill.— 

Stripfeunders Inc., 512 Sherman St., rang “ef Ti. 

Sunnen Products Co., 7900 Manchester St., St. Louis, 


Mo.—1G9. 
Superior Flake Graphite Co., 33 8. Clark St., Chicago, 
Telivpssetir Corp., 1400 Wrightwood Ave., Chicago, 

.—1Gl1. 


Time-Saving Device Co., 599 Kenmore Ave., 8. E., Warren, 
O.—Ejector safety for linotypes. 

Tork Clock Co., Mt. Vernon, N. Y. 

Type-O-Writer, Hervey Lees, Sales Distributor, 212 N. 
Chevy Chase Drive, Glendale, Calif—1G1. 

Universal Mono-Tabular Corp., 1905 Bryan St., Dallas, 
Texas.—1G13. 

i, Engraving Co., 1133 Newport Ave., Chicago, 





COMPOSING MACHINE FEEDERS AND 
FEEDING DEVICES 


See under Feeders and Feeding Devices 13 F 





COMPOSITION FURNITURE 
See under Furniture 1L. 





COMPOSITOR’S RULE 
See under Gauges 1N. 





COPY DESKS 
See Cabinets, Stands, Type Gases, Etc., 1E. 





COPY FITTING SYSTEMS 
See under Gauges IN. 





CORD RUBBER BELTS (LINECASTING) 
See under Belts 1B. 





COUNTERS, DATING AND NUMBERING 
DEVICES 1H 

Altair Machinery Corp., 55 Vandam St., New York, N. Y. 

American Numbering Machine Co., Atlantic & Shepherd 
Aves., Brooklyn; N. Y. 

American Perforator Co., The, 625 W. Jackson Blvd., 
Chicago, Ill. 

——— Type Founders, 200 Elmora Ave., Elizabeth, 

N. J.. . Inside Back Cover; Dec. 

Arnold Wcities Machine Works, 9 N. Franklin St., 
Chicago, Il. 

Bates Mfg. Co., The, 30 Vesey St., New York, N. Y. 

— Perforator Co., 4740 Ravenswood Ave., Chicago, 


— Numbering Machine Co., 535 Bates St., Detroit, 


Durant Mfg. Co., 1929 N. Buffum St., Milwaukee, Wis. 
Force, Wm., A & Co., Inc., 216 Nichols Ave., Brooklyn, 


Hamilton Tool Co., 220 N. “B” St., Hamilton, O. 

Hickok, W. O., Mfg. Co., Harrisburg, Pa. 

Maxson Automatic Machinery Co., Westerly, R. I. 

Nygren-Dahly Co., 218 N. Jefferson St., Chicago, Ill. 

— Instrument Co., 710 W. Jackson Bivd., Chi- 

0 

Redington, F. B., Co., 112 S. Sangamon St., Chicago, Ill. 

Roberts Numbering “Machine Co., 694 Jamaica ve., 
Brooklyn, N. Y. 

Star Tool Works, 15 W. Washington St., Springfield, O. 

Struthers Dunn, Inc., 1315 Cherry St., Philadelphia, "Pa, 

Wetter Numbering ees het er bcs -_ 
Logan St., Brooklyn, N. Y.. ... aang 





st CUTTING AND PERFORATING 
See under Rule 1X. 





CUT CEMENT 
See Adhesives 1A, 





CUT CLEANING FLUID 
See Type Washes IFF. 





CUT LEVELERS 
See under Saws, Planers, Saw Sharpeners, 1Z 


CUTTERS, LEAD AND RULE 
See Lead and Rule Cutters 10. 








pe CREASING AND PERFORATING 
See under Rule 1X. 
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DATING, COUNTERS AND NUMBERING 
DEVICES 





See Counters, Dating and Numbering 
Devices 1H. 





DESKS, COPY 
See Cabinets, Stands, Type Cases, Etc., 1E. 


DESKS FOR FOREMEN 
See Cabinets, Stands, Type Cases, Etc., 1E. 








DIES, RULE FOR MAKING 
See under Rule 1X. 





DRESSING FOR BELTS 
See under Belts 1B. 


— FOR COMPOSING ROOM MACHIN- 





See Motors 1T. 





E 





ELROD METAL 
* See Metal and Metal Flux 1R. 





EQUIPMENT FOR SHARPENING SAW- 
TRIMMERS 


See under Saws, Planers, Saw Sharpeners 1Z. 
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FABRICATED BELTS 
See under Belts 1B. 





FEEDERS AND FEEDING ce FOR 
COMPOSING MACHINES 1 


American Type Founders, 200 Elmora a. Elizabeth, 
N. J.. . Inside Back Cover, ‘Dec. 


Shes Alfred W.. St. ‘Albans, New York, N. Y. 

Coffing Hoist Co., 800 Walters St., Danville, Ill. 

Eastern nate Supply. 9603 Northern Bivd., Corona, 
L. 1., N. . 84-85 


Electric Heating Co., ‘3616 ‘thats Ae. Southgate, Los 
Angeles, Calif. 
— ensues 360 Furman St., Brooklyn 
F Outside Back 


Poti Parts Co., 203 Lafayette St., New York, N.Y. gl 
Margach Mfg. Co., Inc., 82 Beekman St., New York, N. Y. 
Mergenthaler Linotype Co., 29 Ryerson St. esipies. 

a Y.; . .32-33 


Miseouri-Central Type Foundry, Wichita, Kan. 


United American Metals Peccuag 200 Diamond ms ob 
Brooklyn, N. Y.. .. . 62 





FILING EQUIPMENT FOR SAWS 
See under Saws, Planers, Saw Sharpeners 1Z. 





FLUID FOR CLEANING TYPE 
See Type Washes iFF. 





FLUX FOR METAL 
See Metal and Metal Flux 1R. 





FOREMEN’S DESKS 
See Cabinets, Stands, Type Cases, Etc., 1E. 





FORM FILE TRUCKS 
See under Trucks 1DD. 





FORM LIFT TRUCKS 
See under Trucks 1DD. 





FORM TRUCKS 
See Trucks 1DD. 





FOUNDRY TYPE 
See under Type 1EE. 





FURNACES eo PIG MOLDS 
AND TOOLS 1K 


American Tye ssn 200 Elmora Ave., Elizabeth, 

N. J.. Inside Back Cover, Dec. 
Ohensiig, "Alfred W. ‘Bt. ‘Mein, a York, N. Y. 
Conco Engineering Co., Mendota, Ill. 

Curle Mfg. Co., 500 Sansome 8t., San Francisco, Calif. 
Electric eating Co., 8616 Madison Ave., Southgate, 

Angeles, C 

I Type Metal Co., New York, Philadelphia, 
‘cme. " 48 


Independent Electric SMachianey Co., 300 Southwest Bivd., 
Kansas City, Mo. 
Iron Fireman Mfg. Co., 3170 W. 106th St., Cleveland, O. 
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Kemp., C. M., Mfg. Co., 405 E. Oliver St., Baltimore, Md. 
Linotype Parts Co., 203 Lafayette St., New York, N. Y.. .63 
Missouri-Central Type Foundry, Wichita, Kan. 

Monarch Engineering & Mfg. Co., The, Curtis Bay, Bal- 


timore, Md. 
Northwest Type Foundry, 507 8. 4th St., Minneapolis, 


Min 
Philadel “eg Thermometer Co., 915 Filbert St., Philadel- 


phia, 
Selas Co., “The, 18th & Indiana Ave., Philadelphia, Pa. 
Struthers Dunn, Inc., 1315 Cherry St., Philadelphia, Pa. 
Sunnen Products Co. ” 7900 Manchester Ave., St. Louis, Mo. 
Tork Clock Co., Mt. Vernon, N. Y. 
United American Metals sane 200 Diamond St., 
Brooklyn, N. Y... 
United American Metals Corp. ¥. “200 Diahend St., Drackive, 


Zellner Foundry Co., The, 2088 Scranton Rd., Cleveland, 
io. 





FURNITURE 1L 
1L1 Composition. 
1L2 Metal. 
1L3 Wood 


heen Fenn Type Mfg. Co., 61 Beekman St., New York, 


American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—iL2, 1L3. . . Inside Back Cover, Dec. 


American Wood Troe Mfg. ‘Oe, 270 Lafayette St., New 


York, N. Y.—1L3. 
Challenge Machinery Co., Grand Haven, Mich.—1L2. . .13 
Duplex Printing Press Co., Battle Creek, Mich.—1L2. . .65 
Hamilton Mfg. Co., Two Rivers, Wis.—1L1,1L2,1L3. . 74-75 
Irwin, H. G., Lumber Co., Erie, Pa.—1L3. 
Morgans & Wilcox Mfg. Co., Middletown, N. Y.--1L2. 
Perfection Type, Inc., 141 E. 5th St., St. Paul, Minn.—1L2. 
Powers Sb eagge Lock-up Furniture Co., 198 Mercer St., 
Jersey City, N. J—1L1. 
Printing Machinery Co., The, 436 Commercial Sq., 
Cincinnati, O.—1L2 
Sandberg Mfg. Co., 1949 Fulton St., Chicago, Il!.—1L3. 
8 Samue! ‘& Wickersham Quoin Co., 174 High 
, Boston, Mass. —1L2. 


G 








GALLEYS 1M 


American Steel Chase Co., 3131 spay iega Ave., 
Long Island City, N. Y.. . .. 19, Dec. 


—— Type Founders, 200 Elmora Ave.., Elizabeth, 
N. J Inside Back Cover, Dec. 


Angle Steel Stool Co., 127 Oak St. ., Plainwell, Mich. 
Challenge Machinery Co., Grand Haven, Mich 
Hamilton Mfg. Co., Two Rivers, Wis............. 


GALLEY LOCKS 
See Galleys 1M. 








GAUGES 1N 
1N1 Copyfitting. 
1N2 Type High. 
1N3 Matrix. 
1N4 Micrometer. 
1N5 Plate. 
1N6 Rules. 
American Type Founders. 200 Elmora Ave., Elizabeth, 
N. J.—1N2, 1N5. . : Inside Back Cover, Dec. 
Anne bey yO ta. 10 Leo Pl., Brooklyn, 
1 
Bobemeter Mfg. Co., 64 Fernwood Drive, Dayton, 0.— 


1N5. 
Brown & Sharpe Mfg. Co., Providence, R. I—1iN4, 1N6. 
—e ees she Grand aseued Mich.— ‘<. 
Bet &. B. & Sons Co., Westerly, R. ‘LINQ, NS, 
1N4, 1N6. . 45-46 
Croke, ioe B., Co., 163 Oliver St., Boston, tee —1N5. 
European Typefounders, Inc., 192 William St., New York, 


—1N2, 
Gaebel, “Arthur H., 75 West St., New York, N. Y.—1N6. 
Hamilton Mfg. Co., Two Rivers, Wis.—1N6. ...... . 74-75 
Kemper, R. E., North Chatham, N. Y.—1N2. 
Lufkin Rule Co., Saginaw, Mich. -—1N4, 1N6. 
Maxson Automatic Mchy.Co., Westerly, R. I.—Sheet tester. 
ia mrtg Linotype Composition Co., 47 West St., New 
York, N. Y.—1N6. 
cg Mfg. Co., 1212 Jackson St., pista 0.— “a. 
N4.. 
irra Printers Rinigunat Co., “1724 E. ‘27th St., ’ Mil- 
waukee, Wis.—1N6. 
Reisz, David, P.O. Box 5941, Cleveland, O.—1N1..23, Dec. 
Reliable Printing Equipment Co., Erie Bldg., Cleveland, 


Ohio—1N6. 
— Quoin Co., The, 122 N. Lamon Ave., Chicago, IlI.— 


Powe, H. B., & Co., 2216 N. bacasace Ave., Chicago, 
I.—1N6. . .8 
Star Tool Works, ‘15 W. Washington ‘St., “Springfield, 0. 


—1N6. 
Testing Machines, Inc., 460 W. 34th St., New York, N. Y. 
—I1N4. 


900 N. a Ave., 
. 184 and Inside 
Back Cover 


Vandercook & Sons 
Chicago, !11.—1N2, “NS, “INS, 1N6. . 





GRINDING EQUIPMENT FOR SAWS 
See Saws, Planers, Saw Sharpeners 1Z. 
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HOOKS FOR BASES 
See Plate Mounting Systems 1U, 





HYDRAULIC FORM FILE 
_ See ur under Trucks IDD. 
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IMPOSING TABLES y/ 
See Makeup and Storage Tables 10, 





INDIVIDUAL MOTOR DRIVES 
See Motors IT. 





$e 
INGOT MOLDS . 
See Furnaces 1K. 





INTERTYPE METAL 
See Metal and Metal Flux 1R. 
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KEYBOARDS, KEYBOARD OPERATING 
UNITS AND TAPE PERFORATORS 
See under Composing Machines and 
Supplies 1G. ‘ 





——. 


KEYS FOR QUOINS 


See Chases, Quoins and Lockup Acces. 
sories IF. 
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LEAD AND RULE CASTERS 


See under Composing Machines and Sup- 
plies 1G. 





LEAD AND RULE CUTTERS 10 
American Steel Chase Co., 3131 Forty-olanam Ave. 


Long Island City, N. Y.. . ss +219, Deo, - “a 


ae ary Tye Founders, 200 Etats prey Elizabeth, 
aa 


Inside Back Cover, Dec, 


edhe ip adaan Co., “307 Atlantic Ave. , Boston, Mass, “ 
Helmold, J. F., 

Chicago, Ill. 
Kelsey Co., The, 45 Crown St., Meriden, Conn. 


Missouti-Central Type Foundry, 703 E. Murdock Ave., © a 


Wichita, Kan. 2 
Pavyer Printing Machine Works, 600 S. Broadway, St. 

Louis, Mo. ‘e 
Precision Printers’ Equipment Co., 1724 E. 27th St, 


Milwaukee, Wis. 
Printers Equipment Mfg. Co., 1822 Adams St., Toledo, 0. ' 


ee 2 A., Co., $03 N. Pitcher St., ies 
Mich.. pe Ae 


Rouse, H. B., &Co., 2016 N. “Wayne alk ‘Chicago, M. 39 





LEATHER BELTS 
See under Belts 1B. 





LEVELERS FOR BLOCKS ; 
See under Saws, Planers, Saw Sharpeners 1Z. 





LIFT TRUCKS FOR FORMS 
See under Trucks 1DD. 





LIGHTING UNITS 1GG 
Acme Electric & Mfg. Co., Cuba, N. Y. 


Barkon-Frink Tube Lighting Corp., 23-10 Bridge Plaza ~ 


South, Long Island City, N. Y. 
Benjamin Electric Mfg. Co., Des Plaines, Ill. 
Flex-O-Lite Co., St. Charles, Ill. 
Fostoria Pressed Steel Corp., Fostoria, Ohio. : 
General Electric Co., 1 River Road, Schenectady,N sin 
Goodrich Electric Co., 2900 N. oe Ave., Chi 
Maoheeh Daylighting Co., 227 W. 17th St., New 


McDonald, G. A., 545 N. Oakland Ave., Pasadena, Rit 
Miller Co., The, "99 Center St., Meriden, Conn. 

Uranium Lighting Corp., 31 E. 27th St., New York, N.Y. 
Van Dyke Industries, 2857 8. Halsted St., Chicago, Il. 





LINE-CASTING MACHINES 
See under Composing Machines and Sup- 
plies 1G. 





LINE GAUGES 
See under Gauges 1N. 





LINE SLUG ROUTERS 
See Routers for Line Slugs 1W. 


1941 PRINTING EQUIPMENT Engineer Catalog Number 





& Bro., Inc., 1462 Shakespeare Ave., 3 aa 





a 4 































NG 


ae 





Tea se pee 


Pid 


Composing 





REGISTER TABLES 1P 

LINE-UP AND 

American 200 Elmora Ave., Elizabeth, 
™ yea . Inside Back Cover, Dec. 


cnt ‘aaeeup “Table ‘Corb, 49 River St., Waltham, 
Cue Printers Machinery Works, 609 W. Lake St., 
, ill. 


Cottrell, Cc. B., & Sons Co., Westerly, R. 1... . . 44-45-46 
Hamilten Mfg. Co., Two Rivers, Wis.. . 7475 
,H.B., & Co., 2216 N. Wayne Ave. “Chicago, M.. .39 


hine Co., 30 Warren Ave., Portland, Me. 
Beth Mec Co., 216 Guilford Ave., Baltimore, Md. 


andere , 900 N. Kilpatrick Ave., Chicago, 
— oo . 184 and Inside Back Cover 


a. 
LINOTYPE METAL 
See Metal and Metal Flux 1R. 








ee ————— 
LOCKS FOR GALLEYS 
See Galleys 1M. ‘ 


‘ie 
LOCE-UF. ACCESSORIES, CHASES AND 
INS 


Quo. 
See enness Quoins and Lock-up Acces- 


sories 1 


LUDLOW METAL 
See Metal and Metal Flux 1R. 
- hail 
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MACHINIST BENCHES 


"> See Cabinets, Stands, Type Cases, Etc., 1E. 





MACHINIST TOOLS 
See Tools 1CC. 


MAKE-UP AND COMPOSING RULES 
See Sticks and Rules 1AA. 








MAKE-UP AND STORAGE TABLES 1Q 
American Steel Chase Pa 3131 sade: _. “ 
Long Island City, N. Y.... 9, Dec. 


jcan Type ane 200 Elmora Ave., ‘eicneeee 
a sph Inside Back Cover, Dec. 


Angle Stee! Stool Co., 127 Oak St., Plainwell, Mich. 

Challenge Machinery Co., Grand Haven, Mich.. .. .. ..13 
Hamilton Mfg. Co., Two Rivers, Wis.. “1475 
og Typegraph Co., 2032 Clyvourn Ave., , Chicago, a 





oo: ‘Cabinet Co.,  Ladington, “Mich 





MAKE-UP TRUCKS 
See under Trucks 1DD. 





MATERIAL MAKERS 
See under Composing Machines and Sup- 
plies 1G. 





MATRICES, BLACK AND WHITE 


See under Composing Machines and 
Supplies 1G. 


— Type Metal Co., New York, oa, 
Chica . 48 


Indiana "Chemica & Mfg. Co.. 517 8. ‘Alabema: St., Indien 
apolis, Ind. 
Kansas 5 4 Smelting Co., Guinotte & Park Aves., Kansas 


City 
Kelly’ Meta Corp., Humboldt & Calyer Sts., Brooklyn, 


Merchant & Evans Co., 2035 Washington Ave., Phila- 
delphia, Pa. 

Metals Refining Co., Hammond, Ind. 

as Engineering & Mfg. Co., Curtis Bay, Baltimore, 


Monomelt Co., Inc., 1611 Polk St., N. E. ERP 
Minn.. 3 70-71 


Motex Metal Protea: Can. ‘4473 W. ‘Gis Ave., 
Detroit, Mich. 

Overall Metal Mfg. Co., 8700 Harris Ave., Cleveland, Ohio 

Pittsburgh - hite Metal Co., Ine., 3116 Penn Ave., Pitts- 
burgh, 

United pe Metals Corp., 200 Diamond a 
Brooklyn, N. Y.. . 62 

Valenti Metal Cine. "985 Grand St., ‘eoikiva, N. 'y. 

Wildes, Thomas, & Son, Inc., 20-03 Borden Ave., Long 
Island Ci ty, N. Y. 





METAL FLUX 
See Metal and Metal Flux 1R. 





METAL FURNITURE 
See under Furniture 1L. 





METAL STRIP RULE 
See under Rule 1X. 





METAL TEMPERATURE INDICATORS 
See Thermometers and Pyrometers 1BB. 





METAL TRUCKS 
See under Trucks 1DD. 





— ee FOR COMPOSING ROOM 


See under Gauges 1N. 





MITERING MACHINES 1S 

American Steel Chase Co., 3131 reenter Ave., 
Long Island City, N. Y.. ....19, Dec, 

— Type devmonehe: 200 Elmora hn.. Elizabeth, 

N. J.. Inside Back Cover, Dec. 
Challenge Machinery Co., Grand Haven, Mich.. ......13 
Craftsmen Machinery Co.., 307 Atlantic Ave., Boston, Mass. 
Delta Mfg. Co., 600 E. Vienna Ave., Milwaukee, Wis. 
Missouri-Central Type Foundry, Wichita, Kan 
Precision Printers Equipment Co., 1724 E. 27th St., 

Milwaukee, Wis. 
Rouse, H. B., & Co., 2216 N. Wayne Ave., Chicago, Ill.. .39 
Wallin Mfg. Co., 1122 Harney St., Omaha, Neb. 





MOLDS FOR PIGS, REMELTING FURNACES 
AND TOOLS 
See Furnaces (Remelting), Pig Molds and 
Tools 1K. 





MONOTYPE METAL 
See Metal and Metal Flux 1R. 





MATRICES FOR COMPOSING MACHINES 


See under Composing Machines and 
Supplies 1G. 





MATRICES FOR TYPE CASTING 


See under Composing Machines and 
Supplies 1G. 





. «MATRIX BLACK AND WHITE 










See under Composing Machines and 


Supplies 1G. 





MATRIX CLEANING 


- See under Composing Machines 
Supplies 1G. 


and 





MATRIX GAUGES 
See under Gauges IN. 





MATRIX PROCESSING 


See under Composing Machines 
Supplies 1G. 


and 





METAL AND METAL FLUX 1R 
Belmont Smelting ‘ Refining Works, Inc., 318 Belmont 
Ph oy a Brooklyn, N 
lack Cross Metal Cleanser Co., 128 Moss Ave., Highland 
mn » Mich, 


Bitchor, E. W., Co., 63 Park ~. New York, 


“wh Nea Co., 836 W. ‘Kinse St., ‘Chinego, Ill. 

e Metal Co., 820 E. Water St., Syracuse N. 
arrelloy Co., Inc., Drexel Bldg., Philadelphia, Pa. 
Federated Metals Division American Smelting & Refin- 

Co., 123rd & Indianapolis Blvd., Whiting, Ind.. . .87 
Gardiner Metal Co., 4820 S. Campbell St., Chicago, Ill. 
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MOTORS 1T 
American Type Founders, 200 Elmora Ave., Elizabeth, 

N. J. % . Inside Back Cover, Dec. 
Cuntery Electric Co., "1806 Pine St., St. Louis, Mo. 

Cline Electric eg Co., 211 West Wacker aia 
Chicago, Ill. ; ‘e 
Cushman Electric Ca., “69S. Main St., “Concord, N. H.. ..72 
re E 59 Miz. Co., The, 1820 Washington Ave, 

t. Louis 
Fairbanks, Morse & Co., 900 S. Wabash Ave., Chicago, Ill. 
General Electric Co., 1 River Rd., Een, N. 
¥.. . .90-91 


Kimble Electric Co. | 2011 Hastings St., “Chicago, tt. ‘at, Dec. 
Krug Electric Co., Inc., 55 Vandam.St., New York, N. Y. 
Marathon Electric Mfg. Corp., 131 W. Washington St., 
Wausau, Wis. 
Northwestern Electric Co., 408 S. Hoyne Ave., Chicago, III. 
Reid, William,& Co. ,2271 ClybournAve. , Chicago, !l1.23, Dec. 
Reliance Electric & Engineering Co., 1088 Ivanhoe Rd., 
Cleveland, O. 
_ & McLean, 18 Jacob St., New York, N. Y. 
8. Electrical Motors, Inc., 200 E. Slauson Ave., Los 
ee Calif. 
Wagner Electric Corp., 6400 Plymouth Ave., St. Louis, Mo. 





MOUNTING SYSTEMS FOR PLATES 
See Plate Mounting Systems 1U. 
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NEWSPAPER BINDERS 
See Binders for Newspapers 1C. 


Catalog Number 





NUMBERING DEVICES, COUNTERS AND 
DATERS 


See Counters, 
Devices 1H. 


Dating and Numbering 





O 





OILY WASTE CANS 
See Safety Cans 1Y. 
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PARTS FOR COMPOSING MACHINES 


See under Composing Machines 
Supplies 1G. 


le ashen CUTTING AND CREASING 





and 





See under Rule 1X. 





PERFORATORS FOR KEYBOARD TAPE 


See under Composing Machines and 
Supplies 1G. 





PICA GAUGES 
See under Gauges 1N. 





PIG MOLDS, REMELTING FURNACES AND 
TOOLS 


See Furnaces (Remelting), Pig Molds and 
Tools 1K. 





PLANERS 
See Saws, Planers, Saw Sharpeners 1Z,. 





PLATE GAUGES 
See under Gauges 1N. 





PLATE MOUNTING SYSTEMS 1U 


1U1 Sectional. 

1U2 Tools. 

1U3 Cleaning Outfits. 
1U4 Quad Base. 


—— Type Founders, 200 Elmora Ave., Elizabeth 
N. J.—1U1, 1U2, 1U3.’.... .. .Inside Back Cover, Dec 


Blatchford, E. W., Co., 63 Park me New York, N. Y. 
1, 102. . ..77 


——- Machinery Co., Grand Haven, Mich —wt, 


Corkpak Co., The, 45 ‘South St., Mt. ‘Vocuen, N. Y. 

Cottrell, C.B.,& Sons Co.,Westerly,R.1.-1U1,1U2. 44-45-46 

Feehery Engineering Mach. Co., 1520 N. Sydenham St., 
Philadelphia, Pa. 

Lanston anes Machine Co., 24th at Locust, Phila- 
deiphia, Pa.—1U4. . +280 

stn Mig. Co, 1540 California St., ‘Gea robiehs Calif. 

1U 


M &L Typesetting & Electrotyping Co,, Inc., 4001 Ravens- 
wood Ave., Chicago, 4, 

Printing Machinery Co., The, 436 Commercial 8q., Cin- 
cinnati, O.—1U1, 1 

Riebe Quoin Co., The, 122 N. Lamon Ave., Chicago, Ill. 

Rouse, H. B., & Co., 2216 N. — Ave. r Chicago, Wi. 

—1U1.. .. 38 

Sta-Hi Corporation, "4020 ‘Crocker ‘St. ae te Angeles, 
Cal ; . 1-2-3-4 


ae Profs Co., 31308, Wabash ‘Asi: “Clietah; 
Unique Bad my Co., 304 Chemung St., Waverly, N 


—l 2. 


Warnock, W.S.,Co. wpsretannnetnbeeorassossuntoes a5? 
1U1. 


Vert Mig Co., " $93 ‘Sarin Rd, Seats mas 

1 J2 

Wilson, C. B. & Co., 7302 N. Bell Ave., Chicago, Ill. 
—1U1, 102. 





PLATE PROOFING PRESSES 
See under Presses 1V. 





PORTABLE CLEANING BLOWERS 
See Blowers (Portable Cleaning) 1D. 





PRE-MAKEREADY BLOCK LEVELERS 
See under Saws, Planers, Saw Sharpeners 1Z. 





PRESSES 1V 
1V1 Proofing. 
1V2 Testing. 
— Type a 200 Elmora Ave., Elizabeth 
JWI. Inside Back Cover, Dec. 


Chaleage Machinery Co., “Grand Haven, Mich.— ee 


jue c. B. "&SonsCo. ‘Westerly, R. 1 —IVi, 1V2. 44-85-46 

Excello Machine Co., 1243 Madison Ave., 8. E., Grand 
Rapids, Mich.—1 Vi. 

Goss Printing Press =~ ees — - oo Ses = 
Chicago, I11.—1V1. . vse 
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Hoe, R.& Co., 910 E. —_ St.,New ss N.Y.—1V1 
. .98-99-100-101 


Morgans & Wilcox Mfg. Co., Middletown, N. Y. 1V1. 
— Machinery Corp., 1333 E. Dominick St., Rome, 


Y—1V1. 

Precision Printers Equipment Co., 1724 E. 27th St., 
Milwaukee, Wis.—1V1. 

Vandercook & Sons, 900 N. yo rete Ave., Chicago, 
til.—1V1, 1V2. . . 184 and Inside Back Cover 


Wesel Mfg. Co., 893 Beividuate Rd., Scranton, Pa—1V1. 


Tee eee eee ee eee eee) seceee 





PROOFING AND TESTING PRESSES 
See under Presses 1V. 





PROOFING SYSTEMS FOR REPRODUC- 
TION 


~— re Reproduction Proofing Systems 





PUNCHES, PRESS 1KK. 

American Type ees, 200 Elmora Ave., Elizabeth, 
ie . Inside Back Cover, Dec. 

Dudley, Bastaak E, Co., “The, 1205 Hamilton Blvd., 
Hagerstown, Md. 

Helmold, J. F.. & Bro., 1462 Shakespeare Ave., Chicago, IIl. 

Northwest Type Foundry, 507 S. 4th St., ‘Minneapolis, 

inn. 


ye J.A.,Co., The, 903 N. Pitcher St. isis, Wa oo 


Tiunns Disioniad Meanie’: “507 8. ‘4th St. ‘Mieneipetie, 





PYROMETERS AND THERMOMETERS 
See Thermometers and Pyrometers 1BB. 


Q 








QUOIN KEYS 
See Chases, Quoins and Lock-up Acces- 
sories 1F 


Hansen, Alfred ae! 610 Atlantic Ave., Boston, Mass.—1X1. 

Helmold, J. & Bro., Inc., 1462 Shakespeare Ave., 
Chicago, Ill Fo AX 

Irwin, H : a. Lumber Co., 822 E. 8th St., Erie, Pa. 

Judson Sec Inc., 119 W. 93rd St., New York, N. som 

Ludwig-Duell Co., 30 Beekman St., New York, ~Y— 
1X1, 1X2. 

Missouri-Central Type Foundry, Wichita, Kan.—1X2. 

Perfection Type, Inc., 141 E. 5th St., St. Paul, Minn.—1X2. 

Pittsburgh Monotype Composition Co., 401 Manufacturers 
Bldg., Pittsburgh, Pa.—1X2. 

Printers Supply Corp., Inc., 1142S. Maple St., Los Angeles, 
Calif.—1X2. 

gyre Supply Service, 719 S. Dearborn St., Chicago, 


Prue - Co., 211 §. Ludlow St., Dayton, 0.— 
be x iy Linoty, ping Co., Inc., 164 Ellicott St., Buffalo, 


Rehable B Rule Co., 89 Academy St., Newark, N. J. 
Richards, J. A., Co., 903 N. Pitcher St., Kalamazoo, 
Mich.—1X3. . 28 
Rulex Type ian. 549. S. Wells St., Cunese. ‘Tl. 1X2, 
Simonds Saw & Steel Co. , 470 Main ‘St., Fitchburg, Mass. 


—1X3. 
Saexiliens Samuel, & Wickersham Quoin Co., 174 High Si., 
Boston, Mass. IKI. 
Stewart, Don, Co., 441 Clay St., San Francisco, Calif.— 
1X1, 1X2. 
Stripfounders, 512 S. Sherman St., Chicago, Ill—1X2. 
Tryon, Clyde B., 406 S. 12th St.. Omaha, Neb.—1X2. 
Universal Mono-Tabular Corp., 1905 Bryan St., Dallas, 
Texas.—1X1. 





RULE AND LEAD CUTTERS 
See Lead and Rule Cutters 10. 





RULE CASTERS 


See under Composing Machines and 
Supplies 1G. 





RULE FOR DIES 
See under Rule 1X. 





RULES COMPOSING AND MAKE-UP 
See Sticks and Rules 1AA. 





QUOINS, CHASES AND LOCK-UP ACCES- 
SORIES 


See — Quoins and Lock-up Accessories 
1F. 





R 





REGISTER AND LINE-UP TABLES 
See Line-up and Register Tables 1P. 





REGLET 
See under Furniture 1L. 





REMELTING FURNACES, PIG MOLDS AND 
TOOLS 


See Furnaces (Remelting), Pig Molds and 
Tools 1K. 





REPRODUCTION PROOFING SYSTEMS ILL. 

Graphic Arts Research Foundation, 18 E. Kinzie St., 
Chicago, Ill. 

Lanston Monotype Machine aie 24th at Locust, Phila- 
delphia, Pa.. af 


ser tag ad L Sons, ¢ ‘900 N. - Kilpatrick ve. Chicago, 
Bae . 184 and Inside Back Cover 





ROUTERS FOR LINE SLUGS 1W 

Challenge Machinery Co., Grand Haven, Mich.. .... ..13 

Cushman Electric Co., 69 S. Main St., Concord, N.H.. ..72 

Eltyro Co., 4756 Hamilton Ave., Cincinnati, Ohio. 

Hammond Mchy. seme Inc., 1604 peat Ave., 
Kalamazoo, Mich.. oot 


Margach Mfg. Co., ins. ‘82 Seika St., Mew York, N. & 63 

Royle, John, & Sons, 10 Essex St., Paterson, N.J......92 

to, George, Co., The, 14616 Alder Ave., East Cleve- 
and, O. 





RULE 1X 
1X1 Brass. 
1X2 Type Metal Strip 
1X3 Cutting, Tieneasieen and Perforating Rule. 
1X4 Zinc Face Wood Rule. 

American Steel Chase Co., 3131 Forty-eighth Ave., 
Long Island City, N. Y. —iX1, 1X3. . ...19, Dec. 

American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—1X1, 1X2, 1X3......... Inside Back Cover, Dec. 

American Wood Type Mfg. Co., 270 Lafayette St., New 
York, N N. VIX, 1X3, 1X4. 

a. © B. _«& Co., 438 §. Illinois St., Indianapolis, 
nd.—1X 

Baltimore Sone & Composition Corp., 15 8. Frederick St., 
Baltimore, Md.—1X2. 

Chicago Printers Machinery Works, 609 W. Lake S&t., 
Chicago, Ill. 

— Henry, & Sons, Inc., Tacony, Philadelphia, Pa.— 


=~ Typefounders, Inc., 192 William St., New York, 


110 





RULES FOR COMPOSITORS 
See under Gauges IN. 








SAFETY CANS 1Y 


American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.. Inside Back Cover, Dec. 


Sandal Ww aud Type Mfe. Co., 270 Lafayette St., New 


York, N. Y. 
Angle Steel Stool Co., 127 Oak St., Plainwell, Mich. 
Justrite Mfg. ame 2061 esate ere Chicago, 
il.. « «. 28, DOC. 


Northwest Dei. Sonics 507 S. 4th St., ‘Slieioeel. 


Minn. 
= Equipment Engineers, 507 S. 4th St., Minneapolis, 


Weeel Mfg. Co., 893 Providence Rd., Scranton, Pa. 





SAWS, PLANERS, SAW SHARPENERS 1Z 
1Z1 Planers. 
1Z2 Saw Sharpeners. 
1Z3 Saw Sharpening Sefvice. 
1Z4 Saw Trimmers. 
1Z5 Swaging Machines. 
1Z6 Saw Blades. 
American Steel Chase Co., 3131 Forty-eighth Ave., 
Long Island City, N. Y.—1Z1, 122, 123, 124. .. .19, Dec. 
American Type Sanam 200 Elmora Ave., Elizabeth, 
N. J.. .Inside Back Cover, Dec. 


ss E. C., & Co., “438 3. ‘linois St., Indianapolis, Ind. 
1Z6. 


Automatic Saw Sharpening 5 735 E. Ohio St., Indian- 
apolis, ind.—1Z3, 124, 1Z6. . 


ee Saw & Knife Co., 102 Pearl St., ‘Binton, eas 
1 


Challenge et AS Co., Grand Haven, Mich.—12Z1. ..13 
+ mage Saw & Knife, Inc., 506 S. Broadway, St. Locie, 
rts 
Chicago Printers Machinery Works, 609 W. Lake St., 
Chicago, Ill. 
Covel-Hanchett Co., Big Rapids, Mich.—1Z2. 
Curle Mfg. Co., 500 Sansome St., San Francisco, Calif.— 


124. 
Delta Mfg. Co., 600 E. Vienna Ave., Milwaukee, Wis. 
Disston, Henry, & Sons, Inc., Tacony, Philadelphia, Pa.— 


Elgin Bending Machine Co., 320 E. Chicago St., Elgin, Ill. 

Eltyro Co., 4756 Hamilton te Cincinnati, 0.—125. 

Empire Type Foundry, Delevan, N. Y.—1Z 

Empire Wood Type & Engraving Co., 252 Water St., New 
York, N. Y.—1Z3. 

— Mfg. Co., 11 Main St., N. E., Minneapolis, Minn.— 


Goss Printing Press Co., seine 1535 S. Paulina Diss °9 
Chicago, I11.—1Z4 . owe 


Hamilton Mfg. Co., Two Rivers, Wis.—1Z1.. ‘14-15 


Hammond Machinery Builders, Inc., 1604 Douglas 
Ave., Kalamazoo, Mich.—1Z1, 1Z2, 1Z3, 1Z4, 1Z6. ..31 
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Equipment and Supplies leas ; 
inate f tata. 










—— & Anderson, 2112 Grape St., Fairfiel d, ina 





Hoof & Co., Inc., 910 E. 138th St., New York, N. Y, 







Jorson : Carlaon Co., In - 707 8. 
ne sae ee ne., 7 Deshi St., Chicago, 
cago, TlL—173. 





Kellett Co., The, 525 S. Dearborn St., Chi 
ae Mfg. Co., Inc., 82 Beekman St., New York, N, ¥. 







ean. ' mre> oe [aes a 





t 
Merge haler amet Co., 29 nyees St., Broekiya, 








Missouri-Central Type Feanies 703 E “4 
Wichita, Kan.—1Z4. sie: “Murdodk Are, ¥ 


ae Lino-Saw Co., 126 N. Union Ave., Chleage, I, 


Miller Pinter Machinery Co., UI? codedilé <i Bs 
Pittsburgh, Pa.—1Z3, 1 R : 8, : .. pe 

Milwaukee Saw sey ae 612 E. cr : pe 
Milwaukee, Wis.—1Z1, 1Z4, 126 yoourn Pe 
ee 





Monomelt o, ‘Inc., 1611 Polk St., N. cS meapolis, 4 
Minn.—1Z1. Min eh oS 

Morgans : Wilcox Mfg. Co., Middletown, N. cat 0s 

Nelson, e. B., & Co., 720 S. Dentin 3 a 
io 5 St., Chicago, a % 








82 
nee Machina Corp., "1333 E. Dominick St., "Rein N, 


Northwest Type Foundry, 507 S. 4th St. 4a ie 
Minn.—1Z4. s Minneapolis, : 4 
Pioneer Mfg. Co., 1212 Jackson St., Toledo, 0........69. 
Precision Printers Equipment Co., 1724 EB. 2 a. 

Milwaukee, Wis.—1Z4. sea 4 
sy ee iquipment Mfg. Co., 3053—123rd St., Toledo, ame 


1, 


Reger, Sesiael Cc. & Os. 
. ¥.—122. 


Richards, J. A., Co., 903 N. Pitcher St. » Kalamaseo; Hite 
1 124. . ..B 


“191 Duiidn: Ava: ‘Buffalo, 





Pe H.B.,& Co., 2216 N. Wayne Ave., Chicago, Ill...39. ane 
Reyle, J John, & Sone, 10 Essex St., Pateretiy N. J.— _ 
«92 


cep. Tool Servi ice Co., "5401 W. ere St. | Chica ll— 





Simonds Wordan Write Co. iTi0t ee as a 
Ohio—1Z6... .. 42 


Tesch Mfg. Co.. aa. 2700 8. 19th St., “Milwaakee! Wis. Be: 


—122, 1Z4, 125. . = 
Triumph Equipment Engineers, 507 8. 4th St. , Minneapolis, 
Minn.—1Z4. — oe 
Vandercook & nome, 900 N. Kilpatrick Ave., Chi sig 
.—12Z1. 184 and Inside Back Cover 





Wallin Mfz. Co., ‘1122 Hersie St., Omaha, Neb— ae 
1Z4 and parts for saws. he a 

Wardwell Mfg. Co., 3167 Fulton Rd., Cleveland, 0.—122, "= 

Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. oa 

Westcott & Thomson, 147 N. 10th St., Philadelphia, Pa, 9 

Zanetti, J., Machine Works, 1701 Kirkwood Ave., San ~ 
Francisco, , Calif—1 1Z1. 





zi Ses 





SAW-FILING EQUIPMENT iE 
See under Saws, Planers, Saw Sharpeners 1Z, 














SAW GRINDERS 
sone Saws, Planers, Saw Sharpeners, 
1Z. 








SAW SHARPENERS FOR SAW-TRIMMERS ~~ 
See under Saws, Planers, Saw Sharpeners 1Z. =a 





SAW-TRIMMERS AND SHARPENING 
EQUIPMENT 











See under Saws, Planers, Saw Sharpeners1Z. | | oe 
SLUG CALIPERS _ 

See under Gauges 1N. = 
SLUG ROUTERS Be — . 

See Routers for Line Slugs 1W. 





SLUG SURFACING MACHINE 1JJ 
as nici Typograph Co., 2032 —- Me be @ 
it 





Mergenthale Linotype Ce., ‘29 Ryerson St., Brook 
N. Y.. 82-88 





Milwaukee Saw ‘Trisimer Corp.» 612 E. . Clybour ‘St. a 
Milwaukee, Wis.. ‘- - 5687 


SPACEBAND POLISHING MACHINES 
See Composing Machines and Supplies 1G. 




















STANDS, CABINETS, TYPE CASES, ETC. 
See Cabinets, Stands, Type Cases, Etc., 1B. 














STEEL NEWSPAPER HEADS 1HH 
Hardened Steel Publication Headings, 161 Grand St., New © 
York, N. Y 













STEEL TYPE 
See under Type 1EE. 






STICKS —_ pe (COMPOSING AND 
MAKE-UP) 1 4 
a 1 Tan ‘aes Founders cp Elmora Ave., Eliaabehes ie 














.Inside Back Cover, 








Composing 





Equipment and Supplies Index 
~: dieaieilaanam 









‘ Brora Typefounders, Inc., 192 William St., New York, 


Seriagseck Specialty Mfg. Co., The, 200 Atlantic Ave., 
Co., w. A. "The, 45 Crown St., Meriden, Conn. 






adh Rouse, H. B., & Co., 2216 N. weer tiny Chicago, Ill... .38 
©, The, Pleasant Hill, 


Star Rule Works, 15 W. Washington Mt Springfield, O. 





Star. 


——————_—_ 
KS, COMPOSING 
<. Sticks and Rules 1AA. 

















SS 
STORAGE AND MAKE-UP TABLES 
See Make-up and Storage Tables 1. 












STRIP CASTERS 
under Composing Machines and 


Supplies 1G. 









Nitec 
| gTRIP METAL RULE 
= See under Rule 1X. 
ji 








s vs SUPPLIES FOR COMPOSING MACHINES _ 
a See under Composing Machines and 
: & Supplies 1G. 


ae 
SYSTEMS FOR FITTING COPY 
See under Gauges IN. 








Be ~AB 
i: 


SYSTEMS FOR PLATE MOUNTING 
See Plate Mounting Systems 1U. 


39 





Ss 





SYSTEMS, REPRODUCTION PROOFING 
See under Reproduction Proofing Systems 
ILL. 


- BF 








SYSTEMS, TABULAR 
See under Composing Machines and 
Supplies 1G 








1's 


a 2 T 


9 TABLES, LINE-UP AND REGISTER 
S See Line-up and Register Tables 1P. 








TABLES MAKE-UP AND STORAGE 
See Make-up and Storage Tables 1Q. 





TABULAR SYSTEMS 

See under Composing Machines and 
—— Supplies 1G 
» 99 Chicago Lino-Tabler Co., 53 West Jackson Blvd., Chicago, 








% 
baie gies 


Universal Mono-Tabular Corp., 1905 Bryan St., Dallas, 
Tex. 





' 
ag a, Pat 4, 
peg tet oe 








TAPE PERFORATORS FOR COMPOSING 
MACHINES 

See under Composing Machines and 
Supplies 1G. 





TEMPERATURE INDICATOR FOR METAL 
See Thermometers and Pyrometers 1BB. 





TESTING AND PROOFING PRESSES 
See under Presses 1V. 





THERMOMETERS AND PYROMETERS 1BB 

Asheroft American Gauge Div.—Manning, Maxwell & 
Moore, Inc., 11 Elias St., Bridgeport, Conn. 

Bristol.Co., The, Waterbury, Conn. 

Duplex Printing Press Co., Battle Creek, Mich.. .... ..65 

Fenwal, Inc., Ashland, Mass. 

Goss Printing Press Co., hives 1535 S. eee St., 
_ Chicago, Ill... .. 

linois Testing idlemeeien. Seg “420 'N. “LaSalle ‘St., 
Chicago, Ill. 

aad Corp., The, 2 Campion Rd., New Hartford, ‘in 


ee ee eee eee ee ee 


ics Thermometer Co., 915 Filbert St., Phila- 
delphia, Pa. 

iq Russel] Electric Co., 340 W. Huron St., Chicago, Ill. 
77. Struthers Dunn, Inc., 1315 Cherry St., Philadelphia, Pa. 

. aaa sem Mfg. Co.,’Park & Nostrand Aves, Brooklyn, 





Weston Electric Instrument Corp., 614 Frelinghuysen Ave., 





3 ee. Newark, N. J. 

i «ag 

‘= ~=3—s TIMECCLOCKS, RECORDERS iad 
ae. See Miscellaneous 8J. 





TOOLS FOR REMELTING METAL 


% BS See agg (Remelting), Pig Molds and 





= TOOLS (MACHINIST) 1CC 

Atkins, E. C., & Co., 438 S. Illinois St., Indianapolis, Ind. 

Brown & Sharpe Mfg. Co., Providence, R. I. 

Burke Machine Tool Co., The, Sandusky St., Conneaut, O. 
Wheel & Mfg. Co., 1103 W. Monroe 8t., Chicago, 


Delta Mfg. Co., 600 B. Vienna Ave., Milwaukee, Wis. 














wy Type Metal Co., New York, Saesceen 8, "a 


Inter-Lino Tool Co.. The, 1504 N. "Pulaski Rd., Chinas, Til. 
Monomeit Co., Inc., 1611 Polk St., N. E. denamemcets 
Mi .- 70-71 


nn. 
Pioneer Mfg. Co., 1212 Jeckeon St., | Toledo, ‘0. . 69 

Reid, William, & Co., 2271 Clybourn Ave., Chicago, 
Ul.. : ..23, Dec. 


Rivett Lathe & Grinder, Ine., 20 Riverview. Rd., Brighton, 

ass. 

Rogers, Samuel C., & Co., 191 Dutton Ave., Buffalo, N. Y. 

Sebastian Lathe Co., The, Cincinnati, O. 

oe Bend Lathe Works, 100 E. Madison St., South Bend, 
n 

Star Tool Works, 15 W. Washington St., Springfield, O. 

Starrett, The, L. 8., Co., Athol, Mass. 

Testing ‘Machines, Inc., 460 W.'34th St., New York, N. Y. 

Wesel Mfg. Co., 03 Providence Rd., Scranton, Pa. 





TRUCKS 1DD 


1DD5 Form. 
IDD1 Form File. 
1DD2 Form Lift. 
1DD3 Make-up. 
1DD4 Metal. 


American Steel Chase Ba 3131 Forty-eighth Ave., 
Long Island City, N. Y.—1DD1, 1DD2, 1DD3, 
1DD4. . ..19, Dec. 

American Type Founders, “200 Elmora ‘Aves, “Elizabeth, 
N.J.—1DD2, 1DD3, 1DD4, 1DD5. . Inside Back 

Co ‘over, Dec. 

Angle Steel Stool Co., 127 Oak St., Plainwell, Mich. 

Cline — = Co., 211 West Wacker Bs Chi- 
cago, Il.— ... 8&9 

Duplex mrdthis at Co., ‘Battle Creek, ‘Mich. —1DD3. -65 

Farnsworth, John, Bourse Bldg., Philadelphia, Pa—1DD1. 

Goss Printing Press Co., The, 1535 S. Paulina St., 
Chicago, I!l.—1DD3. . “ame 

Hamilton Mfg. Co., Tue Rivers, Wis. —1DD5, 1DD1, 
1DD2, 1DD3, 1DD4. 74-75 


ee, Tool Co., The, 220 N. “4B” St. ' Hamilton, 0. 


Hoe, R., & Co., Inc., 910 E. 138th St., New York, N.Y. 
—iDD2, 1DD D3.. . .98-99-100-101 


Milwaukee Saw Trimmer Co., ‘612 E. Clybourn St., 
Milwaukee, Wis.—1DD4. . 56-57 

Monarch ayo yr; | - Mfz. rd "The, ‘Curtis Bay, 
Baltimore, Md.—1D 

Nutting Truck Co., Feritault, Minn. 

Precision Printers Equipment Co., 1724 E. 27th St., Mil- 
waukee, Wis.—1DD3, 1DD5. 

Reid, William, 4 on 2271 -Clybourn Ave., Chicago, 
il. "1DD1, iD ... .23, Dec. 


Revolvator Co., me State St., "North Denies N. J—1DD2. 


Rouse, H. B., & Co., 2216 N. canes Ave., oe 
til.—1DD5. ..39 

Service Cuties & Truck Co. “The, 620 N. ‘Deownenied 
Ave., Albion, Mich—1DD 

Shaw Machine & Tool Co., 1151 Temple St., Los Angeles, 
Calif—1DD3. 

Southworth Machine Co., 30 Warren Ave., Portland, 
Me.—1DD5. 


Sta-Hi Corporation, 1020 Crocker St.,Los Angeles, er 
D1, 1DD2. -2-3-4 


Thomas Truck & ‘Calter. Co., “4003 Missinsippi yo 
Keokuk, Iowa.—1DD5 

Thompson Cabinet Co., Ludington, Mich.—1DD3. 

Take Day Mfg. Corp., 302 S. State St., Indianapolis, 


d 
Wesel Mie. Co., 893 Providence Rd., Scranton, Pa.— 


1D 
Yale & Towne 1 Mfg. Co., 4530 Tacony St., Philadelphia, 
“a. 





TYPE 1EE 


1EE1 Aluminum. 

1EE2 Borders. 

1EE3 Brass. 

1EE4 Casting Machine Matrix. 
1EE5 Foundry. 

1EE6 Steel. 

1EE7 Wood. 


sr wat aN L., Co., The, 1639 dance Ave., Cleveland, h 


- Wood Type & Mfz. Co., 61 Beskinad: St., ‘Nan York, 
.—1EE7 


Altair Machinery Corp., 55 Vandam St., New York, N. Y. 


American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—1EE2, 1EE3, 1EE5, 1EE6, 1EE7. .. . Inside Back 
” “Cover, Dec. 


American Wood Type Mfg. Co., 270 Lafayette St., New 
York, N. Y.—1EE7. 

Baltimore Type & Composition Corp., 15 8. Frederick 
St., Baltimore, Md.—1EE2, 1EE5. 

Bauer Type Foundry, Inc., 285 E. 45th St., New York, 
N. Y.—1EE5. 

Chizego Printers Machinery Works, 609 W. Lake St., 

icago, 

Continental Type  -aagaaes Inc., 228 E. 45th St., New 
York, N. Y.—1E 

Empire Type Fens Delevan, N. Y.—1EE2, 1EE5. 

Empire Wood Type & Engraving Co., 50 Beekman St., 
New York, N. Y.—1EE7 

European Typefounders, Ae 192 William St., New York, 

Force, Wm. A., & Co., Inc., 216 Nichols Ave., Brooklyn, 
N. Y.—1EE3, 1EE 


6. 
Globe Wood Type Co., 2854 D St., Philadelphia, Pa —1EE7. 


Hamilton Mfg. Co., Two Rivers, Wis.—1EE7...... 74-75 
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Hardened Steel de ge Headings, 161 Grand 8t., New 
or’ 


Judson Type, — a W. 28rd St., New York, N. Y.— 
1EE5. 


Kelsey Co., The, 45 Crown St., Meriden, Conn.—1EE5. 
meee gs The, 605 W. Washington Blvd., Chicago, 


ae Co., 30 Beekman St., New York, N. ¥.— 


M&LT. tting & Electrotyping Co., 4001 Ravenswood 
Ave., Chicago, Ill—1EE2, 1EE5. 


Missouri Brass Type Foundry, 1620 N. 22nd St., St. Louis, 
Mo.—1EE3. 


Missouri-Central Type ene 703 E. Murdock Ave., 
Wichita, Kans.—1EE2, 1EE5 

Monsen, Thormod & Son, Ist; 730 N. Franklin St., 
Chicago, Tl.—1EE5, 


Medtene te aaeems — at hesarotg ee e” 
sicher Bay Foundry, 507 8. “a St, Minneapolis, 


Minn. 
— ar Inc., 141 E. 5th St., St. Paul, Minn.— 


Rarcads Monotype Composition Co., 401 Manufacturers 
Bidg., Pittsburgh, Pa.—1EE2, 1EE5. 


— Bey 4 Corp., 1142 Maple Ave., Los Angeles, 
Pinter Supply Service, 719 S. Dearborn St., Chicago, Ill.— 
ir Typesetting Co., 211 8. Ludlow St., Dayton, 0.— 


Reliable Rule Co., 89 Academy St., Newark, N. J. 
ne Zype Corp., 549 S. Wells St., Chicago, Ill—1EE2, 


Sarto Tree Foundry, 67 E. First St., Vermontville, Mich. 


Stevens, F. H., Type Co., 27 N. Union St., East Sommer- 
ville, ‘Mass.——1EE5 


mes Senge 512 $. Sherman St., Chicago, Ill.—1EE2, 
1 x 


— Printing Machinery, 2630 Payne Ave., Cleve- 

and, 

Western Roller & Machinery Co., 1716 Arapahoe St., 
Denver, Colo.—1EE5. 





TYPE CALIPERS 
See under Gauges IN. 





TYPE CASES, CABINETS, STANDS, ETC. 
See Cabinets, Stands, Type Cases, Etc., 1E. 





TYPE CASTERS 
See under Composing Machines and 
Supplies 1G. 
Lanston ee Machine Co., - at nese! 
Philadelphia, Pa.. . 





TYPE HIGH GAUGES 
See under Gauges 1N. 





TYPESETTING EQUIPMENT AND SUP- 
PLIES 


See under Composing Machines and 
Supplies 1G. 





TYPESETTING AND TYPE CASTING MA- 
CHINES 
oe eee Machines and Supplies 
1G. 
Dayton Type, Inc., 200 Davis Ave., Dayton, Ohio. 


Lanston pera ig neuen th Co., =: at Besconsps 
Philadelphia, Pa 





TYPE WASH CANS 
See Safety Cans 1Y. 





TYPE WASHES 1FF 
— Type ee 200 Elmora = — 

N. J. .Inside Back Cover, Dec. 
Anchor Chemical Co., 509 Fifth Ave., New York, N. Y. 
—— Oil Corp., 31 N. ‘Summit St., Akron, 

io 
Booth, E. A., Rubber Ke 364 Rockefeller =. oo 

land, O.... ..25 
Chalmers Chemical Co., ‘128 Chestnut St., ‘Wetbk, N. J. 
Duryea Products Co., Inc., Empire State Bidg., New York, 


Feicke 

Eagle Printing Ink Co. Div. General Prin Ink Corp., 
100 Sixth Ave., New York, N. Y. ~ 

Franklin Printers Supply Co., 608 Cherry St., Philadelphia, 


ha. Co., The, 1426 W. 3rd St., Cleveland, Ohio. 
Metals Refining Co., P. O. Box 629, Hammond, Ind. 
Perfection Products Co., 116 Earl St., Rochester, N. ¥. 
Reliable Printing Equipment Co. Erie Bldg., Gieveland, 0. 
Reliable Rule Co., 89 Academy Bt., Newark, N. J. 
Smith, Francis x. Co., 952 E. gard rg Brooklyn, N. Y. 
Standard Oil Co. of Ky. — le, 

Star Tool Works, 15 hingign St., Springfield, O. 
— Products & Mfg. Co., 3130 Wabash Ave. , Chicago, 


Walker, E. H., » Supply Co., 1315 Fourteenth St., N. W. 
Washington, 


111 
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Equipment and Supplies 





WwW 


WASTE CANS 
See Safety Cans 1Y. 


WOOD FURNITURE 
See under Furniture 1L. 





WASHES FOR TYPE 
See Type Washes IFF. 


WIPER CANS 
See Safety Cans 1Y. 


WOOD TYPE 
See under Type 1EE., 








P-Double-E Filing System 


2A—Electrotyping Index 


KEY FOR ELECTROTYPING 
INDEX 


Direct Pressure Presses 
Equipment and Supplies 

Gauges and Testing Instruments 
Metal 


2A4 Molding Medium 

2A5 Motors and Controls 
2A10 Plate Hardening Process 
2A6 Plate Mounting Systems 
2A7 Precision Proof Presses 
2A8 Register Systems 


ELECTROTYPING 
EQUIPMENT 
AND SUPPLIES INDEX 


2Al 
2A2 
2A3 
2A9 








Ace be Bectetays Co., 1501 Superior Ave., Cleveland, O. 


Adamson eran | Co., Akron, Ohio—2A1. 

American Brass Co., The, Waterbury, Conn.—2A2. 

American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—2A5, 2A6. . . . Inside Back Cover, Dec. 

= Ag & Co., "402 8. " Hlinois St., Indianapolis, 
Ini ——, 

barra og iy Sopa Co., wasn Ohio St., a 
apolis, Ind... ..60 

Barker, Robert Ww. Ine., ‘212 s. ‘Darien st a Phila- 
delphia, Pa. —2A2.. 5 ack aa 

_Belmont Smelting & Refining Works, in. "318 Belmont 
Ave., Brooklyn, N. Y.—2A9. 

es, 4 W., ws eh aba NES N.Y. 
—2A6, 2A ae? i 

Bobemeter i tix: 64 Fickweed Drive, ‘Darton, o~ 


2A3. 
Bristol Co., The, Waterbury, Conn.—2A3. 
Burdett Mfg. Co., 19 N. Loomis St., Chicago, lil.—2A2. . .96 
—- agian Me Grand eee Mich.— ae 


P me ‘Electric ‘Mfg. o., an West Wacker Drive, 

Chicago, 111.—2A5. . . 89 
Coes, Lome Co., 72 Coes s St., " Wansiethr; Mas 242, 
uae Page , Inc., 45 South St., Mt. Vernon, N. Y.— 


ca C. B., & Sons Co. nen ® . 1.—2A1, 2A2, 
2A3, ’ » 2A8. . 4-45-46 
Croke, Allan B., Se" 163 Oliver St., Boston. “Mass .—2A3. 
Disston, Henry, & mn, Tacony, Philadelphia, Pa.—2A2. 
Division Lead Co., 836 W. Kinzie St., Chicago, Tll.—2A9. 
Dixon, Joseph, Crucible Co., Jersey City, N. J.—2A2. 


es G. C., Supply Co., 125 Pearl St., Cincinnati, O.— 


Dorsey Printers Supply Co., Inc., 88 Hernando St., Mem- 
phis, Tenn.—2A2. 
a ave Machine Co., 320 E. Chicago St., Elgin, 


Eltyro Co., 4756 Hamilton Ave., Cincinnati, O. 
ey Metal Co., 820 E. Water St., Syracuse, N. Y.— 


Empire Type Foundry, Delevan, N. Y.—2. 
eg Morse & Co., 900 8. Wabash ay “Chicago, Ill. 


2. 
Farrelloy Co., Inc., Drexel Bldg., Philadelphia, Pa.—2A9. 
Farnsworth, John, "Bourse Bidg., Philadelphia, Pa.—2A2. 
Foley Mfg. Co., 1i Main St., N. E., Minneapolis, Minn.— 


2A2. 
Gardiner Metal Co., 4820 S. Campbell St., Chicago, IIl. 
General Electric Co., 1 River ihe Schenectady, N. Y. 

—2A5.. . 90-91 

Hemmend Mehy. "Builders, ine. 1604 Douglas Ave. ms 
Kalamazoo, Mich.—2Al. . ..30 
Heston & Anderson, 2112 Gane’ St., Fairfield, ‘Towa—2A2, 
Hoe, R., & Co., Inc., 910 E. 138th St., New York, N. Y.— 

2Al, 2A2, 2A3, 2A8. .. . .98-99-100-101 
Hydraulic Press Mfg. Se: “Mt. Gilead, ‘Ohio—2A2. 
Illinois ae Laboratories, 420 N. La Salle St., Chicago, 
Imperial Type Metal Co., New York, rome sae: 

Chicago— ..48 
Irwin, H. G., Lees Co., Erie, Pa. 92. 
Jorson | & Carlson Co., Inc., 707 S. Dearborn St., Chicago, 
Kelly Metal Corp., Humboldt & Calyer Sts., Brooklyn, 


N. 
Kemper, Robert E., North Chatham, N. Y.—2A3. 
ses: ~" aeaadvan Co., 2011 nee St., + Chicago, 1h 


Krug Electric Co., 55 Vabdans St., ‘aie York, N. Y.—2A5. 


Lake Erie Stereotype Equipment hain -» Box 568, 
Kenmore Station, Buffalo, N. Y.. . yg 

LaMotte Chemical Products Co., McCormick Bldz., ‘Balti- 
more, Md.—2A2. 

Lanston Monotype Machine Co., 24th at Locust, Phila- 
delphia, Pa. —2A6 37 

Leiman Bros., 23 Walker St., New York, N. Y.—2A2. 

M&L Typesetting & Electrotyping Co., Inc., 4001 Ravens- 
wood Ave., Chicago, Ill—2A6. 

Merchant & Evans Co., 2035 Washington Ave., Philadel- 
phia, Pa.—2A' 

Metals Refining Go. Hammond, Ind.—2A9. 


Monomelt ey Inc., 1611 — bus iain ste we. 
—2A2.. . 70-71 


Morgans & Wilcox Mfg. Us Middletown, N. "Y—2A2, 

Motex Metal Process Corp., 4473 W. Jefferson Ave., De- 
troit, Mich.—2A9. 

Peres Electric Co., 408 8. Hoyne Ave., Chicago, 

— ee, Corp., 1333 E. Dominick St., Rome, N. 


ean Me Machine Works, Inc., 3900 Palmer St., Chicago, 
U noituer olthene Co., The, 1874 S. 54th A Cicero 
Sta., Chicago, I .—2Al, 2A2, » 203, Ieee be 


—2A2. : 
a “ co 3053 123rd St., Toledo, 
inting Machinery Co e, 436 Commercia’ Square, 
Cincinnati, Ohio.—2A' ' : 


Reliance Electric & Eociner Co., 1088 Ivanhoe : 

pcleteland OF eee, 2 a Park — 
vere Copper rass, nc., ‘ark Ave., a 
N. Y.—242, 2A9. vo 

ppc J. A., Co., 903 N. Pitcher St. » Kalantangy 


Rowe, H.. 'B., ,&Co., 2216 N. Wayne Av, Chea, in, 


nae John, & Sons, 10 Essex. st, Paterson, N. J ee 


Moat ‘Bee: tua: “Catterauann, 1 Y—2 AD. a 
a Tool Service Co., 5401 W. ‘Take St., Chicago, tt 


Simonds Saw & Steel Co., 470 Main St., Fitchburg, Masa 
fe Corporation, tnd Crocker St., Los 
Calif.—2A6. . 


Stereotex Meby. Co., P. 0. Box 167, Stamford, Coma 
Sepeiee F Flake Graphite Co., 33 8. Clark St., Chicago, ° 


Tare, George, Co., The, 14616 Alder Ave., East Cleve 
an 
Taylor Machine Co., 210 Guilford Ave., Baltimore, Md.— 


Tena Products, Inc., 610 Federal St., Chicago, Ill ; 

Tesch Mfg. Co., 2700 8. 19th St., Milwaukee, Wis 2k 

Thompson Cabinet Co., Ludi ington, Mich.—2 és 

vege? Steel Block Co., 304 Chemung St., Waverly, N. ¥. 

United American <y om -» 200 Diamond St. 
Brooklyn, — 

U. S. Electrical Motor, the. 200 E Steuseh Avi, la oe 
Angeles, Calif.—2A 

Valent Metal Corp., 385 Grand St., Brooklyn, N, Y=” 


Be yeock & Sons, ” N. Kilpatrick Bese = ne 
ll.—2A2, 2A3, 2A7. . . 184 and Inside Back 


bi see Corp., "6400 Plymouth Ave., St. Louis, 
aye 
ee \ phd S., Co., 1524 Jonquil Resp, bapa 

be 4 Mfg. Co., 393 Provides Rd.; Sorantent ‘Pa—2A9, 


Westents & Thomson, 147 N. 10th St., Philadelphia, Pa 


2. 
Weston Electrical Renveiment Corp., 614 Frelinghuysen ~ 
Ave., Newark, N. J.—2. ; 
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Air Brushes 
Conditioning 
oro Miscellaneous 8A 
Blankets 
bs oy Cabinets, Racks, Stands 
“9p2 Cameras 
Chemicals cath 
Color Separation Process 
o: Cylinder, Sleeve and Plate Making 
or the Trade 
9B5 Cylinders, Sleeves and Plates 
Doctor Blades 
“ Fluorescent Lamps. See Lamps 2B9 
_ 9p7 Grinding and Polishing Equipment 
9B8 Inks. Also see Pressroom 5W 
’ 989 Lamps 
9B10 Layout and Register Tables 
Magnifying and Reducing Glasses. 
See Pressroom 5BB 


P-Double-E Filing System 


2B—Gravure Index 
KEY FOR GRAVURE INDEX 


2B11 Motors and Controls 
2B11.1. Standard 
2B11.2 Explosion Proof 
Paper and Printing Stock 
See Paper and Printing Stock 3 


2B12 Photo-Composing Machines 
2B13 Presses. Also see Pressroom 5LL 


2B13.1 Newsprint and Rotogravure 


2B13.2 Rotogravure 
2B13.3 Sheet-Fed 
2B13.4 Web Offset and Rotogravure 


2B27 Reproduction Proofing Systems 
2B14 Retouching Tables 
2B21 Rollers 


2B15 Screens 
2B15.1 Lenticular 
2B15.2 Standard 


2B16 Supplies 
2B16.1 Carbon Tissue 
2B16.2 Film 
2B16.3 Paper 
2B16.4 Plates 
2B16.5 Sensitized Tracing Cloth 
2B26 Tanks, Copper Plating, for Ballard 
Process 
2B22 Tanks, Etching 
2B17 Testing Instruments 
2B17.4 Contrastimeter 
2B17.1 Densitometer 
2B17.2 Colorvalhuemeter 
2B17.3 Dotvalhuescope 
2B18 Transfer Machines 
2B19 Trucks and Tables 
2B19.1 Cylinder 
Paper Trucks. See Paper Cutting 
and Processing 4D 
2B20 Vacuum Printing Frames 





——————— 


GRAVURE EQUIPMENT AND SUPPLIES CROSS-INDEX 


A 





a 

AIR BRUSHES 2B24 

8 Founders, 200 Elmora Ave., Elizabeth, 
ave . Inside Back Cover, Dec. 
c “The, 300 Phillips Ave., Toledo, O. 

pi oo, Ts Co., 522 8. Clinton St., Chicago, Ill. 

Paasche Airbrush Co., 1911 Diversey Pkwy., Chicago, Ill. 

Photo Engraving E quipment & Supplies, 406 E. Alcott 

§t., Philadelphia, Pa. 








AIR CONDITIONING 
See Miscellaneous 8A. 





B 





BLADES, DOCTOR 
’ See Doctor Blades 2B6. 





_ BLANKETS, 2B23 
Acme oe Blanket Co., 160 N. Wells St., Chicago, Ill. 
The, 45 South St., Mt. Vernon, N 
General Printing Machinery Corp., 29 Ryerson St., Brook- 
N. Y. 





BRUSHES, AIR 
See Air Brushes 2B24 





C 


CABINETS, RACKS, STANDS 2B1 
Allied Steel Equipment Co., Lapeer, Mich. 


— Type Founders, 200 Elmora Ave., Elizabeth, 
% Inside Back Cover, Dec. 


em Steel Stool Be 127 Oak St., Plainwell, Mich. 

Berger Mfg. Co., Division Republic Steel Corp., Canton, 0. 
Challenge Machinery Co., Grand Haven, Mich.. vole 
6 Photoproducts Co., 230 W. 41st St., Mee. York, 


Gioke Wernicke Co., Ross & Carthage Ave., Norwood, O. 
Hamilton Mfg. Co., Two ~— Wis.. . . 74-75 


Hobart Cabinet Co., Troy, Ohi 
Tors & Co., Wayne Ave. % Berkley Sts., Philadel- 
phi » 2a. 
ee R. R., 400 W. Madison St., Chloe, as 





Sand ecen Corp.., 734 W. "Lesinghde St., Chicago, 


hoapeon Cabinet Co., Ludington, Mich. 
Toledo Metal Furniture Co., The, 1100 Hastings St., 
Toledo, Ohio, 





CAMERAS 2B2 
Agfa-Ansco Corp., Binghamton, N. Y. 


4g ag Type Founders Co., 200 Elmora Ave., Eliza- 
beth, N. J.. . Inside Back Cover, Dec. 


Bache, ‘deine & Co., 636 Gussawieh St., New York, N. Y. 
eo Photoproduets Co., 230 W. 4ist 8t., New York, 
Oa, 0. 


-» American Optical Co., 317 E. 34thSt., New 


— Corp., The, 650 W. Baltimore Ave., cha M 


Bors. Lebseebinlan,: 202 E. ‘44th St., ‘te York, N. ¥ 
apn ielagho: Corp., 17 E. 45th St., New York, 


Lanston Monotype Machine Co., bi smabaa at 
Locust, Philadelphia, Pa.. Oe 


ar ba Co., Wayne i, ‘al Berkley St., Phila- 
elphia, Pa. 

Miles Machinery Co., 18 E. 16th St., New York, N. Y 
i a Mfg. Co., 4363 Woodward Ave., Royal Oak, 


Photo Engraving Equipment & Supplies, 406 E. Alcott St., 
Philadelphia, Pa. 
Polygraphic Co. of America, The, 310 E. 45th St., New 


York, 
Robertson, R R. R., 400 W. Madison &t., = CONEY i 


Rutherford Meshing ‘Co., ‘Div. General “Printing Ink 
Corp., 100 Sixth Ave., New York, ¥, 
Standard Process Corp., 734 W. leiagbom St., Chicago, 


Ill. 
Sullebarger, E. T., Co., 110 Fulton St., New York, N. Y. 
United Camera ‘a. 1515 Belmont Ave., Chicago, Mi 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 
Zeiss, Carl, Inc., 485 Fifth Ave., New York, N. Y. 





CARBON TISSUE 
See under Supplies 2B16. 





CHEMICALS 2B3 
we Photoproducts Co., 230 W. 41st St., New York, 


Haloid Co., The; 2 Haloid St., Rochester, N. Y. 
International Intaglio Corp., 17 E. 45th St., New York, 


Mallinckrodt Chamsest Works, Second & Mallinckrodt 
Sts., St. Louis, Mo. 
Pitman, Harold M., Co., 5ist Ave. and 33rd St., Chicago, 


Poly waphic Co. of America, The, 310 E. 45th St., New 

or 

Standard Process Corp., 734 W. Lexington St., Cae, Ill. 

Teaneck Chemical Co., Walnut 8t., Teaneck. N. J. 

Walker, E. H., » Supply Co., 1315 Fourteenth St., N. W., 
Washington, D 





CLOTH, SENSITIZED TRACING 
See under Supplies 2B16. 





COLOR SEPARATION PROCESS 2B25 


Dultgen nde Arthur Dultgen, c/o New York News, 
New York, N. Y. Process for making color separations 


in gravure 
Huebner Laboratories, 202 E. 44th St., New York, N. Y. 





COLORVALHUEMETER 
See under Testing Instruments 2B17. 





COMPOSING MACHINE, PHOTO 
See Photo-Composing Machines 2B12. 





CONTRASTIMETER 
See under Testing Instruments 2B17. 





CONTROLLERS FOR MOTORS 
See Motors and Controls 2B11. 
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COPPER PLATING TANKS FOR BALLARD 
PROCESS 
See under Tanks, Copper Plating 2B26. 





CYLINDER GRINDING AND POLISHING 
EQUIPMENT 


mae {nding and Polishing Equipment 





CYLINDER, SLEEVE a PLATE MAKING 
FOR THE TRADE 2 

Beck Engraving Co., 7th & past Sts., Philadelphia, Pa. 

Champlain Corporation, 62 Outwater Lane, Garfield, N. J. 

— Curved Plate Corp. 235 E. 45th St., New York, 


Husbrer Laboratories, 202 E. 44th St., New York, N. Y. 
Linotone Corporation, 1911 Park Ave., New York, N. Y. 


oe cay Ones 460 W. 34th St., pen heres ie 


Rosenow Co., “The, ‘340 W. ‘eats ‘St., Chicago, T 
is "Engineering Co., 299 Margina St., Boston, 
ass. 





CYLINDERS, SLEEVES AND PLATES 2B5. 


American Brass Co., The. 25 Broadway, New be N. Y. 

— wee vers’ Supply Co., 774 E. 8t., 
ridgepor 

Champlain Shecpeeenion: 62 Outwater Lane, Garfield, N. J. 


Edes Manufacturing Co., Plymouth, Mass... 20 
ro Curved Plate Corp., 235 E. 45th St., New York, 


N. Y. 
General Prieta Machinery Corp., 29 Ryerson St., Brook- 
Inerafiona Intaglio Corp., 17 E. 45th St., New York, 


Linotone Corporation, 1911 Park Ave., New York, N. Y. 
— saa i Corp., 460 W. 34th St., New pe 7. 


Nagel-Ryan “Mfg. Co., "4363 Woodward ‘Ages Raul Oak, 
— jOonper & Brass, Inc., 230 Park Ave., New York, 


Raed Pat Metal Co, pias a + Brooklyn, iy 


Rologavar Reginceting Co., 299 Marginal St., Boston, 
a Process Corp., 734 W. Lexington St., Chicago, 





CYLINDER TRUCKS AND TABLES 2B19 
See under Trucks and Tables 2B19. 





D 





DENSITOMETER 
See under Testing Instruments 2B17. 





DOCTOR BLADES 2B6 


a E. C., > 438 S. Illinois St., Indianapolis, Ind. 
vel-Hanehett Co. , Big Rapids, Mich. Machines for 
nose Intaglio Corp., 17 E. 45th St., New York 


Loyd, John, Co., 87 Walker St., New York, N. Y. 
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Gravure 











ines for grinding doctor blades. . 
Standard Process Cory., 734 W. hislusien St., Chisago, 





DOTVALHUESCOPE 
See under Testing Instruments 2B17. 





E 





ETCHING TANKS 
See Tanks, Etching 2B22. 





EXPLOSION PROOF MOTORS AND 
CONTROLS 
See Motors and Controls 2B11. 





F 





FILM 
See under Supplies 2B16. 





FRAMES, VACUUM PRINTING 
See Vacuum Printing Frames 2B20. 





G 


GLASSES, MAGNIFYING AND REDUCING 
See Pressroom 2BB. 








GRAVURE PRESSES 
See under Presses 2B13. 





Sane AND POLISHING EQUIPMENT 
2 


a 0 Intaglio Corp., 17 E. 45th St., New York, 
Nagel “Ryan Mfg. Co., 4363 Woodward Ave., Royal Oak, 
Standard Process Corp., 734 W. Lexington St., Chicago, II. 


U. 8. Electrical Motors, Inc., 200 E. Slauson Ave., Los 
‘Angeles, Calif. 


—— Div. Harris Seybold Potter Co., aaa Ohio. o 





Barkon-Frink Tube Lighting Corp., 23-10 Bridge Plaza, 
South, Long Island City, N. Y. 
Benjamin Electric Mfg. Co., Des Plaines, Ill. 


— Corp., won 650 W. Baltimore Ave., eee ae 


Flex-O-Lite Co., ‘St. Charles, Ii. 
Gelb, Joseph, Co., 250 W. 54th St., New York, N. Y. 


General Electric Co., 1 River Rd., Schenectady, N. Y.90-91 
International Intaglio Corp., 17 E. 45th St., New York, 


Macbeth Are Lamp Co., 875 N. 28th St., Philadelphia, 


Miles Machinery Co., 18 E. 16th St., New York, N. Y. 
em, The C. F., Co., 2675 W. Irving Park Rd., Chicago, 


Photo Engraving Equipment & Supplies, 406 E. Alcott St., 


Philadelphia, Pa. 
Payee of America, The, 310 E. 45th St., New 


nae, F R. R., 400 W. Madison St., Coleen, e 


Sullebarger, E. T., ie. “110 "Fulton St.. ‘New York, N. 'Y. 
ee Lighting Corporation, 31 E. 27th St., New York, 





LAYOUT AND REGISTER TABLES 2B10 
American Type rissa si 200 Elmora Ave., Elizabeth, 

N. J.. . Inside Back Cover, Dec. 
Coainnan Lise “Table Gen; 49 River St., Waltham, 


Mass 
Hamilton Mfg. Co., Two Rivers, Wis. .............74-75 


3 1 ae Intaglio Corp., 17 E. 45th St., New York, 


Lanston Monotype Machine Co., peoniuapeen at 
Locust, Philadelphia, Pa.. Pre | 


i pana R. R., 400 Ww. ‘Madison ‘St. ae Chicago, ” 
1 


Rouse, H. B. &Co., “2216 N. ‘Wayne Ave.. Chicago, th.. .39 


Rutherford Machinery Co., Div. iene Printing Ink 
Corp., 100 Sixth Ave., New York, N. Y. 

Southworth Machine Co., 30 Warren Ave., Portland, Me. 

io ad Process Corp., 734 W. Lexington St., Chicago, 


Vinderok * suited 900 N. nites Ave., Chicago, 
184 and Inside Back Cover 





LENTICULAR SCREENS 
See under Screens 2B15. 





H 


HUMIDITY CONTROLLING DEVICES 
See Miscellaneous 8A. 











INKS 2B8 * 
Also see Pressroom 5W 

American Printing Ink Co., Div. General Printing Ink 
Corp., 2314 W. Kinzie St., Chicago, Ill. 

Continental Lithographic Corp., 952 E. 72nd St., Cleveland, 


Ohio. 
Crescent Ink & Color Co. of Pa., 464 N. 5th St., Phila- 


delphia, Pa. 
Eagle Printing Co., Div. General Printing Ink Corp., 
100 Sixth Ave., New York, N. 
_ Howard, Ink Co., Clark Ave. & M.C.R.R., one 
cae Charles, Printing Ink Cermmahion, 154 W. 18th 
8t., New York, 
Huber, J. M., teh 34th St., New York, N. Y.. .40 
oe — Ink, 75 Varick St., New York, a 
* oa 7 
“Charles Eneu, & Co., 
ae ba Philadelphia, Pa.. 
permease Co., ooh W. 49th Place, Dhienen, Tl. 
Levey, Fred’k H., , Inc., 12238 Washington Ave., 
Philadelphia, Pa. 
Morriil, — H., Co., Div. General Seczesnale Ink 
Corp., 100 Sixth Ave., New York, N. Y.. sf 
Roosen, H. D., Co., 78-20th St., Brooklyn, N, y. 
Rotogravure Div., General Printing Ink Corp., 100 Sixth 
Ave., New York, = i 
Sinclair & Valentine Co., 611 W. 129th St., New Pe: 
See ....19, Dec. 


Triangle Ink & “Color Co., 26 Front ‘St., " Beodiiyn: Mads 


“10th end ‘Lombard 
-.00 





INSTRUMENT, TESTING 
See under Testing Instruments 2B17. 





INTAGLIO PRESSES 
See under Presses 2B13. 








L 
LAMPS 239 
American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.... .. Inside Back Cover, Dec. 


5 Electrie Deion Co., 361 W. Superior St., Chicago, 
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M 


MAGNIFYING AND REDUCING GLASSES 
See Pressroom 5BB. 








MOTORS AND CONTROLS 2Bi1 
2B11.1 Standard 
2B11.2 Explosion proof. 
American bb ves cesar 200 Elmora Ave., Elizabeth, 
Ne Sé.5 Inside Back Cover, Dec. 
Century Electric Ou "1806 Pine St., St. Louis, Mo. 
Cline Electric Mfg. Co., 211 West Wacker Drive., 
Chicago, 111.—2B11.2. . . 8-9 
Cutler-Hammer, Inc., 542 N. “12th ‘St., ‘Mienins: Wis. 
Fairbanks, Morse & Co., 900 S. Wabash Ave. , Chicago, Ill. 
General Electric Co., 1 River Rd. , Schenectady, a. ¥. 
—2B11.2. . 90-91 
Kimble Electric Co., “2011 Hastings St. “Chicago, ill. 21, Dec. 
Krug Electric Co., 55 Vandam St., New York, N. Y. 
Monitor Controller Co., 51 8. Gay St., Baltimore, Md. 
Northwest Electric Co., 408 S. Hoyne Ave., Chicago, IIl. 
Reeves Pulley Co., Columbus, Ind. 
Reliance Electric & Engineering Co., 1088 Ivanhoe Rd., 
Cleveland, Ohio. 


Equipment and Supplies Ing 
EES ae 










PLATE MAKING FOR THE TRADE 
See Cylinder, Sleeve and Plate Making 284, 









PLATES, SENSITIZED 
See under Supplies 2B16. 












POLISHING EQUIPMENT 
See Grinding and Polishing Equipment 2B7. 













PRESSES, 2B13 ALSO SEE 5LL P 

2B13.1 Newsprint and Rotogran ns nOOM 

2B13.2 Rotogravure. 

2B13.3 Sheet-Fed. 

2B13.4 Web Offset and Rotogravure, 
Barker, Robert W.,Inc.,212S. Darien S ladelphia. - 

Pa.—2B13.2. . aie, 


a Cie: 62 ‘Calaialaie Lanai Garfield, N. ff 













cottrel . B.,& Sons Co.,Westerly,R. 1.—2B13.2 44-45 
Creare Pie aay Corp., 29 Ryerson St., Brook. 
cari Pa ; “apis. 99S» Pauling Si 
a Soha EO FT 
ee Y i, a Ine, 200 Vasiek 8t., New York, N. Y= ; 
Henschel, C. B., Mfg. Co., 229 W. Mineral St., Milwaukee, 











Wis. a 
Hoe, R., & Co., 910 E. 138th St., New vos N. Y.— a Ps 
2813. i, 2B13. 2, 2B13.3. . -"98-99-1 100-10) x ; : 


Hudson Industrial Co., 27 E. 22nd St., New Yi 4 

Hudson-Sharp Machine Co., Green Bay, Wis. bed t 1 

——— meek rn 9g _ E. -_ St., New York, N.Y. ‘ 
nternational Intaglio Corp., 17 45th St., ie 
N. Y.—2B13.2, 2B13.3. New York, = 

Kidder Press Co., Inc., Dover, N. H.—2B13.2. 

L. C. Machinery Co., Inc., 460 W. 34th St., New 
N. Y.—2B13.2, 2813.3. . be 

Meisel Press Mfg. Co., 944 Dorchester Ave; pra 
Mass.—2B13.2. . ; 

Miehle Printing Press & Mfg. Co. 14th st. 4 Damen 
Ave., Chicago, Ill. 

Motter’s, Geo. F., Sone: York, Pa. 9813.2 

Murphy, Geo., Inc., 57 E. 9th St., New York, N. Ye 


Nagel-Ryan Mfg. Co., 4363 woetere, Anes Royal Oak, 
Mich.—2B13.1, 2B13.2 2, 2B13.3, 

aes | Machine Co., 1221 38th’ se ‘Becoklyn, N. Y= 
2B13 ¥ 

Rotogravure Engineering $o.8 299 Marginal Si., East Bose 


ton, Mass.—2B 13.2 
Plainfield, N. J 


Scott, Walter, & Co., 
2B13.1, 2B 13.2 2, 2B13. 
neh Process: Corp., “v4 W. Lexington St., Chicago, 


Willard 3 Mig, Co., 28 W. 28rd St., New York, N. Ym 
2B13.3 . 
baring Engineering Co., 2741 N. Janssen Ave., Chicago, 


South Ave., 





PRESSES, REPRODUCTION ‘ 
* See Reproduction Proofing Systems 2B27,. 











PRINTING FRAMES a 
See under Vacuum Printing Frames 2B20, 
PRINTING LAMPS og 
See Lamps 2B9. a 


si PRESS MOTORS AND CON- 
See Motors and Controls 2B11. 





PRINTING PRESSES 
See Presses 2B13. 





N 


NEWSPRINT AND ROTOGRAVURE PRESSES 
See under 2B13 Presses. 








PAPER AND PRINTING STOCK 
See Paper and Printing Stock 3. 








PAPER CONDITIONING 
See Miscellaneous 8A. 





PAPER, SENSITIZED 
See under Supplies 2B16. 





PHOTO-COMPOSING MACHINES 2B12 
A Electric Devices Co., 361 W. Superior St., Chicago, 


Composograph Co., The, 2832 Grand Blvd., Detroit, Mich. 

Coxhead, Ralph C., ” Corp., 333 Sixth Ave., New York, N.Y. 

Huebner Laboratories, 202 E. 44th 8t., New York, N. Y. 

International Business Machines Corp., 45 Crouch St., 
Rochester, N 

Lanston Monotype Machine Co., ae at 
Locust, Philadelphia, Pa.. .. i ef 

Rutherford Machinery Co., Div.., General Printing ‘Ink 
Corp., 100 Sixth Ave., New York, a 

Wesel Mfg. Co., 893 Providence Rd., "Gecehton’ Pa. 
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PROOFING SYSTEMS FOR REPRODUCTION 
See Reproduction Proofing Systems 2B27. 








R 





RACKS 
See Cabinets, Racks, Stands 2B1. 





REDUCING AND MAGNIFYING GLASSES 
See Pressroom 5BB. 





REGISTER AND LAYOUT TABLES 
See Layout and Register Tables 2B10. 








ee PROOFING SYSTEMS 


Graphic Arts Research Foundation, 18 E. Kinsie St., Chir 
cago, 

Lanston Monotype Machine Co., Tween at 
Locust, Philadelphia, Pa.. . ee 


Vandercook & Sons, 900 N. . Kilpatrick Ave., ‘Chicago 
Ul. ..184 and Inside Back Cover Cover 














RETOUCHING TABLES 2B14 -_ 4 
Gaebel, Arthur H., 75 West St., New York, N. Y. a . 
aoe R. B., 400 W. Madison mes Ceti ae 








Bare Proves Comp. 734 W. Laddnaies St, Chicago, Pa ; 


































£*% S's 






























































* Equipment and Supplies Index 
a 


*e, 





Gravure — Miscellaneous Plate Making 





RS 2B21 
ca’ cl, Son _ Co., 636 Sherman St., is 
i. 


a Rubber Miz. ‘Cas 2380 W. "Riverview. ‘Ave., 


n, Ohio 
bber Co., Wabash, Ind. 
gong Tire & Hubber Co. Co., The, 1144 E. Market St., 


‘Akron, O. 


Ideal Roller & Mfg. Co., 2512 W. 24th St., Chicago, Ill... .36 

Rapid Roller Co., 2558 S. Federal St., Chicago, Ill.. .. ..76 
United States Rubber Products, Inc., 1790 hivetun, 
New York, 


N. Y. 
Inc., 222 S. 12th St., Louisville, Ky. 
yor Boller Co. Co. 5 Purchase St., Boston, Mass. 





RAVURE AND NEWSPRINT PRESSES 
Wt waster Presses 2B13. 





 ————$_— 
RAVURE PRESSES 

i coder Presses 2B13. 

hh 





S 





j EENS 2B15 
SOB 15. 1 Lenticular. 
2B15.2 Standard. 
Photoengraving Co., Inc., 207 W. 25th St., New 
as N. Y.—2B15.2. 


eet § & Norris, Inc., 2729 Prospect Ave., Cleveland, O— 


sete Laboratories, 202 E. 44th St., New York, N. Y. 


International —— Corp., 17 E. 45th St., New York, 
N. Y.—2B15 
‘on sl Machine Co., be arasaliaeiges at 
ee, Philadelphia, Pa.—2B15.2. . oe 
levy, Max, & Co., Daa Ave. and Detter St., Phila- 
delphia, Pa.—2B : 

Miles Machinery Co. "18 E. 16th St., New York, N. Y.— 
2B 

N j-Ryan see 


4363 Woodward Ave., Royal Oak, 
ich.—2B 


Po rook Co. J aes The, 310 E. 45th St., New 
k, N. Y.—2B 
Pobhakers Pguinment, Oa 11 S. La Salle St., Chicago, 
Ti.—2B15 


Robertson, . R., 400 W. Madison St., pipers ~~ 
2B15.2.. : 

Standard Prooes a: “734 W. ‘Lekota St., Sr ag 
1h 

Bala, E. T., Co., 110 Fulton St., New York, N. Y.— 
2B15.2 

Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa.— 


2B15.2. 
Zeiss, Carl, 485 Fifth Ave., New York, N. Y.—2B15.2. 


SENSITIZED PAPER 
See under Supplies 2B16. 








SENSITIZED PLATES 
See under Supplies 2B16. 





SENSITIZED TRACING CLOTH 
See under Supplies 2B16. 





SHEET-FED PRESSES 
See under Presses 2B13. 





SLEEVES, CYLINDER 
See under Cylinders, Sleeves and Plates 
2B5. 





STANDS 
See Cabinets, Racks, Stands 2B1. 


STOCK, PAPER AND PRINTING 
See Paper and Printing Stock 3. 





SUPPLIES 2B16 
2B16.1 Carbon Tissue. 
2B16.2 Film. 
2B16.3 Paper. 
2B16.4 Plates. 
2B16.5 Sensitized Tracing Cloth. 


Atlantic Zinc Works (Rolled Plate Metal oes a e 
7 


Van Brunt St., Brooklyn, N. Y.—2B16.4 
ers Inc., 118 East 28th St., New York, N. Se 
ae? nr Co., 230 W. 41st St., New fork, 
1 Lemp & Shenandoah Aves., 


Cramer, G. “ Plate ote 
St. Louis, Mo.—2B16 


— Corp., baci nn w. Baltimore Ave., ee 


Eastman Kodak Co., Rosheater, N. "Y.—2B16.2, pres 
2B16.4, 2B16. 

General Printing Machinery Corp., 29 Ryerson St., Brook- 
lyn, N. Y.—2B16. 

Hammer Dry Plate & Film Co., 3547 ony Ave., St. Louis, 
Mo.—2B16.1, 2B16.2, 2B16. < 2B16 

ieee 2 Intaglio Corp., 17 E. ‘sch St., New York, 


Johnson-King a 709 W. 49th Place, Chicago, Ill.—2B16. 
—— George, Ine. 57 E. 9th St., New ork, N. Y.— 


Nat sliyan M Mig. Co., 48363 Woodward Ave., Royal Oak, 

ich.— 

is Copper & t Brass, Inc., 230 Park Ave., New York, 

Rotogravure Division, 5 2 Printing Ink Corp., 100 
Sixth Ave., New York, N 

Standard Process Corp., 734 W. Lexington St., Chicago, 

= C., 210 Larch Ave., Teaneck, N. J—Staging 





T 





TABLES, LAYOUT AND REGISTER 
See Layout and Register Tables 2B10. 





TABLES, RETOUCHING 
See Retouching Tables 2B14. 





TANKS, COPPER PLATING FOR BALLARD 
PROCESS 2B26 


Standard Process Corp., 734 W. Lexington St., Chicago, III. 





TANKS, ETCHING 2B22 

a Photoproducts Co., 280 W. 41st St., New York, 

Roberton, R. R., 400 W. Madison St., ——— Ms 
ill... 


U.S. Sidsits Co., 60 E. 42nd St., ‘New York, N. 'Y. 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 





TEMPERATURE REGULATING DEVICES 
See Miscellaneous 8A. 





TESTING INSTRUMENTS 2B17 
2B17.1 Densitometer. 
2B17.2 Colorvalhuemeter. 
2B17.3 Dotvalhuescope. 
2B17.4 Contrastometer. 
Atlas Electric Devices Co., 361 W. Superior St., Chicago, 
Ill.—Fadometer. 
Gaebel, Arthur H., 75 West St., New York, N. Y.—2B17.4. 
General Electric Ce., 1 River Rd., Schenectady, N. Y.— 
FRET Beka vis veins ow ah Sarvs on ohne coebunsu nena see 


OT ae 202 E. 44th St., New York, N. Y. 
Macbeth Are Lamp Co., 875 N. 28th St., Philadelphia, Pa. 
—Color fastness to light testing machine. 





TISSUE, CARBON 
See under Supplies 2B16. 


TRACING CLOTH, SENSITIZED 
See under Supplies 2B16. 


TRADE CYLINDERS, SLEEVES AND PLATES 
See Cylinder, Sleeve and Plate Making 2B4. 


TRANSFER MACHINES 2B18 
International Intaglio Corp., 17 E. 45th St., New York, 


Nagel Hyaa } Mfg. Co., Inc., 4863 Woodward Ave., Royal 
Standard Process Corp., 734 W. Lexington St., Chicago, Ill. 


TRUCKS AND TABLES 2B19 


2B19.1 Cylinder, 
Paper Trucks. See Paper Cutting 


and Processing 4D. 


Challenge Machinery Co., —_ ipsoeas Mich.— 
Tables for cylinders. . ..13 


International Intaglio Cote, Mi 7 E. 45th St., ‘Nat “York, 
Nagel-Ryan Mfg. Co., 4363 Woodward Ave., Royal Oak, 
Reteeravar Engineering Co., 299 Marginal St., East 
Standard’ Foren Corp., 734 W. Lexington St., Chicago, 


Il 
bi + cates Mfg. Corp., 302 8. State St., Indianapolis, 

















TURNING AND POLISHING EQUIPMENT 
See Grinding and Polishing Equipment 2B7. 





¥ 


VACUUM PRINTING FRAMES 2B20 
ie Electric Devices Co., 361 W. Superior St., Chicago, 


Croke, Allan B., Co., 163 Oliver St., Boston, Mass, 
International Intaglio Corp., 17 E. "45th St., New York, 


Johnstone Electric Co., 522 8. Clinton St., Chicago, Ill. 


Lanston Monotype Machine Co., eee at 
Locust, Philadelphia, Pa...... .. 

i ee & Co., Wayne Ave. & Berkley St., " Philadel 
phia, 

Polyeraphie Co. of America, The, 310 E. 45th St., New 


Photo to raving. asa & Supplies, 406 E. Alcott 
St., Philadelphia. 


— W. Hes 100 W. Madison St., on 





siananaa Mochinery Co., ‘Div. ‘of General Printing Inkk 
Corp., 100 Sixth Ave., New unr. N.Y. 
Standard Process Corp., 734 W. Lexington St., Chicago, 


Sweigard Ideal Co., 6122 N. 2ist St., ary SE bg 
ban Boo H., » Supply Co., 1315 Fourteenth St., N. W., 
ashingto 





Ww 


WEB OFFSET. AND ROTOGRAVURE 
PRESSES 
See under Presses 2B13. 














P-Double-E Filing System ° 


2C— Miscellaneous Plate Making Index 


KEY FOR MISCELLANEOUS 
PLATE MAKING INDEX 


2C1 Bank Note Engraving Machinery 


2C1.1 Steel Plates 
Chalk Plate Making Materials 
Engravers’ Wood 


2C5 
2C2 


2C3 Linoleum Block 


2C3.1 Linoleum 
2C3.2 Tools 


Photo Film 
Plastic 


2C4 
2C6 
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MISCELLANEOUS PLATE 
MAKING EQUIPMENT 
AND SUPPLIES INDEX 


Acme Wood Type Mfg. Co., 61 Beekman St., New York, 
N. Y. 


2C2. 


American Evatype Corp., Deerfield, Ill—2C6. 

American Process Corp., 23 E. Huron St., Chicago, IH. 

American Steel & Copper Plate ~ The, i101 Fairmount 
Ave., Jersey City, N. J.—2C1. 


pe ee re rpasspivied 200 saath Ave., Elizabeth, 
J 


. Inside Back Cover, Dec. 
Cebot; Printing Pate Co., "9722 7th Ave., So. Bir- 
mingham, Ala.— 
One William i. at 927 Mulberry St., Newark, N. J. 
1 
Dickinson, C. W., Jr., 321 Cortland St., Belleville, N. J— 
9) 


2C1. 
ee Bee Inc., 59 Halstead St., Rochester, N. Y. 
—2C6. 








Empire Wood & Engraving Co., ap Baan B, 
New York, N. Y.—2C2, 2C3, 203.1, 3 


Heinrich, H. H., 200 Varick St., New nik N. Y.—2C6. 


ae Rogues Plate Co., 1024 Park Ave., St. Louis, Mo. 
Irwin, H. G., Lumber Co., Erie, Pa.—2C2. 
Lake Erie Buf, a pe we Box 568, Ken- 


more Sta ¥.—2C6—Wuleanizers be 
resinous matrices. . 7 .. 7 


Monomelt Co., 1611 Polk St, N. E. Minne, ‘Minn, 
—2C6. . 70-71 


Para-Flex Plate C Carns 220 W. “19th St., New York, N, Y. 
— Machine Co., Inc., 1221 38th St., Brooklyn, N. Y. 


Partington, Inc., Sta. H, Cincinnati, aa 

Setter Bros., Cattaraugus, 5 

me Henry H., = Co., Columbia’ Ave. & 6th St., 
Stereotex “ition, Co., P. O. Box 167, Stamford, Conn. 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa.—2C6. 


115 










fi set-Lith 


Equipment and Supplies h 





P-Double-E Filing System 


2D— Offset-Lithography Index 


KEY FOR OFFSET-LITHOGRAPHY INDEX 


2D37 Air Brushes 
Air Conditioning 
See Miscellaneous 8A 
2D40 Blanket Solutions 
2D1 Blankets 
Bronzing Machines 
See Pressroom 5F 
2D2 Cameras 
2D3 Chemicals 
2D39 Color Separation Process 
2D4 Dampening Means 
2D41 Dark Room Equipment 
2D41.1 Temperature controlled 
2D41.2 Plain 
2D5 Deep Etch Method 
2D6 Dry Plate Negative Materials 
2D7 Etching Machines 
2D8 Films 
2D9 Flannel 
Fluorescent Lamps 
See Lamps 2D13 
2D10 Graining Machines 
2D11 Graining Sands 
2D12 Inks. Also see Pressroom 5W 


2D13 Lamps 
2D14 Layout, Makeup, Register and 
Stripping Tables 
2D14.1 Layout 
2D14.2 Makeup 
2D14.3 Register 
2D14.4 Stripping 
Magnifying and Reducing Glasses. 
See Pressroom 5BB 
2D15 Moleskin and Molleton 
2D16 Motors and Controls 
2D17 Offset Preventing Equipment 
Paper and Printing Stock 
ee Paper and Printing Stock 3 
2D18 Paper for Negatives 
2D19 Photo-Composing Machines 
2D20 Photo-Lettering Machines 
2D38 Phototype Letters 
2D21 Plate Coating and Whirling 
Machines 
2D22 Plates, Aluminum and Zinc 
2D23 Printing Frames 
2D24 — Presses. Also see Pressroom 
5 
2D24.1 Sheet-Fed 
2D24.2 Web 


2D25 Proof Presses 
Recorders, Time Clocks 
See Miscellaneous 8J 
2D42 Reproduction Proofin 
2D27 Retouching Stands & Rye 
2D26 Rollers. Also see Pressroom 5NN- 
2D28 Screens 
2D28.1 Lenticular 
2D28.2 Standard 
2D29 Shading Machin 
Madina ec Shading 
2D30 Stick-Up Sheets 
2D31 Stones and Grinders 
2D32 Supplies 
Time Clocks, Recorders 
See Miscellaneous 8J 
2D37 Testing Instruments 
2D33 Transfer Paper 
2D34 t icarniglt eonpe ce * 
trucks, Paper. See 
and iceensina 4D wa — 


2D35 Vacuum Printing Frames me 
2D36 Washup Devices 





OFFSET-LITHOGRAPHY EQUIPMENT AND SUPPLIES CROSS-INDEX 


A 


C 





AIR BRUSHES 2D37 
— biatl aenaceig 200 Elmora Ave., Elizabeth, 

_ oe .. Inside Back Cover, Dec. 
DeVilbiss Co., The, "300 "Phillips Ave., Toledo, Ohio. 
Johnstone Electric Co., 522 S. Clinton’ St., Chicago, Ill. 
Paasche Airbrush Co., 1911 Diversey Pkwy., Chicago, Ill 
Photo Engraving Equipment & Supplies, 406 E. Alcott St., 

Philadelphia, Pa. 


AIR CONDITIONING 
See Miscellaneous 8A. 


ALUMINUM AND ZINC PLATES 
See Plates, Aluminum and Zinc 2D22. 


ANTI-OFFSET EQUIPMENT 
See Offset Prevention Equipment 2D17. 














B 





BLANKETS 2D1 
Acme Press Blanket Co., 160 N. Wells St., Chicago, Ill. 
— aye sty Fe 200 Elmora Ave., Elizabeth, 
N.J _Inside Back Cover, Dec. 
Edward H, & Co., 202 Perches St., Boston, Mass. 
California Ink Co., The, 545 Sansome St., San Franeisco, 


Calif. 
—? Photoproducts Co., 230 W. 41st St., New York, 


Corkpak Co., The, 45 South St., Mt. Vernon, N. Y. 
Durbrow & "Hearne, 12 “Wooster 8t., New York, NX. 
& Mfg. ‘Co., Div. General Printing Ink Corp., 
100 Sixth “s Neer ork, N. Y. 
Goodrich, a "Rubber Co., 434 8. Main St., Akron, O. 
ane ire & Rubber Co., The, 1144 E. Market | 8t., 


Ohio. 

House, ong W., & Sons, 505 Fifth Ave., New York, N. : 
Ideal Roller & Mfg. Co., 2512 W. 24th St., Chicago, Ill. 
McKinley Litho Supply Co., 1623 John St., Cincinnati, i 
Niles & Nelson, Inc., 75 West 8t., New York, N & a 

Rapid Roller Co., 2558 S. Federal St., Chicago, Ill......76 
Roberts & Fortes, I Inc., 402 8. Market St., Chicago, Ill. 
Senefelder Co., 32 Greene St., New York, N. Y. 
United States * Rubber Products, Inc., 1790-Broadway, 

New York, N. Y. 
Vulcan Proofing Co., 58th St. and 1st Ave., Brooklyn, N.Y. 49 





BLANKET SOLUTIONS 2D40 
Anderson-Pritchard Oil Corp., 31 N. Summit St., Akron, 


Ohio. 
Driscoll, Martin, & Co., 610 Federal St., Chicago, Ill. 





BRONZING MACHINES 
See Pressroom 





BRUSHES, AIR 
See Air Brushes 2D37. 
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CAMERAS 2D2 
Agfa-Ansco Corp., Binghamton, N. Y. 


American _ ipsa 200 Elmora Ave., Elizabeth, 
N. J.. . Inside Back Cover, Dec. 


i School “of "Photo-Engraving, The, ort: 


Dec. 


Bache, Semon, & Co., 636 Greenwich St., New York, N. Y. 
Bausch & Lomb Optical Co., 658 St. Paul St., Rochester, 


NY. 
— Ink Co., The, 545 Sansome St., San Francisco, 
if. 
a ol Photoproducts Co., 230 W. 41st St., New York, 


=? Corp., La 650 W. er 4 Ave., Detroit, i at 


Eastman Kodak Co..,  Rodiieter N. Y. 

Gaebel, Arthur H., 75 West St., New York, N. 

Genes, OF P., American Optical Co., 317 E. "gui St., New 
or 

Graphic EES Co., Inc., 207 W. 25th St., New 
York, N. Y. 

Horn & Norris, Inc., 2729 Prospect Ave., Cleveland, Ohio. 

Huebner Laboratories, 202 E. 44th St., New York, N. Y. 

Lanston Monotype Machine oP hare hit at 
Locust, Philadelphia, Pa.. 08 

Lom, ng & Co., Wayne pry al "Berkley St., Phila- 
elphia 

McKinley Litho Supply oe 1623 John St., Castanett, 0. 

Miles Machinery Co., 18 E 16th St., New York, N 

-Nagel-Ryan Mfg. Co., 4363 Woodward Ave., Royal Oak, 


Mich. 
Pitman, Harold M., Co., 51st Ave. and 33rd St., Chicago, 


Polygraphic eS of America, The, 310 E. 45th St., New 

or 

Photo Engraving Equipment & Supplies, 406 E. Alcott St., 
Philadelphia, Pa. 

— Equipment, Inc., 11 8. La Salle St., Chicago, 


erie R., 400 W.. Madison St., Chicago, Wi 


ey ichieay ‘O., ‘Div. General Printing ‘Ink 
Corp., 100 Sixth Ave., New York, 
a ream Corp., "734 W. ee St., Chicago, 


Ill. 
Sullebarger, E. T., Co., 110 Fulton St., New York, N. Y. 
United Camera Co., Inc., 1515 Belmont Ave., Chicago, Til. 
Webendorfer-Wills Co. 2 South St., Mt. Vernon, N. Y. 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 
Zeiss, Carl, Inc., "485 Fifth Ave., New York, N N. ¥. 





CHEMICALS 2D3 
Cane Ink Co., The, 545 Sansome St., San Francisco, 


Calif. 
aes Photoproducts Co., 230 W. 41st St., New York, 


Eastman Kodak Co., Rochester, 

Fuchs & des,” Co., Div. Grech Prrating Ink Corp., 
100 Sixth , New York, N. 

Haloid Co., The, "2 Haloid St., Rochester, N. Y. 


Harris Sarat Potter Co., 4510 E. so. wy Cleve- 
land, 4, 


Hunt, Philip A, ‘Co., 958 ‘Resell St., "Brooklyn, N. ¥, 
ae < sina whe 75 bari St., New York, 


LaMotie Chemica Products ‘Co. - McCormick : ale, ” Baltie 
more 
McKinley Litho Supply Co., 1623 John St., i 
Mallinckrodt Chemi Works, 2nd and Malinaaaae 

St. Louis, Mo. 
Murphy, George, Inc., 57 E. 9th St., New York, N. ¥. 
Pitman, Harold M., Co., 51st Ave. at 33rd de } 
Polygraphie Co. of America, The, 310 E . 45th St., 


N.Y. 

Reges Tsinglass & Glue Co., 210 Eastern Ave., — 
ass. 

Ryan, E. G., & Co., 727 8. Dearborn tier Cannes 

Senefelder Co., The, 32 Greene St., 

Siebold, J. H. and G. B., Ine., 47 Wate se 


Teaneck Chemical Co., Walnut St., Teaneck, N 

Trojan Products Co., 3130 §. Wabash Ave., Chi F 

Uvachrom Emulsion’ Co., Walnut 8t., Teaneck, 

Walker, E. H., Supply Co., 1315 Fourteenth St., i 
Washington, D. C. 





COATING MACHINES FOR PLATES i 
a Coating and Whirling Machines 





COLOR SEPARATION PROCESS 2D39 


Huebner Laboratories, 202 E. 44th St., New York, N. Y. 
Ward, Nowell, 629 W. Melrose, Chicago, Ill. 





CONTROLS AND MOTORS 
See Motors and Controls 2D16. 


COVERING FOR DAMPENING ROLLERS 
See Flannels 2D9. 








D 


DAMPENING MEANS 2D4 
International Press Cleaner & Mfg. Co., 112 Hamilton 
Ave., Cleveland, Ohio. 


DARK ROOM EQUIPMENT 2D41 
2D41.1 Temperature Controlled. 
2D41.2 Plain. 
American Lg Founders, 20) Elmora Ave., 
N. J.—2D41.1, 2D41.2....... . Inside Back Cover, Bee, 
Chases Pitenrodiah Co, 230 W. 41st St., New York, 
Y.—2D41.1, 2D41 
cae Allan B., Co., ies Oliver St., Boston, Mass.— 
2D41. 1, 2D41. 3. si 
Douthitt Corp., 650 Baltimore Ave. Detroit, Mich,— 
2D41.1, 2041.2 + ele 
Electro-Hydrealio B Equipment Co., "1265 W. ‘ond St., Cleve- 


d . 
Kellogg Div. American Brake Shoe & Foundry (0, 
Rochester, N. Y.—2D41.1, 2D41.2. 
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ms 


| es Har 


Offset-Lith 





Bguipment and Supplies Index 


gs. Equipment & Supplies, 406 E. Alcott St., 
en at weoD4.1. 


Robertson, R. R, ‘400 W. waeecter St., chiadsntsy il. 
sem 4I.1, 2041.2. .. : 


SS 
ETCH METHOD 2D5 
= anges Co., 4510 E. 71st St., cae 


von ae 
se a M., ‘Co., ‘Bist Pag 2 ‘33rd St., Chicago, 








a Mfg. Co., 893 Providence Rd., Scranton, Pa. 
— 


FOR DAMPENING 
Dee eempening Means 2D4. 
SE ——_—_ 
FOR PRESS WASHUP 
DE ashup Devices 2D36. 








a —— 
” DRIVES FOR PRINTING PRESSES 


See Motors and Controls 2D16. 





a 
DRY PLATE NEGATIVE MATERIALS 2D6 
Cramer, G., Dry Plate Co., Lemp & Shenandoah Aves. 


St. Louis, Mo. 
Eastman Kodak Co., Rochester, N. Y 
Hammer Dry Plate & Film Co., 3547 Ohio Ave., St. Louis, 


Mo. T, 
lygraphic Co. of America, The, 310 E. 45th St., New 
i A N.Y. 





—_—————————_——— 


E 


EQUIPMENT FOR PREVENTING OFFSET 
See Offse 





t Preventing Equipment 2D17. 





ETCHING MACHINES 2D7 
Chemeo Photoproducts Co., 230 W. 4ist St., New York, 


Gaebel, Arthur H., 75 West St., New York, N. Y. 


Robertson, R. R., 400 W. Madison St., Chicago, 
ill. 


E. T., ; Cea ‘110 Fulton St., tee: York, N “hp 
Sulbage, B. T Co., 60 E. 42nd St., New York, N.Y. 





ETCHING METHODS, DEEP 
See. Deep Etch Method 2D5. 





F 





FILMS 2D8 
gt Photoproducts Co., 230 W. 41st St., New York, 


Ben Day, Inc., 118 E. 28th St., New York, N. Y. 
Baloid C>., The, 2 Haloid St., Roch ester, N. "Y. 
— Dry Plate & Film Co., 3547 Ohio Ave., St. Louis, 


Pol: enh Sy of America, bees 310 E. 45th St., New 
ork, 


FLANNELS 2D9 

Best, Edward, & Co., 224 Purchase St., Boston, Mass. 

Fuchs & Lang Mfg. Co., Div. General Printing Ink Corp., 

100 Sixth Ave., New York, N. Y. 

Godfrey Roller Co., 211 N. Camac St., Philadelphia, Pa. 

House, Chas. W., & Sons, 505 Fifth Ave., New York, N. Y. 

MeKinley Litho Supply Co., 1623 John St., Cincinnati, 0. 
berts & Porter, Inc 402 S. Market St., ns, I. 

tie Co., The, 32 Greene St., New York 

Siebold, J. H. & G. B., Inc., 47 Watts St., New York, N.Y. 








FRAMES, PRINTING 
See Printing Frames 2D23. 





FRAMES, VACUUM PRINTING 
See Vacuum Printing Frames 2D35. 





G 


GLASSES, MAGNIFYING AND REDUCING 
See Pressroom 5BB. 








GRAINING MACHINES 2D10 


re + & Co., Inc., 910 E. 138th St., New York, 
98-99-100-101 


oa. Litho Supply Co., 1623 John St., Cincinnati, O. 
aot yan Mfg. Co., 4363 Woodward Ave., Royal Oak, 


Ruthetord Machinery Co., Div. General Printing Ink 
Corp., 100 Sixth Ave., New York, N 

Senefelder Co., The, 32 Greene St., Niew York, N. Y. 
Walker, E. H .. Supply Co., 1815 Fourteenth St., N. W., 
oo lag 

Yarkin Machine Co., Tne., 835 E. 27th St., New York, N. Y. 





GRAINING SANDS 2D11 


Carborundum Co., Niagara Falls, N 
Senefelder Co., The, 32 Greene Be New York, N 


Western ae litho Plate & Supply Co., 1019 Soulard St., ve. 
Yarkin Machine Co., Inc., 335 E. 27th St., New York, N. Y. 





GRINDERS AND STONES 
See Stones and Grinders 2D31. 





INKS 2D12 
Also see Pressroom 5W. 


American Printing Ink Co., Div. General Printing Ink 


Corp., 2314 W. Kinzie St. Chicago, IIl. 
na Rotaprint Corp., 1935 Euclid Ave., Cleveland, 
io 
Auld, Hampton, Ine., 104 Verona Ave., Newark, N. J. 
Braden-Suspbia Ink ‘Co., The, 3800 Chester Ave., Cleve- 
an 
Gaer Ink Co., 142 Skillen St., Buffalo, N. Y. 
Cali — Ink Co., The, 545 Sansome St., San Francisco, 


Cantuel Printing Ink Co., 821 3rd St., Des Moines, tae. 

Carlson, John Inc., 420 Carroll St., Brooklyn, N ae 

Carmioiael F Printing Ink Co., 168 Forsythe St., 8. Ww. 
anta 

Consolidated | Printing Ink Co., 431 N. Griggs St., St. Paul, 


Minn 
Continental Lithographic Corp., 952 E. 72nd St., Cleveland, 


hio. 
Crescent Ink Ink & Color Co. of Pa., 464 N. Fifth St., Phila- 
elphia, Pa. 
Driscoll, Martin, & Co., 610 Federal St., Chicago, Ill. 
Eagle Printing Ink Co., ” Div. General Printing nk Corp., 
100 Sixth Ave., New "York, N. Y. 


ries, Sewer Ink Co., ve Ave. & M.C.R.R., Detroit, a 


Fuchs & Lang Mfz. Co., Div. Genera Printing Ink Corp, 
100 Sixth Ave., New York, N ¥, 

Gaetjens, Berger’ & Wirth, 35 York St., Brooklyn, N. Y. 

Great Western Printing Ink Co., 611 N. W. Flanders St. 
Portland, Ore. 

Hellmuth, Charles, Printing Ink Corporation, 154 W. 18th 
8t., New York, N. Y. 


Heels 8 Wm. C., Ink Co., 330 W. 34th St., oy basis i 
Hill- Henschel Oa. "3928 Clete. it; "St, “Lede Mo. 
Hoeftler, J., & Co., 100 Sixth Ave., New York, N. Y. 
Huber, J. M., Inc., 460 W. 34th St., New York, N.Y.. ..40 
Inco Co., The, 1436 W. 3rd St., Cleveland, Ohio. 
Indiana Chemical & Mfg. Co., 517 So. Alabama 8t., 
Indianapolis, Ind. 
International Printing Ink, 75 Varick St., New York, N.Y. .67 


Johnson, Charles an & Co., 10th & Ee free 
Philadelphia, Pa.. ..30 


Johnson-King Co., 709 49th Place, Chicago, Til. 


Kelly, E. J., Co., 1807 N. Pitcher St., Kalamazoo, 
MCh, .....6.s0000- suglaes ceseseenwanin pn oe Dec. 

aS Madden Printing Ink Co., 731 Plymouth Court, 

cago, Ill. 

Levey, Fred’k H., Co., Inc., 1223 Washington Ave., 
Philadelphia, Pa. 
a on & Bros. & Quality, 1130 Callowhill St., Phila- 
elphia, 

McKinley Litho Supply Co., 1623 John St., Cincinnati, O. 

Morrill, George H., Co., Div. mgs Manic: 073 
Corp., 100 Sixth Ave., New York, N. Y. 


Morrison Printing Ink Co., 1011 Power Ave, Cleveliad: in 
Pope & Gray, 95 Morton 5t., New York, 

Prescott, H. 8., 288 Dwight Bt. 8 Spring Mass. 
Pyramid Printing Ink Corp., 284 Canal Place, New York, 


Roberts, Lewis, Inc., 72 Union St., Newark, N. J. 
Roberts & Porter Inc., 402 8. Market St., Chicago, Ill. 
Roosen, H. D., Co., 78 20th St., Brooklyn, N. Y. 
Senefelder A The, 32 Greene St., New York, N. Y. 
Siebold, J. H. & G. B., Inc., 47 Watts St., New York, N. Y. 
Sinelair & Carrol Co., Inc., 591 Eleventh Ave., New York, 


Pn ‘& Valentine Co., Inc., 611 W. 129th St., New 
York, N. ..19,D 
Sleight Metal Ink Co. of ‘Fens, Tens "538 N. 3rd St., 
Philad adelphia, Pa. 

Steel oe Printing Ink Co., Penn Ave. & Water St., 
Pittsburgh, P 

Superior Bring Ink Co., Inc., 295 Lafayette St., New 


Triangle Ni r Color Co., 26 Front St., Brooklyn, N. Y. 
Ullman, Sigmund, Co., Div. General Printing Ink Corp. 
Park + iv 146th St., Bronx, New York, N. Y. 
Wilson, W. eg 2 Ink Co., 4608 Vernon Blvd., 

Long vend City, N 
Winslow Ink Corp., 124 White St., New York, N. Y. 





L 





LAMPS 2D13 
ig ha 7 ST eRH: 200 Elmora Ave., Elizabeth 
N. . Inside Back Cover, Dec. 


i“ mk Devices Co., 361 W. Superior St., Chicago, 


Aurora School of Photo-Engraving, The, Aurora, 
Mo 23, Dec. 

Barkon-Frink Tube Lighting Corp., 23-10 Bridge Plaza 
South, Long Island City, N. Y. 

Benjamin Electric Mfg. Co., Des Plaines, Ill. 

Douthitt Corp., 650 W. Baltimore Ave., Detroit, Mich... .12 

Reeve iene Equipment Co., 1265 W. 2nd St., 
Cleveland, 

Flex-O-Lite Co., St. Charles, 

Gelb, Joseph, Co., 250 W. Tle it. New York, N. Y. 

General Electric Co., 1 River Rd., Schenectady, N.Y. 90-91 
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See Plates, Aluminum and Zinc 2D22. 
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2E — Photo-engraving Index 
KEY FOR PHOTO-ENGRAVING INDEX 


2E30 Air Brushes 
Blocking Wood 
See,2E1 Mounting Materials 
Burning-In Stoves 
Cameras and Accessories 
2E3.1 Cameras 
2E3.2 Color Filters 
2E3.3 Diaphragms 
2E3.4 Lenses 
2E3.5 Photostat 
2E3.6 Screens 
2E4 Chemicals 
2E5 Color Process 
2E32 Cooler Press (for straightening 
buckled or warped zine plates) 
2E29 Dark Room Equipment 
2E29.1 Temperature controlled 
2E29.2 Plain 
. Etching Machines 
Fluorescent Lamps 
See Lamps 2E8 
Gauges and Testing Instruments 
See Stereotype Department 2G14 


2E2 
2E3 


2E6 


2E7 Guillotine Cutters 
2E31 Ink for Marking 
2E8 Lamps 
Magnifying and Reducing Glasses 
See Stereotype Department 2G17 
2E1 Mounting Materials 
2E9 Nailing Machines 
2E10 Negative Cabinets 
2E33 Phototype Letters 
2E11 Planers 
2E13 Plate Bevelers 
Plate Mounting Systems 
See Composing Room 1U 
2E14 Plate Whirlers 
2E12 Plates 
2E12.1 Brass 
2E12.2 Copper 
2E12.3 Zine 
2E16 Printing Frames 
2E15 Proof Presses 
2E15.1 Cylinder 
2E15.2 Hand 
2E17 Register Systems 


2E18 Routing Machines 
2E19 Saws and Saw Sharpeners 

2E19.1 Blades 

2E19.2 Saws 

2E19.3 Saw Sharpeners 
2E20 Shoot Boards 
2E28 Special Process 
2E21 Stripping Tables 
2E22 Supplies 

2E22.1 Film 

2E22.2 Paper 

2E22.3 Plates 

2E22.4 Rubber Cement 

2E22.5 Shading Sheets 

2E22.6 Strip Film 
2E23 Sweating-On Machines 
2E24 Tanks 

Time Clocks, Recorders 

See Miscellaneous 8 

2E25 Tint Laying Machines 
2E26 Tools 

Brushes, Gravers, Soldering Irons, 


etc. 
2EK27 Vacuum Printing Frames 





PHOTO-ENGRAVING EQUIPMENT AND SUPPLIES CROSS-INDEX 


A 


ACID ETCHING MACHINES 
See Etching Machines 2E6. 








AIR BRUSHES 2E30 

aw Type sara 200 Elmora Ave., Elizabeth, 
Inside Back Cover, Dec. 

Fe Reis Co., The, 300 Phillips Ave., Toledo, O. 

Johnstone Electric Co., 522 8. Clinton St., Chicago, Il. 

Paasche Airbrush Co., 1911 Diversey Pkwy., Chicago, Ill. 

Photo Engraving Equipment & Supplies, 406 ’E. Alcott St., 

Philadelphia, Pa. 


AIR CONDITIONING 
See Air Conditioning Equipment and 
Supplies 8A. 








ALCOHOL 
See Chemicals 2E4. 





B 


BEVELERS FOR PLATES 
See Plate Bevelers 2E13. 








BLADES FOR SAWS 
See under Saws and Saw Sharpeners 2E19. 





ELOCKING WOOD 
See Mounting Materials 2E1. 





BOARDS, SHOOT 
See Shoot Boards 2E20. 





BRASS PLATES 
See Plates 2E12. 





BRUSHES 
See Tools 2E26. 





BRUSHES, AIR 
See Air Brushes 2E30. 





BURNING-IN STOVES 2E2 


oy -s 7 Founders, 200 ae Ave., Elizabeth, 
nside Back Cover, Dec. 


nora School of Pra-Enravin, ‘ean tee 3D 
ec. 
Bassi astopedeste Co., "930 W. 4st ‘St., ‘New York, 
Croke, Allan B., Co., 163 Oliver St., Boston, Mass. 
Douthitt Corp., The, 650 W. ee Ave., Detroit, 
Mich... re - 


‘Philadelphia, Pa. 


nigesant Co., Drexel Bigg. 
vers Eg "Co., rexel Bldg., Phila- 


Engra 
Master “eg Machine 


delphia, Pa 
Ostrander-Seymour Co., sce tisha sansa esueey 
Sta., Chicago, Ill... ..... ..24 
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Photo Engraving Equipment -& Supplies, 406 E. Alcott 
St., Philadelphia, Pa. 


ur Repose R. R., 400 W. Madison St., iat ve 
il 


Wesel Mfg. Co., "803 Pioiiinae: Rd., ‘Bealaen: ie 





C 





CABINETS FOR DRYING NEGATIVES 
See Negative Cabinets 2E10. 


CAMERAS AND ACCESSORIES 2E3 
2E3.1 Cameras. 3 
2E3.2 Color Filters. 
2E3.3 Diaphragms. 
2E3.4 Lenses. 
2E3.5 Photostat. 
2E3.6 Screens 


Agfa-Ansco Corp., Binghamton, N. Y. 


American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.. “Inside Back Cover, Dec. 


Aurora School of Photo-Engraving, sesso pase Mo. 
—2E3.1 ..23,D 





4p ‘Semon, & Co., "636 ‘Grete St., ‘New York, N. 
bes aD & eo yh Optical Co., 685 St. Paul St., Rochester, 
The, 545 Sansome St., San Francisco, 


a Ink Gag 
alif —2 
Chemco Piateawiibints Co., 230 W. 41st St., New York, 
N. Y.—2E3.1, 2E3.2, 2E3.3, 2E3.4, 9E3.5, 2E3.6. 
Douthitt Corp., The, 650 W. Baltimore Ave., Detroit, 
Mich.—2E3. 1, 2E3.3, 2E3.4, 2E3.6. . ote 
Eastman Kodak Co., Rochester, N. Y—2 9E3.1. 
Gaebel, Arthur H., 75 West St., New York, N. ¥—253 3. 
Genes, C. C. P., American Optical Co., 317 E. 34th St., New 
or 
Graphic Photoengraving Co., Inc., 207 W. 25th St., New 
ork, N. Y.—2E3. 
Horn & Norris, Inc., 2729 Prospect Ave., Cleveland, 0.— 


2E3.6. 
ieee See Corp., 17 E. 45th St., New York, 


Lanston Monotype Machine Co., Twenty-fourth at 
Locust, Philadelphia, Pa—2E3.1. Hees 

Levy, Max, & Co., Wayne Ave. & Berkley St. \ Philadelphia, 
Pa.—2E3.1, 2E3.6. 

— Machinery Co., 18 E. 16th St., New York, N. Y.— 


Nowtityan Mfg. Co., 4363 Woodward Ave., Royal Oak, 
Mich.—2E3.1, 2 

— fait M., Co., 5ist Ave. & 33rd St., Chicago, 

Photo En, sag Equipment & Supplies, 406 E. Alcott St., 

pagans Ans The, 310 E. 45th St., N 
olygraphic Co. 0! re 4 e t., New 
York N. Y.-2E3.1, 263-4, 213.6, 

Publoere Equipment, ag “in 8. tssalle 8t., Chicago, 


es anes ee Hs Pepactaee 


Rutherford Machinery Co., Div. General Yo Ink 
Corp., 100 Sixth Ave., New York, N. Y.— 
Standard Process Corp., 734 W. Lexington a Ching, 
Sullebarger, E. T., Gn, 110 Fulton St., New York, N. ¥- 
93.1, 23.4, 263 
— Camera Co., hk 1515 Belmont Ave., Chicago, ” 
Wesel Mfg. Co., 893 Providence ¢ Scranton, Pa. 
afer r Foor 2, 283.3, ese Deal 3 
estern Newspaper Union Sp “tied t., Chicago, 
Ill.—2E3.1, 2E3.4, 6. 


2E3. 
Zeiss, Carl, 485 Fifth Ave., New York, N. Y. 





CEMENT, RUBBER 
See under Supplies 2E22. 





CHEMICALS 2E4 : 
Aylmer, B., 108 W. Lake St., Chicago, Ill.. .. .. ...23,Dee. 
ris og Ink Co., The, 545 Sansome St., San Franeiseo, 


Chamee Photoproducts Co., 230 W. 41st St., New York, 


ig Allan B., Co., 163 Oliver St., Boston, Mass. ay 
Dom, C. G., Supply Co., 125 E. Pearl St., Cincinnati, 0. 


oa. Mae The, 650 W. Baltimore Ave., Pete. 


Du Pont, E. 7 & Nemoers & Co., iad: ‘Wiln 

Gaebel, Arthur H., 75 West St. New York i: : 
Haloid Co., The, 3 Haloid St., "Rochester, N.Y.” 4 
Hunt, Philip A.,’Co., 253 Russell St., Broo! N. Yu? 
Johnstone Electric Co., 522 8. Clinton St., Chicago, » 
a pg Chemical’ Co., 2nd & Mallinckrodt Sts. 

uis, Mo. 
Murphy, George,_ Ine. b ying ig te | “Sicage Il N. Y¥. 
itman, Haro 0., 5ist Ave r Chien 


Photo Engraving Equipment & Supplies, 406 

St., Philadelphia, 
Po! yeraphic C Co. of America, The, 310 E, 45th &t., New 
ba icy Tangles & Glue Co., 210 Eastern Ave., Gloucester, 
Teaneck Chemical Co., Walnut St., Teaneck, N. J. 
Uvachrom Emulsion Co., Walnut St., Teaneck, N. J. 


Walker, E. H., » Supply Co., 1315 Fourteenth St., N. We. : 
Washington, D ; 





COLD TOP ENAMEL 
See Chemicals 2E4. 





COLLODION 
See Chemicals 2E4. 





COLOR FILTERS 
See under Cameras and Accessories 2E3, 





COLOR PROCESS 2E5 § 

Colorgraph Process Co., 461 Eighth Ave., New York, N. ¥. 

Huebner Laboratories, 202 E. 44th St., New York, N. ¥.” 

Ward, Nowell, Color Separation Method, 629 W. Melrose, 
Chicago Ti. 

Universal Engraving & Color Plate Co., 1919 E. 19th 8t., 
Cleveland, O. 
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en 


PRESSES 2E32 
des Manufacturing Co., Plymouth, Mass............ 


| COPPER PLATES 





See Plates 2E12. 





we s ED SCREENS 
Los er Cameras and Accessories 2E3. 





LING MACHINES 
UT Mailing Machines 2E9. 





RS, GUILLOTINE 

~~ See Guillotine Cutters 2E7. 
ame 

eran emicals 2E4. 


ho 

INDER PROOF PRESSES 
a under Proof Presses 2E15. 
_ 


D 
—— 
OOM EQUIPMENT 2E29 
.* 1 Temperature Controlled. 
2E29. , Plain. 
ee American Type Founders, 200 Elmora Ave., Elizabeth, 
* _. Inside Back Cover, Dec. 


230 W. 41st St., New York, 














hea Photoproducts Co., 
N. ¥—2E29.1 29.2. 

Crk Allan B., * Go, 163 Oliver St., Boston, Mass.— 
9829.1, 2£29.2 2. 

Douthitt Corp., The, 650 W. Baltimore Ave., accor 

Mich.—2E29.1, 2E29.2. . 12 

Sa ante Sauipe Co., 
Cleveland, O.—2E29.1. 

Kell Div. Anes Brake Shoe & Foundry Co., 

Rochester . Y.—2E29.1, 2E29.2. 

Photo eesine x guipment & Supplies, 406 E. Alcott 
St., Philadelphia, Pa —2E29.1, 2E29.2. 

Robertson, R. R., 400 W. Madison St., ao SNe 
1i.—2E29.1, 2E29.2. . .61 

DEPTHOMETERS 
See Stereotype Department 2G14. 


“1265 W. ond ‘St., 








DIAPHRAGMS 
See under Cameras and Accessories 2E3. 


FILTERS, COLOR 
See under Cameras and Accessories 2E3. 





FRAMES, PRINTING 
See under Printing Frames 2E16. 





FRAMES, VACUUM PRINTING 
See Vacuum Printing Frames 2E27. 





G 


GAUGES AND TESTING INSTRUMENTS 
See Stereotype Department 2G14. 








GLASSES, REDUCING AND MAGNIFYING 
See Stereotype Department 2G17 





GRAVERS 
See Tools 2E26. 





GRINDING MACHINES FOR SAWS 
See under Saws and Saw Sharpeners 2E19 





GUILLOTINE CUTTERS 2E7 

Detroit Edge Tool Co., 433 Mt. Elliott Ave.; Detroit, Mich. 

Ostrander-Seymour Co., iy 1874 S. 54th Ave., 
Cicero Sta., Chicago, Ill... .. .. ..24 

Photo Engraving Eeufpnent i‘ Supplies, “406 EB. ‘Aleott 
St., Philadelphia, Pa. 

Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 





H 


HALFTONE SCREENS 
See under Cameras and Accessories 2E3. 








HAND PROOF PRESSES 
See under Proof Presses 2E15. 





I 


INK FOR MARKING 2E31 
Otto Lange, c/o News, 1800 Superior Ave., Cleveland, Ohio 








DRAGON’S BLOOD 
See Chemicals 2E4. 


IRONS, SOLDERING 
See Tools 2E26. 





DRYING CABINETS 
- See Negative Cabinets 2E10. 





E 


ELECTRIC ETCHING MACHINES 
See Etching Machines 2E6. 








: ERNST SCREEN 
See under Cameras and Accessories 2E3. 





ETCHING INK 
See Chemicals 2E4. 





ETCHING MACHINES 2E6 
American Type dommont 200 Elmora Ave., Elizabeth, 
N. J.. _. Inside Back Cover, Dec. 


ag School of PPhoto-Engraving, = pares 
..23, Dec. 


: Chee Pholoneoducte Co., 230 W. “4st St., ‘New York, 
go Corp., en 650'W. Baltimore Ave., Detroit, he 


“ea ‘Arthur H,, "5 ‘West St., Ser York, N ee 
Holland SP» The Candler Bidg., Kansas City Mo. 
lolmstrom, Axel, Etch hing Machine, Brown Bidg., 328 
Chestnut’ St., Philedeipiie, Pa. 

— Electric Co., Inc., 522 S. Clinton St., Chicago, 


Pol ering Machine Co., Inc., Drexel Bldg., Phila- 
delphia, P. 

iia bernccer Co., The, 1874 S. 54th oe 
Cicero Sta., Chicago, Ill....... 24 

Photo Engraving Equipment & Supplies, 406 E. ‘Aleott 
8t., Philadelphia, Fa 
blishers’ Equipment, Inc., 11 8. LaSalle St., Chicago, 





Robertson, R. R., 400 W. Madison St., acon Mine 

petareer, E. T, ‘Co., “10 Fulton St., New York, N. ¥. 
U. 8. Stoneware Co., 60 E. 42nd St., New Yo rk, 

Western Newspaper’ Union, 210 8. "Desplaines ’St., Chi- 
cago, ill. 





F 





FERRIC CHLORIDE 
See Chemicals 2E4. 


FILM 
See under Supplies 2E22. 





L 





LAMINATED BLOCKING WOOD 
See Blocking Wood 2E1. 





LAMPS 2E8 


— bits Founders, 200 — Ave., yey oe 
Inside Back Cover, 


° An tow Devices Co. . “361 W. Superior St., Chiesa, 


Aurora School of Speer tate: The, ates 
Mo....... +. «23, Dec, 

Benjamin Electric Mfc. ‘Ge. Des Paiten ‘ti. 

Barkon-Frink Tube Lighting Corp., 23-10 Bridge Plaza 
South, Long Island City, N. Y. 

Douthitt Corp., The, 650 Baltimore Ave., Detroit, Mich.. .12 

me, apy Equipment Co., 1265 W. 2nd St., Cleve- 
an 

Flex-O-Lite Co., St. Charles, Ill. % 

Gelb, Joseph, Co., 250 W. 54th St., New York, N. Y. 

General Electric Co., 1 River Rd., Schenectady, N. Y.90-91 

ee Are Lamp Co., 875 N. 28th St,, Philadelphia, 


Pease, The C. F., Co., 2601 W. Irving Park Rd., Chicago, 


Photo Engraving Equipment & Supplies, 406 E. Alcott 8t., 
Philadelphia, Pa. 
Po yeraphie C Co. of America, The, 310 E. 45th St., New 


ee R. - 400 W. Madison St., rae i Ne 


ih ts E. T, Co., “110 Fulton St., gS York, N. Y. 

Uranium Lighting ‘Corp., 31 E. 27th St., New York, N 

Waees rer Union, 210 3. Desplaines St., Noni 
cago, 





LENSES 
See under Cameras and Accessories 2E3. 


Ostrander-Seymour Co., The, 1874 S. 54th yes. 
Cicero Sta., Chicago, a ...24 

Sandberg Mfg. Co., 1949 Fulton St., "Chiengn, Tl. 

Setter Bros., Inc., Cattaraugus 

Sheip, Henry H., Mfg. Co. C Columbia Ave. & 6th St., 


iladelphi 
Thompson Cabinet Co., Ludington, Mich. 


MOUNTING SYSTEMS FOR PLATES 
See Composing Room 1U. 








MOUNTING WOOD 
See Blocking Wood 2E1. 


MURIATIC ACID 
See Chemicals 2E4. 








N 





NAILING MACHINES 2E9 


American 1s aa eoaneek Ms 5 Elmora Ave., Eliza- 
beth, N. J nside Back Cover, Dec. 
Hoe, R., & co., a 10 E. pha St., New York, 
N. 98-99-100-101 


Prsnivnainae Co., "The, “1874 Ss. Bath aR. 
Cicero Sta., Chicago, ilt.. ..24 


Photo Hgnipment & ‘Supplies, 406 E ‘Aleott 
St., Pedals, Pa. 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 


NEGATIVE CABINETS 2E10 
American Type eines ” Elmora Ave., Elizabeth 


Seiks: 3; Ans! ide Back Cover, Dec. 


Angle Steel Stool Co., ‘127 Oak St., Plainwell, Mich. 
ba sd Photoproducts Co., 230 W. 4ist St., Noe York, 


eo se Corp., The, 650 W, Vases! Ave., Detroit, “ee 


Engravers Reuiiaint Co., Dowel Bid ., Philadelphia, Pa, 
— Etching Machine Co., Drexel 3dg., Philadelphia, 


Ostrander-Seymour Co. ere 1874 S$. 54th Ave. 
Cicero Sta., Chicago, lil. . 24 

Photo Engravi uipment ‘& Bi olin, “406 BE “Aleott 
St Philsdelniga, Pe Wop 

ay - bane R. R., pa W. Madison St., mpeeae™ 








O 





OPAQUE 
See Supplies 2E22. 





P 





PAPER, PROOFING 
See under Supplies 2E22, 





PHOTOSTAT CAMERAS * 
See under Cameras and Accessories 2E3. 


PHOTOTYPE LETTERS 2E32 
Fototype Co., 629 Washington Blvd., Chicago, Ill. 


PLANERS 2E11 


American Type Founders Co., mayen tae hog 
beth, N. J.. nside Back Cover, Dec. 


Challenge Machinery Co., Grand Po Mich.. .... 18 
Hoe, fe & aie Inc., 910 E. 138:h St., New York, 
N.Y. 98-99-100-101 


Monomelt Co. Ine. 1611 Polk St., N. 1.E., Minneapolis, 


seal ‘ iddinds Come, 1333 B. Dominick St., Rome, N. Y. 

Ostrander-Seymour Co., Wg was S. 54th ie 
Cicero Sta., Chicago, lil. 24 

Pioneer Mfg. Co., 1212 Jackson St., | Toledo, ‘0. we 88 


bir sem igs Equipment Co., 3252 N. Cramer St., 

ilwaukee, Wi 

Printers’ Equipment Mfg. Co., 3053—123rd St., Toledo, O. 

oes R. R., Pid Ww. — Ry 

Vandercook & Sons, Inc., 900 N. Kilpatrick Ave., 
Chicago, hil... .. . .. 184 and inside Back Cover 


Wesel Mfg. Co., 893 Previdions Rd., Scranton, Pa. 











LENTICULAR SCREENS 
See under Cameras and Accessories 2E3. 





M 


MAGNIFYING AND REDUCING GLASSES 
See Stereotype Department 2G17. 








MOUNTING MATERIALS 2E1 
Irwin, H. G., Lumber Co., Erie, Pa. 
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PLATE BEVELERS 2E13 


American Type Founders, 200 Elmora Ave., Elizabeth. 
— or walt . . Inside Back Back Cover, Dee. 


Challenge Machinery Co., Grand Haven, Mich.. .... ..13 

Cottrell, C. B., & Sons Co.,Westerly, R.1....... 44-48-48 

Cushman Electric Co., 69 S. Main St., Concord, N.H.. ..72 

Elgin Bending Machine Co., 320 E. Chicago St., Elgin, Ill. 

Ostrander-Seymour “ay The, 1874 S. 54th hy: 
Cicero Sta., Chicago, 

Fie ing Bape! & Bui, 08 "Aloott St., 


121 














Photo-engraving 





Equipment and Supplies 








Royle, John, & Sons, 10 Essex St., Paterson, N.J...... ..92 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 


PLATE MOUNTING MACHINES 
See Nailing Machines 2E9. 








PLATE MOUNTING SYSTEMS 
See Composing Room 1U 





PLATE MOUNTING WOOD 
See Blocking Wood 2E1. 





PLATE PLANERS 
See Planers 2E11. 





PLATE REGISTERING SYSTEMS 
See Register Systems 2E17. 





PLATE ROUTERS 
See Routing Machines 2E18. 





PLATE SHEARS 
See Guillotine Cutters 2E7. 





PLATE THICKNESS GAUGES 
See Stereotype Department 2G14. 





PLATE WHIRLERS 2E14 
American ya Founders Co., 200 Elmora Ave., Eliza- 
beth, N. J .Inside Back Cover, Dec. 


0 Electric Deven Co. be “361 W. Superior St., Chicago, 


Aurora School of eee, The, oar. 
Mo...... ..23, Dec. 


be ae Pishentedels Co. *. 230 W. “Ast St., ‘Row York, 


N 

Croke, Allan B., 163 Oliver St., Boston, Mass. 

Douthitt Corp., The, 650 W. Baltimore Ave., Detroit, a 
Mich.. 


thieenvers Beuimet Co., "Drexel Blde., Philadelphia, “Pa. 

Eureka Photo- Mechanical Equipment, Inc., 350 W. 31st 
St., New York, 

Gaebel, Arthur i "75 West St., New York, N. Y. 

Johnstone Electric Co., 522 S. ‘Clinton St. Chicago, Til. 

Lanston Monotype Machine Co., oe at 
Locust, Philadelphia, Pa.. ..37 

Master Etching Machine Co., ec: ‘Donel Bldg., 
delphia, Pa. 

McKinley Litho Supply Co., 1623 John St., Cincinnati. O. 

Ostrander-Seymour Co., The, 1874 S. 54th Ave., 
Cicero Sta., Chicago, iil. ails ..24 

Photo Reorareny Riysgmnant & sation, ‘406 E. “Alcott St., 


Philadelphia, 
— Harold M., Co., 51st.Ave., & 33rd St., Chicago, 
1 


] 
“eae Equipment, Inc., 11 S. LaSalle St., Chicago, 


So R. R., 400 W. Madison St., Chicago, Ill. 

Rutherford Machinery Co., Div. General Printing Ink 
ome 100 ae Ave., New York, N. Y 

Ryan, E. G., & C 727 8. Dearborn St., Chicago, Ill. 

Standard Process og 734 W. Lexington St., Chicago, 


Bildbacwe. E. T., Co., 110 Fulton St., New York, N. Y. 

Wesel Mfg. Co., 93 Providence Rd., "Scranton, Pa. 

Yarkin Machine Co., Ine., 335 E. 27th St., New York, 
N. 


Phila- 





PLATES 2E12 
2E12.1 Brass. 
2E12.2 Copper. 
2E12.3 Zinc. 
American Steel. & Copper Plate Co., The, 101 Fairmount 
Ave., Jersey City, N. J.—2E12.1, 2E12.2, 2E12.3. 
American Type Founders Co., 200 Elmora Ave., Eliza- 
“Sh GRRE ‘ . .Inside Back Cover, Dec. 
American Zinc Products Co., The, Greencastle, Indiana— 
2E12.2, 2E12.3. 
Atlantic Zinc Works, Rolled Plate Metal Co., 210 Van 
Brunt St., Brooklyn, N. Y.—2E12.1, 2E12.2, 2E12.3. ..47 
Bridgeport Engravers’ Supply Co., 774 - Main St., Bridge- 
port, Conn.—2E12.1, 212.2, 2E12 
ree yan Co., 2 epee Mass. an 1, 2E12.2, a. 


Hussey, C. G., &Co., "9850 Seek Ave. Pittsburgh, ee 
OF 1, 2Ei2.2, 212.3. 
Imperial Type Metal Co., * eae York, depcanatied 
Chicago—2E12.2, 2E12.3 see 
Johnstone Electric Co., Tne. 522 S. ‘Clinton St., Chicago, 
Ill. ee 2E12.2, 2E12.3 and Jem Metal Plates. 
Pitman, H arold M., Co., 5ist Ave. & 33rd St., Chicago, 
Ill: —2612.1, 2E13.2, 3E12 2.3. 
—- Coppe 2 : Brass, Inc., 230 Park Ave., New York, 
Rolled ea Metal Co., 210 Van Brunt St., radia 
N. Y.—2E12.2, 2E1 23.. 47 
Western Newspaper Union, 210 S. ‘Despleines St., Chinen, 
Ill. OE 123 Special. 





PLATES, SENSITIZED 
See under Supplies 2E22. 





POWDER BURNING-IN STOVES 
See Burning-In Stoves 2E2. 





PRESSES, PROOF 
See under Proof Presses 2E15. 
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PRINTING FRAMES 2E16 


a Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.. ” Inside Back Cover, Dec. 


Atlas Electric Divine Co., 361 W. Superior St., Chicago, 
Croke, Allan B., 163 Oliver St., Boston, Mass. 


— ous. it The, 650 W. Baltimore Ave., Detroit, bs 
2 


Peon Electric ‘Co., "522 8. ‘Clinton ‘Bt, Didi. Til. 

Photo Engraving E uipment & Supplies, 406 E. Alcott 
St., Philadelphia, 

Sullebarger, E. T., Co. 110 Fulton St., New York, N. Y. 

Sweigard Ideal Co., 6122 N. 2ist St., Philadelphia, Pa. 

W —e Newspaper. Union, 210 S. Desplaines St., Chicago, 





PRINTING FRAMES, VACUUM 
See Vacuum Printing Frames 2E27. 





PRINTING LAMPS 
See Lamps 2E8. 





PROCESS FOR COLOR PLATES 
See Color Process 2E5. 





PROOFING PAPER 
See under Supplies 2E22. 





PROOF PRESSES 2E15 
2E15.1 Cylinder. 


2E15.2 Hand 
American Type Founders Co., 200 Elmora Ave., Eliza- 
beth, N. J... . Inside Back Cover, Dec. 


Chalienge Machinery Co., Grand Haven, Mich. Auto- 
_ ag distributor for ‘hand proof fsscusge —2E15.1, 
ea 13 


Cottrell, C.B., & Sons Co., , Westerly, R. 1215.1, 
2E15.2 44-45-46 


Hoe, :* & Co. ie ‘lee. me “910 E. 138th St.., et ‘New York, 
N.Y _98-99-100-101 
Marais & Wilcox Miz. Co. Middl sina N. Y.—2E15.2. 
Ostrander-Seymour Co., The, 1874 S. 54th Ave., 
Cicero Sta., Chicago, Ill. .. ..24 
Photo Engraving Equipment & Supplies, 406 E. Aleott St., 
Philade!phia, Pa. 
Sullebarger, E. T., Co., 110 Fulton St., New York, N. Y. 
Vandercook & Sons, 900 N. Kilpatrick Ave., Chicago, 
Hl.—2E15.1, 2E15.2........184 and Inside Back Cover 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa.— 
2E15.1, 2B 15.2. 





R 


RECORDERS, TIME CLOCKS 
See Miscellaneous 8J. 








REDUCING GLASSES 
See Stereotype Department 2G17. 





REGISTER SYSTEMS 2E17 
Cottrell, C. B., & Sons Co., Westerly, R.1...... 44-45-46 
Printing Machinery Co., 436 Commercial Sq., Cincinnati, 


io, 
Taylor Machine Co., 210 Guilford Ave., Baltimore, Md. 





ROUTING MACHINES 2E18 
— Type stones 200 Elmora Ave., Elizabeth, 
. Inside Back Cover, Dec. 
Peasy " School a ‘Photo-Engraving, The, Aurora, 
Mo.. ...23, Dec 
Automatic Saw Sharpening Co., 735 E. ‘Ohio St., ‘Indian- 
apolis, Ind. . . 60 
Challenge Machinery ‘Ce., Grand ‘Haves, ‘Mich... .13 
be Wheel & Mfg. Co., 1103 W. Monroe St., Clleneo, 


Cottrell, C. B., & Sons Co., Westerly, R.1.... .. .44-45-46 

Cushman Electric Co., 69 S. Main St., Concord, N. H.. ..72 

Duplex Printing Press Co., Battle Creek, Mich.. . 65 

Elgin Bending Machine Co., 320 E. Chicago St., Elgin, Ill. 

Eltyro Co., 4756 Hamilton Ave., Cincinnati, 

Hamilton Tool Co., 220 N. “‘B” St., Hamilton, 0. 

Hammond Machinery anes, Inc., 1604 Gees 
Ave., Kalamazoo, Mich.. ood 

Hoe, R., & Co., Inc., 910 E. 138th St., ‘New York, 
N.Y. .98-99-100-101 

Nolan Seiden Corp., 1333 E. Dominick St., RomeN. Y. 

Onsrud Machine Works, Inc., 3900 W. Palmer St., Chi- 
cago, Ill. 

Ostrander-Seymour Co., The, _ S. 54th Ave., 
Cicero Sta., Chicago, Ill.... .. ..24 

Pioneer Mfg. Co., 1212 Jackson St., | Toledo, 0. . 69 

Photo Engraving Equipment & Supplies, 406 E. Aleott 8t., 
Philadelphia, Pa 

Precision Printers Equipment Co., 3252 N. 
Milwaukee, Wis. 

Printers’ Equipment Mfg. Co., 3053—123rd St., Toledo, O. 

gg Machinery Co., 436 Commercial Sq., Cincinnati, 

io. 

Royle, John, & Sons, 10 Essex St., Paterson, N.J......92 

Sullebarger, E. T., Co., 110 Fulton St., New York, N. Y. 

ns George, Co., The, 14616 Alder Ave., East Cleve- 


land, O. 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 


Cramer &t., 


1941 PRINTING EQUIPMENT Engineer Catalog Number 











RUBBER CEMENT 
See Supplies 2E22. 





















SAWS AND SAW SHARPENE 
2E19.1 Blades aS a 
2E19.2 Saws. 
2E19.3 Saw Sharpeners. 


American Type Founders, 200 a A : 
N. J.—2E19.1, 2E19.2. . "inside Back = 
Atkins, E. oy & Co., 438 3. Ili 
pa pd RY inois St., 
Automatic Saw Midis Co., 735 E.Oh nian 4 
apolis, Ind., 2E19.1— —Sharpening onal - 
Covel-Hanchett Co., Big Rapids, | Mich.—2E19.3,. M 
ee Mfg Co., 600 E. Vienna ‘Ave. , Milwaukee, Wis — 














2E19 
mr Ninn & Sons, Inc., Tacony, Philadelphia, Pa — 





Elgin Bending Machine Co., 320 E. Chi 8 Elgin, Ti 
Foley Mfg. Co., 118. Main St., N.E. : Minneapolis aie Minn, 


—2E19.3 
Hammond Machinery mae 1604 Douglas ave, Gee 
9 a 


Kalamazoo, Mich.—2E 
Heston & Anderson, 2011 Grape St., Fairfield, leas 
Hoe, R.,& Co., Inc., 910 E. beanies Ne Y ae 

2E19.1, 2E19.2,2E19.3 ‘ wr 8-98-1000 3 
J & Carlson C 
st fives er Iee.. 707 S. Deerbeil 8t., Chicago, - 
Nelson, C. B., & Co., 720 S. Dearborn S$ 

1l.—2E19.1, 2E19.2.. i Pepe). 
Ostrander-Seymour Co., The, “1874S. ‘Bath ive. 1 Chom 

Sta., Chicago, lll. —2E19.1, 2E19.2, 2E19.3. . .) 
Photo Engraving Equipment & Suppli ‘Aleote 

St., Philadelphia, Pa shinee B. 
Precision Printers Equipment Co., 3252 N. Cramer St. 


Milwaukee, Wis.—2E19.2 
notes Machinery Co., 436 Commercial Sq., Cincinaatis5 


10 
Kalamazoo, 
. 8 






























Richards, J. A., "hay 903 N. Pitcher St., 
Mich. — 9E19. 


_. or pee & gw 10 Essex St., Paterson, N. 5 


Tesch Mfg. Co., Ine., 2700 S. 19th St., M a 
Pg ety 2 itwedlieg Wis. 
Wardwell Mfg. Co., 3167 Fulton Rd., Cleveland, 0, 
Weel oe Co., 893 Providence Rd., Scranton, Pa—. 


9 


os & Thomson, 147 N. 10th St., Philadelphia, Pa — 











SCREENS 
See under Cameras and Accessories 2E3. 





SENSITIZED PLATES 
See under Supplies 2E22. 





SHADING MACHINES 
See Tint Laying Machines 2E25, 





SHADING SHEETS 

See under Supplies 2E22. 
SHEARS, PLATE 

See Guillotine Cutters 2E7. 








SHOOT BOARDS 2E20 

American Publishers Supply, P. O. Box 131, Be 
Lynn, Mass.. . 94-95 

Challenge Machinery Co., Grand Haven, “Mich.. . B 

Ostrander-Seymour Co., = 1874 S. 54th Ave. 
Cicero Sta., Chicago, Ill... ...... . 24 

Printing Machinery Co., 
cinnati, 

Warnock, W. S., Co., 1524 Jonquil Terrace, Chicago, 
ul 


Prrrreeeeeerr er eee eee eee eee eee eee ee eee 


The, 436 Commercial ‘Sa, “in - 


Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 





SILVER TANKS 
See Tanks 2E24. 





SOLDERING IRONS 
See Tools 2E26. 





SPECIAL PROCESS 2E28 
American Type Founders Co., 200 Elmora Ave., Etiza- me 
beth, N. J.. Inside Back Cover, Det. ty 
Northern Baers ‘& ‘Bsteoivos Co., Canton, Ohio, 
sae Py Ernest, c/o Minneapolis Tribune, inneapolis, 
inn. 
be sans Newspaper Union, 210 S. Desplaines St., Chicago, 














STOVES FOR BURNING-IN a 





See Burning-In Stoves 2E2. ee | 
STRIP FILM S 


See under Supplies 2E22. e 











STRIPPING TABLES 2E21 


American Te siencspigi - Elmora Ave., , Eltzabeti 
N. J.. .. Inside Back Cover, 




















Photo-engraving —- Rubber Plate Making 





; Equipment and Supplies Index 
Egupmen’ @ 


k Co., 1716 W. Hubbard St., Chicago, Ill. 
Bley Peter Co., 230 W. 41st St., New York, 


Itimore Ave., Detroit, 
om “ahi The, aaa} W. Balti oe 


vers 5 Equipment Co., Drexel Bldg., ‘Philadelphia, Pa. 


snes 

H., 75 West St., New York, Ne YX. 
Bie Bt Co., 522 8. Clinton St., Chicago, Il. 
: Etching Machine Co., Inc., Drexel Bldg., Philadel- 


hia, Pa. 
Ph “4 ae ersving Equipment & Supplies, 406 E. Alcott 
., Philadelphia, Pa. pig Te 
400 W. Madison St., cago, 
ps, R. R., ” et 


hl E. ‘H, eialy Co., 1315 Fourteenth ‘St., N. W., 
Pde Mfg. Co., 893 Providence Rd., Scranton, Pa. 





SS 


SUPPLIES 2E22 
2.1 Film 

a. 2 Paper, Proofing. 

2E22.3 Plates. 

9822.4 Rubber Cement. 

2E22.5 Shading Sheets. 

9E22.6 Strip Film. 
America! imeee 200 Elmora Ave., Elizabeth, 

N. J Ng Inside Back Cover, Dec. 
Aylmer, 'B., "108 W. ‘Lake St. Chicago, It. ..23, Dec. 
Bache, Semon, & Co., 636 Greenwich St. “New York, 


22. 
a pay. Inc., 118 E. 28th St., New York, N. Y.—2E22.5. 
Booth, E. A., Rubber ey 364 Rockefeller Bldg. * 
Cleveland, O.—2E22 4... 000s: ..25 
gess Ink Co., 142 Skillen St., Buffalo, N. Y. 
sawed Photoproduets Co., 230 W. 4ist St., New York, 
N. Y.—2E22 


—2 
rat G., Dry Plate Co., Lemp & Shenandoah Aves., 
St. Tonle, Mo —2h22.1, 9822.3, 2E22.6. 
Crocker Burbank Papers, ‘Inc., Fitchburg, Mass.—2E22.2. 
Croke, Allan B., Co., 163 Oliver St., Boston, Mass. 
DeJonge, Louis, Co., Fitchburg, Mass.—2E22.2. 
Dom, C. G., Supply Co., 125 E. Pearl St., Cincinnati, 0. 


Douthitt eee — 650 W. Baltimore Ave., Detroit, 
Mich.. 12 


Goodrich, B. F. Ok 434 8. Main St., ‘hieens Ohio—2822.4. 
a Co, The, 2 Haloid St., Rochester, N. Y.—2E22.1, 


hi L 

Hanmer Dry Piste + Hgts 5 anode Ohio Ave., St. Louis, 
Huebner Laboratories, 202 E. 44th St., New York, N. Y. 
Ideal Roller & Mfg. Co., 2512 W. 24th > ., Chicago, 

1.—2E22.4. . a ..30 
Johnstone Electric Co, “522 S. ‘Clinton St., ‘Chine, Ill. 

ar 122. 
Linzer, David, & Sons, Inc., 10 Astor Pl., New York, N.Y. 
Ostrander-Seymour Co., The, 1874 S. 54th Ave., 

Cicero Sta., Chicago, Ill.. : .24 
oi Harold M., Co., 51st rem & 38rd St., ‘Cine 


Payrahie © Co., of America, The, 310 E. 45th St., New 

Rogers Isinglass & Glue Co., 210 Eastern Ave., Gloucester, 
Mass. 

Ryan, E. G., & Co., 727 S. Dearborn St., Chicago, Ill.— 
2E22. 


se Co., The, 101 Prospect Ave., Cleve- 
an 
Simplex Specialty Co., Inc., 116 W. 14th St., New York, 


er a Co., The, 53 Park Row, New York, N. Y.— 
Transparent, creeing Corp., 175 Fifth Ave., New York, 
eg Rubber & Asbestos Co., 232 Allen St., Trenton, 


Western Brush Co., Inc., 33 8. Market St., Chicago, Ill. 
W _ Newspaper Union, 210 8. Desplaines St., Chicago, 





SWEATING-ON MACHINES 2E23 


Ostrander-Seymour Co. say rere 54th Ave., — 
Sta., Chicago, Ill... . ..24 





SYSTEMS FOR REGISTERING PLATES 
See Register Systems 2E17. 





3 


TABLES, STRIPPING 
See Stripping Tables 2E21. 


TANKS 2E24 
American Type ene 200 Elmora Ave., Elizabeth, 
N. J.. Inside Back Cover, Dec. 


Chemeo Phiseavediely- Co., 230 W. 41st St., New York, 


Croke, Allan B., Co., 163 Oliver St., Boston, Mass, 
Douthitt Corp., 650 W. Baltimore Ave., Detroit, Mich.. ..12 
Engravers Equipment Co., Drexel Bidg., Philadelphia, Pa. 
Photo Engraving Equipment & Supplies, 406 E. Alcott 
St., Philadelphia, 
Robertson, R. R., 400 W. Madison 8t., Chicago, Ill. 
. S. Stoneware Co., 60 E. 42nd St., New Yor ,N. 
Wesel Mfg. Co.; 893 Providence Rd., Scranton, Pa. 


TESTING INSTRUMENTS 
See Stereotype Department 2G14, 


TIME CLOCKS, RECORDERS 
See Miscellaneous 8J. 


TINT LAYING MACHINES 2E25 

Ben Day, Ine., 118 E. 28th St., New York, N. bé 

Gaebel, Arthur H., 75 West St., New York, » 
Johnstone Electric Co., 522 S. Clinton St., 7 nl Ill. 




















TOOLS 2E26 

Brushes, Gravers, Soldering Irons, etc. 
American Type Founders, 200 Elmora Ave., Elizabeth 

A bia Sa Inside Back Cover, Dec. 
Atkins, E. C., & Co., 4388. Illinois St., Indianapolis, Ind. 
Sar Ink Co., The, 545 Sansome St., San Francisco, 


Calif. 
Gaebel, Arthur H., 75 West St., New York, N. Y. 
Ostrander-Seymour Co., The, 1874 S. 54th Ave., Cicero, 
Sta., Chicago, lil. ..24 
Photo Engraving Pediat & Dealing 406 E. “Aleott St., 


Philadelphia, Pa. 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 


TYPE HIGH GAUGES 
See Stereotype Department 2G14. 


Vv 


VACUUM PRINTING FRAMES 2E27 

American Type Founders Co., 200 Elmora Ave., Eliza- 
beth, N.J.................... Inside Back Cover, Dec. 

i‘ Electric Devices Co., 361 W. Superior St., Chicago, 


Aurora School of ——— A ben Aurora 
ERE SES ee 
Becker-Kowalick ‘Co., ‘1716 W. " Hubbard ‘St., Chicago, 


Croke, Allan B., Co., 163 Oliver St., Boston, Mass. © 


= Sieg 1 650 W. — gid a = 








Peers paras H., "5 West St., ‘Mow "York, N ae 
Johnstone Electric Co., 522 8. ‘Clinton St., Chicago, Il. 
Lanston Monotype Machine Co., Tenenrerany at 
Locust, Philadelphia, Pa.. .. Ve ..37 
Levy, Max, & Co., Wayne Ave. & Berkley St., Philadelphia, 


Miles Machinery Co., 18 E. 16th St., New York, N. Y. 
Ostrander-Seymour Co., The, 1874 S. 54th ree Cicero 
Sta., Chicago, Iil.. ..24 
hae fo ns Eeuipeasiit & Supplies, 406 E. “Aloott St., 
adelphia 


Pitman, Harold M, Co., 51st Ave. & 38rd St., Chicago, 
Poyuaolie & Co. of America, The, 310 E. 45th St., New 
Publishers AS Inc., 11 S. La Salle St., Chicago, 


—— R. R., 400 W. — St., —_,, 


wie Mechinury Gx: Div. of ’ General ‘Printing a 
Corp., 100 Sixth Ave., New York, N. Y. 

Ryan, E. G., & Co., 727 8. Dearborn St. , Chicago, Ill. 

Sweigard Ideal Co., 6122 N. 2lst St., Philadelphia, Pa. 

Walker, E. H., » Supply Co., 1815 Fourteenth 8t., N. W., 
Washington, 

Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 





WwW 


WASHINGTON-TYPE PROOF PRESSES 
See under Proof Presses 2E15. 


WHIRLERS, PLATE 
See Plate Whirlers 2E14, 











WOOD FOR BLOCKING 
See Mounting Materials 2E1. 


Z 








ZINC PLATES 
See Plates 2E12. 








P-Double-E Filing System 


2F— Rubber Plate Making Index 


KEY FOR RUBBER PLATE 
MAKING INDEX 


Blocks for Engraving 

Engraving Tools 

Molding and Vulcanizing Equipment 
Plate Making Material 

Plates for the Trade 

Processes for the Trade 

Rubber Plate Bases 


RUBBER PLATE MAKING 
EQUIPMENT AND 
SUPPLIES INDEX 


Ace Electrotype Co., 1501 Superior Ave., Cleveland, 0.— 
2F5 


Adamson Machine Co., Akron, Ohio—2F3. 
American Evatype Corp., Deerfield, Il].—2F3. 


—— Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—2F3, 2F4. . i . Inside Back Cover, Dec. 


Challenge Machinery Co., ‘Grand neiatty — get 
2F7. ‘ 
Econo Products. J tins 59 Halstead St., ‘Rochester, 'N. me 

2F4, 2 
Goodrich, B. F., Rubber Co., 434 S. Main St., Akron, O. 
—2F4. 


Goodyear Tire & Rubber Co., The, 1144 E. Market St., 
Akron, O.—2F4. 
Melind, ‘Louis, Co., 362 W. Chicago Ave., Chisago, Ill.— 


2F5. 
Heinrich, H. H., Inc., 200 Varick St., New York, N. Y.— 
2F3. 


Lake Erie Engineering re -, Box 568, Kenmore 
Sta., Buffalo, N. Y.—2F3, 2F5. ar 


er yy -_ . Co., 4363 Woodward Ave., Royal 
ich.—2F3. 

Northwest Electrotype Co., Menasha, Wis. 

om a Co., 406 8. 12th St., Omaha, Neb.— 


Porn Pie Plate Corp., 220 W. 19th St., New York, N. Y. 
—2F2, 2F4, 2F5, 2F6. 
or Printing Plate Co., Burke Bldg., Rochester, N. Y. 


Paiva Machine Co., 1221 38th St., Brooklyn, N. Y.— 
Printing Machinery Co., 436 Commercial Sq., Cincinnati, 


Ohio— 
Pe 5 Rubber Plate Co., 522 S. Clinton St., Chicago, 
Re nie acini & Designing Co., 311 N. Desplaines 
, Chicago. Tl .—2F5. 
Stereiex Machinery Co., P. O. Box 167, Stamford, Conn. 


SS ete Co., 2815 Irving Park Rd., Chicago, 
Ti-Pi Co., 710 E. 18th St., Kansas City, Mo.—2F2, 2F4. 
United States Rubber Products, Inc., 1790 Broadway, 
New York, N. Y.—2F4 
wa oe & Tiernan Products, Inc., 11 Mill St., Belleville, 
Warnock, “ rt Co., 1524 Jonquil Terrace, Chicago, Ill. 
—2F7. 54 


COCO RHEE EEE THEE HEHE EEH HEHEHE TEETH OSES 
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P-Double-E Filing System 


2G—Stereotype Department Index 
KEY FOR STEREOTYPE DEPARTMENT INDEX 


2G1 Adhesives 
2G1.1. Cut Cement 
2G1.2 Paste Materials 


2G2 Beveling Machines 


2G3 Blankets Citoliing) 
2G3.1 Cork 
2G3.2 Fabric 
2G3.3 Fibre 
2G3.4 Rubber 
2G3.5 Rubber Creeper 


2G41 Boiler or Scale Cleaning Compounds 
2G4 Boilers 
2G5 Cabinets 


2G6 Casting Boxes 
2G6.1 Curved 
2G6.2 Flat Plate 
2G6.3 Vacuum 


Casting Machines 
Chases 
See Composing Room 1F 


2G9 Cooling Tables 

2G8 Correcting Machines 

2G10 Direct Pressure Matrix Presses 
2G11 Finishing Equipment, Commercial 
2G12 Formers and Scorchers 

2G13 Furnaces and Tools 


2G14 Gauges and Testing Instruments 
2G14.1 Casting Box 
2G14.2 Depth 
2G14.3 Machine 
2G14.4 Plate 
2G14.5 Type High 
2G14.6 Contrastometer 
2G15 Humidors 
2G16 Jig Saws and Drilling 
2G40 Letters For Reverse Stereotyping 
2G17 Magnifying and Reducing Glasses 
2G18 Mats and Matrix Papers 
2G18.1 Dry Mats 
2G18.2 Matrix Papers 
2G18.3 Special Process 
2G19 Mat Trimmers 
2G20 Metal and Metal Flux 
2G21 Metal Melting Devices 
2G21.1 Coal 
2G21.2 Immersion, Electric 
2G21.3 Immersion, Gas 
2G21.4 Oil 
2G22 Metal Temperature Controls 
2G22.1 Electric Eye 
2G22.2 Pyrometers 
2G22.3 Thermometers 


2G23 Moisteners 

2G24 Motors and Controls 

2G25 Parts, Gears, etc. 

2G26 Plate Conveyors and_Drops 


2G38 Plate Mounting Equipment’ 
2G27 Plate Shavers, Boring Machines 

and Planers 

2G27.1 Curved 

2G27.2 Flat 
2G28 Plating Equipment 
2G39 Reforming Machines 
2G29 Register Device for Color Plataee 
2G30 Rollers, Mat 
2G31 Routing Machines : 
2G32 Sawing and Trimmin Machinery 

2G382.1 Band Saws . sex 

2G32.2 Saws 

2G32.3 Saw Blades 

2G32.4 Trimmers 

Saw Sharpening Machines 

See Composing Room 1% 
Saw Swaging Machines 
See Composing Room 1Z 

2G33 Steam Tables 
2G34 Supplies 

2G34.1 Gummed Tape 

2G34.2 Packing 

2G34.3 Parting Powder 
2G35 Tools 
2G36 Tool Grinding 


2G37 Trucks 
2G37.1 Form 
2G37.2 Plate 
2G37.3 Lift 





STEREOTYPE DEPARTMENT EQUIPMENT AND SUPPLIES CROSS-INDEX 


A 





ADHESIVES 2G1 


2G1.1 Cut Cement. 
2G1.2 Paste Materials. 


American Roller Co., 1342 N. Halstead St., Chicago, Ill. 


American Type Founders Co., 200 Elmora Ave., Eliza- 
beth, N. J.—2G1.1, 2G1.2.. .. . Inside Back Cover, Dec. 


Arabol Mfg. Co., The, 110 E. 42nd St., New York, N. Y. 
Booth, E. A., Rubber Co., 364 Rockefeller Bidg., Cleve- 
land, O.. ..25 


Corkpak Co., The, 45 South St., “Mt. Vena N. Y. 

Eastern Newspaper Supply, 9603 Northern Bivd., 
Corona, L.1., N. Y.... aé . 84-85 

Econo ene, Inc., 59 Halstead St., Rashentié: N. ¥. 


Fale, “The F. G., Co., 1248 N. 10th St., Milwaukee, 
Goodrich; B. F., Co., The, 434 S. Main St., Akron, O 


Green’s Paste Works, 2912'S. Salina St., Syracuse, N. ¥. 
Kansas Tannas they Smelting Co., Guinotte "and Park Aves., 


Le Fag’ amd a Mass 
Lox M Co, § 3310 E. sist St. Kansas City, Mo. 

_ gk hinery Corp., 1333 E. Dominick St., Rome, 
Paisley Products Co., Inc., 1770 Canalport Ave., Chicago, 


Star Cement Co., 1603 Holyrood Rd., Cleveland, O. 
Union Rubber & Asbestos Co. , 282 Allen St., Trenton, N.J. 





B 





BAND SAWS 
See under Seorind and Trimming Ma- 
chinery 2G32 


BENCH GRINDERS 
See Tool Grinding 2G36. 








BEVELING MACHINES 2G2 


——— Type Founders, 200 i Ave., Elizabeth 
N. J... . Inside Back Cover, Dec. 


Aurora “School of Photo-Engraving, Aurora, lll.. .23, Dec. 
Challenge Machinery Co., Grand Haven, Mich........13 
Cottrell, C. B., & Sons Co., Westerly, R. I.. «+ os « «44-45-46 
Cushman Electric Co., 69S. Main St., Concord, N. H.. ..72 


124 


~~ Bending Machine Co., 320 E. Chicago St., Elgin , 


Ostrander-Seymour Co. hoes 1874 S. 54th Ave., reaper 
Sta., Chicago, Ill. .. ..24 


Photo Engraving Sakionneat & Supplies, 4 406 6 E. ‘Aloott St., 
Philadelphia, Pa. 


Royle, John, & Sons, 10 Essex St., Paterson, N.J......92 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 





BLADES, SAWS 
See under Sawing and Trimming Ma- 
chinery 2G32. 





BLANKETS 2G3 

2G3.1 Cork. 

2G3.2 Fabric. 

2G3.3 Fibre. 

2G3.4 Rubber. 

2G3.5 Rubber Creeper. 
American Publishers Supply, P. O. Box 131, West 

Lynn, Mass.—2G3.1, 2G3.2, 2G3.4 . 94-95 
a H., & Co., 224 Pirdbete St., Fiesion, Mass. 


Brooks Paper Ces 400 Security Bldg., St. Louis, Mo. 

Corkpak Co., 45 South St., Mf. Vernon, N. Y.— 
2G3.1, 2G3.2, nes 3, 2G3.4, 2G3.5. 

Coyne & Paddock, Inc., 4815 — Pl., Long seme 
City, N. Y. —2G3. ie . 88 


Duplex Printing Press Co., ‘Battle Creek, ‘Mich... . 65 


Eastern res Supply, 9603 Northern aNd 
Corona, L. I., N. ¥.—2G3.1, 2G3.3 


Goodyear le & Rubber Co., 1144 E. Market St. Sata 
0263.4, 2G3.5. 
Seen eee & Sons, Inc., 505 Fifth Ave., New York, 


se fc pt Inc., 305 Hoboken re Carlstadt, 
N. J.—2G3.1, 2G3.2, 3633, 2G3.4, 2G3.5 


New England Newspaper Supply Co., 164 Pree St., 
Worcester, Mass.—2G3.1, 2G3.2, 263.3, 2G3.5.14, Dec. 


hi sR Corp., 1333 E. Dominick St., Rome, 


— a. gg Co., P. 0. Box 268, Meadville, 

'a.—2' 

Russell Products Co., 702 Harrison Bldg., Philadelphia, 
Pa.—2G3.1, 2G3.2' and oe molding combination, 
including special — b 

Sta-HI tion, 1020 Crocker St., Los —— 
Calif.—2G3.1, 203.2, G33. 2G3.4, 2G3.5.... . 1-2-3-4 


od Corp., 4217 Race Course Ave., St. Louis, Mo. Z 
ewiare Equipment Co., 2815 Irving Park +» Chicago, 
2 


R 3. 

Timmons & Charles, 880 Bergen Ave., Jersey City, N. J.” 3 
Ton-Tex Corporation, 118 W. 22nd St., se New York, NY 

—2G3.4, 2G3.5. 
Uninet ed Newspaper Supply Co., Bellmore, N. Y— 

4, a 

United States Rubber ee Inc., 1790 Broadway, 2 

New York, N. Y.—2G3. aan 





BOILERS 2G4 
Hoe, R., & Co., Inc., 910 E. 138th St., New York, 
N.Y. ”” 98-99-100-101 


Ths meee Midsinien Works, has " Waverly 8t., Fram- 
ingham, Mass. . 
Ostrander-Seymour Co., The, or bye: Ave., Cow 
Sta., Chicago, Ill.. .. . 





BORING MACHINES 
See under Plate Shavers and Boring Ma- — 
chines 2G27. 





BOXES, CASTING 
See under Casting Boxes 2G6. 





BOXES, CURVED PLATE 
See under Casting Boxes 2G6. 





C 





CABINETS 2G5 
Allied Steel Equipment Co., Lapeer, Mich. 


American Type Founders Co., 200 Elmora Ave. 
beth, N. J... fret ety 


Angle Steel Stool ed “127 Oak St., Plainwell, Mich. 
Challenge Machinery Co., Grand Haven, Mich... 
Hamilton Mfg. Co., Two Rivers, Wis.........++ 
Hobart Cabinet Co. , Troy, Ohio. y 
H Pa & Co., 1 B10 E. 138th St, Now, Yar 
- 0., Inc., vow, York 


cc Bngineering Works, Ine., "Waverly am Fram- 


ingham, 
Kewaunee Mig. Co., 8. Center St., Adrian, Mish. 


Thompson Cabinet Co., Ludington, Mich. 
Universal Fixture Corp., 133 W. 28rd St., New York, N. Y Ni 
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mapepmen’ Oe 


CASTING BOXES 2G6 
2G6.1 Curved. 
2G6.2 Flat Plate. 
ee oe El Ave., Elizabeth, 
200 Elmora Ave., Elizabe 
America TO ee Inside Back Cover, Dec. 


oe. ig Co., 500 neues St., San Francisco, Calif.— 
Creek, Mich.—2G6.1, 
ane Prt Press Co., Battle Cree a 


Electric Heating ., "3616 Madison Ave, Southgate, ‘Loo 


= Bee oe Machine Co., 320 E. Chicago St., Elgin, Ill. 
ing Press Co., The, 1535 S. Paulina St., 
cP —2G6.1, 266.2, 2G6.3. . eat 
Hamilton Tool Co., The, 220 N. “Bp” St., " Hanilicn, 0. 
B pha 1604 pain scares be 
Hammond Machinery - a 


Kalamazoo, Mich.—2G6.2. . 
, 910 E. 138th St., New York, 
Hee, & R., & Co., Inc. ok 


cen Mfg. Co., 6444 8. Wolcott Ave., Chicago, Ill 


Sderot Contzal Type Foundry, 703 E. Murdock Ave., 


Kan.—2G6.2. 
te Meskinery C Corp., 1333 E. Dominick St., Rome, N. Y. 


Northwest Type Foundry, 507 8. 4th St., "Minneapolis, 
Minn. 


Ostrander-Seymour Co., The, pies 54th Ave., om 
Sta., Chicago, Ill. ..24 
Scott, Walter, & Co., " South Aw. " Plainfield, NL J. _ 


6.2. 
So era & Tool Co., 1151 Temple St., Los Angeles, 
Calif —2G6.1, 2G6.2. 


Sta-Hi pea Crocker St., Los paints yo 2 

Bterwotype. on Oe Co., "9815 Trving Park Rd., ‘Chisago, 

Trunoh ies Engineers, 507 S. 4th St., Minneapolis, 
, 893 Providence Rd., Scranton, Pa.— 


Wentt & “% Thompson, 147 N. 10th St., Philadelphia, 


Pa.—2G6.3. b 
Newspaper Machinery Corp., 501 Fifth Ave., New 
Work, N.Y. 266.3. Sho tctak Megas keke sacs bo ye 





CASTING BOX GAUGES 
See under Gauges and Testing Instru- 
ments 2G14. 





CASTING MACHINES 2G7 

Duplex Printing Press Co., Battle Creek, Mich.. . 65 

Goss Printing Press Co., Th. 1535 S. Paulina. St., 
Chicago, lll. 

Hammond Mehy. Builders, lee, 1604 Douglas Ave... be 
Kalamazoo, Mich.. . ..31 

h St. e ‘ow ‘York, 
Hines a & Co., Inc., 910 E. 138 qe 


"a Waiter, & Co., South mm ” Plainfield, N. J. 
Stereotype Equipment Co., 2815 Irving Park Rd., Chicago, 


“a — enero asics 501 Fifth Ave., ong” 
York, N. Y.. . 14-15 





CEMENT FOR CUTS 
See under Adhesives 2G1. 





CHASES 
See Composing Room IF. 





CLEANERS FOR METAL 
See Metal and Metal Flux 2G20. 





COAL METAL MELTING DEVICES 2G2 
See under Metal Melting Devices 2G21. 





COLOR PLATE METAL 
See Metal and Metal Flux 2G20. 





COLOR PLATE REGISTER DEVICE 
See Register Device for Color Plates 2G29. 





CONTROL FOR MOTORS 
See Motors and Controls 2G24. 





CONVEYORS FOR PLATES 
See Plate Conveyors 2G26. 





COOLING TABLES 2G9 
es a & Co., Inc., 910 E. panes St., New York, 
. .98-99-1 00-101 
onal Co. The, 1874 s. “Bath ‘Ave., nese 
Sta., Chicago, lil. .24 
Steectye Beuigmnent Co.., 2815 eine Park Ra., " Chicago, 





CORK BLANKETS 
See under Blankets 2G3. 





CORRECTING MACHINES 2G8 


Ostrander-Seymour Co. esate 54th Ave., Cicero a 


Sta., Chicago, Ill. .. 
ee Machinery Co., “436 ‘Ocmmastelel Sa., " Cincinnati, 


CREEPERS, RUBBER 
See under Blankets 2G3. 





CURVED PLATE BORING MACHINES 


See under Plate Shavers and Boring Ma- 
chines 2G27. 


FLAT PLATE SHAVERS 


See under Plate Shavers and Boring Ma- 
chines 2G27. 





FLUX FOR METALS 
See Metal and Metal Flux 2G20. 








CURVED PLATE CASTING BOXES 
See under Casting Boxes 2G6. 





CUT CEMENT 
See under Adhesives 2G1. 





D . 





DEPTH GAUGES 


See under Gauges and Testing Instru- 
ments 2G14. 





DIRECT PRESSURE PRESSES 2G10 
—oo Mchy. Co., 1265 W. 2nd St., Cleve- 
lan 


Goss vag Press Co., ee 1535 S. sees St., 
Chicago, Ill...... Be | 
er ta & Co., ine.., “910 E. ‘138th St., " ‘New. York, 
98-99-100-101 

ere ya Stereotype Eauipment Co., ‘Box 568, — 
more Sta., Buffalo, N. Y.. ..97 


een ees Corp., 1333 E. Dominick St., Ria 


ag gay 4 Co., The, 1874 S. 54th Ave., Cicero 
Sta., Chicago, Ill.. 24 

Sisseoton Mchy. Co., P. O. ‘Bex 167, " Stamford, Cum. 

Stereotype Equipment “Co., 2815 Irving Park Bivd., 
Chicago, 

Watson-Stillman Co., The, Roselle, N. J. 

Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 





DRILLING AND JIG SAW MACHINERY 
See Jig Saw and Drills 2G16. 





DRIVES FOR STEREOTYPE MACHINERY 
See Motors and Controls 2G24. 





DROP AND PLATE CONVEYORS 
See Plate Conveyors and Drops 2G26. 





DRY MATS 
See under Mats and Matrix Papers 2G18. 





E 


ELECTRIC DRIVES FOR STEREOTYPE MA- 
CHINERY 


See Motors and Controls 2G24. 








ELECTRIC EYE METAL CONTROL 
ba Lay Metal Temperature Controls 





ELECTRIC IMMERSION HEATING ELE- 
MENTS ’ 


See under Metal Melting Devices 2G21. 





as = ipa ELECTRIC IMMERSION HEAT- 
See under Metal Melting Devices 2G21. 





ENLARGING GLASSES 
See Magnifying and Reducing Glasses 2G17. 





F 





FABRIC BLANKETS 
See under Blankets 2G3. 





FIBRE BLANKETS 
See under Blankets 2G3. 





FINISHING EQUIPMENT, Commercial 2G11 
an i beat Aesetatea 200 Elmora Ave., Elizabeth, 
N.J .. Inside Back Cover, Dec. 
Goss Printing ‘Press Co., The, 1535 S$. Paulina *. by 
Chicago, lil.. .. .. cike 
ss R., & Co., ine., ‘910 E. 138th St., "New York, 
NE¥e.. . .98-99-100-101 
Ostrander-Seymour Co, The, 1874S. 54th ‘Ave., seoh9k 
Sta., Chicago, lll.. .. 24 
ep, Machinery Co., “The, 436 Cotati? Sa., Ce 
cinnati 


Shaw Machine & Tool Co., 1151 Temple St., Los Angeles, 
Calif. 





FLAT PLATE CASTING BOXES 
See under Casting Boxes 2G6. 


1941 PRINTING EQUIPMENT Engineer Catalog Number 


FORMERS AND SCORCHERS 2G12 


American Publishers Supply, P. O. Box 131, West 
Lynn, Mass... . 94-05 


hanes 1 Founders, ‘200 Elmora hve. ‘Elizabeth 
.Inside Back Cover, Dec. 
sage Ss Bi “Stool Co., “yr ‘Oak St., Plainwell, Mich.— 
ame a sy Machinery Works, 609 W. Lake St., 
pom Ill. 


Eastern «Ss 9603, Northern Blvd. 
(wate ate : cee BABS 


Bin Bening Msetne Ga, "920 E. Chicago St., Elgin, 


Ce etey Set es The, Oe aes 
Chicago, Ill. aan 
Hammond Machinery Buller, in In, 1004 Douglas Ave. * tas 
ig hig ei Co., Inc., - E. 138th St., ‘New. York, 
. .98-99-100-101 


aie Mashinery Ceti. "1383 E. "Dominick 86, Rome, N. Y. 

Northwest Type Founity, 507 8. 4th St., Minneapolis, 

Platemakers Equipment Co., 3787 La Salle Ave., Los 
Angeles, . 

—- & Tool Co., 1151 Temple St., Los Angeles, 


Speed Products, Inc., 437 E. 106th St., Cleveland, O.. ..93 


ee Co. 1020 Crocker St. an eS 
Calif... ‘ 1-2-3-4 


Stereotype  Resipeneat Ge: "2815 ‘ites Park Bivd., 
Triumph Datiead Engineers, 507 8. 4th St., Minneapolis, 


Wesel Mfg. Co, 893 Providence Rd., Scranton, Pa. 
Wood Newspaper Machinery Cor., 01 foe ee ; 
York, N.Y..... . 1415 

FORM TRUCKS 
See under Trucks 2G37. 


FURNACES AND TOOLS 2G13 
American Type renee 200 Elmora Ave., Elizabeth 
N. J.. . Inside Back 


Cover, Des. 

Conco Envincising Oe: ‘Mandieias I. 
Eastern Newspaper Supply, ~™ oe Bivd. 
Fagen Sire eirisit . 84-85 
‘Prods Co., The, 1535 ‘s. Paulina St. 
gy to Ms 5 cass i ..21 
Hoe, R., 0 i ee 10 E. ‘138th St., ‘New. York, 
N. . 98-99-100-1 


Tron Vucentn, Mfg. Co., "3170 W. ‘osth St., Cleveland, O. 
a - i M., The, Mfg. Co., 405 E. Oliver St., Baltimore, 


Mat O-Cast Mfg. Co., yr 8. Wolcott Ave., fey 
Mo narch Engineering & Mfg. Co., Curtis Bay, Bal 


Md. 
hago Type Foundry, 507 S. 4th St., Minneapolis, 


Ostrander-Seymour Co., The, 1874 S. eutboene.. Cicero 
Sta., Chicago, Ill.. .... .. s 

Selas Co, The; 18th & iaehin vets " Philadel phis, Pa. 

Shaw Machine & Tool Co., 1151 Temple St., Los Angeles, 


Calif. 
Struthers-Dunn, Inc., 1315 Cherry St., Philadelphia, Pa. 
United ae — ony ” eramay =e 
Brooklyn, N . 62 
Wesel Mfg. ry "303 Providence Rd., Seana: Pa. 


Wood Newspaper Machinery Corp, 501 Fifth Ave., New 
York, N. We 5o Soccde shits sherk ks db ce 


+ 











G 


GAS IMMERSION METAL MELTING 
See under Metal Melting Devices 2G21. 








ba ms AND TESTING INSTRUMENTS 
* 


2G14.1 Casting Box. 
2G14.6 Contrastometer. 
SG14.2 Depth. 

2G14.3 Machine, 
2G14.4 Plate. 

2G14.5 Type High. 


American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—2G14.4, 2G14.5. . Inside Back Cover, Dec. 


—— Mfg. Co., 64 Pinieiad Drive, Dayton, 0.— 


Brown & Sharpe Mfg. Co., Providence, R. I.—2G14.5. 


paper 7 ew Co., Grand —— Mich.— 
—2G14.5. . ..13 


— ag B., “& Sons Co., Westerly, R. 124144, 


Coke “Mian B.. ‘Co., , 163 Oliver St., Boston, Mass.—2G14.2. 


Eastern Newspaper Supply, 9603 Northern Blvd. 
Corona, L.1.,N.Y........ 84-85 


Baono Product, Ine., 50 Halstead St., Rochester, N. 
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Stereotype 
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a — H.,75 West St., New York, N. Y.—2G14.2, 
inal sain sens Co., The, 1535 S. geome St., 
ey il.. ae 


Hoe., R. & Co., “Ine., “910 E. “438th ‘St, “New York, 
N. ye oG1a 2614.3, 2G14.4, 2G14.5..  98-89-100-101 


— _— Co., 522 S. Clinton St., Chicago, Ill. 


eeceee Robert E., North Chatham, N. Y.—2G14.5. 

LaMotte Chemical’ Products Co., MCh Bldg., 
Baltimore, Md. 

Ostrander-Seymour Co., bipete 1874 S. 54th Ave., Cicero 
Sta., Chicago, Il... ..24 

Pioneer Mfg. Co., 1212 Jackson St., ‘Toledo, 0. . 69 

Rieke a. &., The, 122 N. Lamon Ave., ‘Chicas, 


Tll.—2G14 
Vandercook & ’ Sone, 900 N. Bas Ave., Chicago, 
ii.—2G14.4, 2614.5. . . 184 and Inside Back Cover 





GEARS, PARTS, ETC. 
See Parts, Gears, etc. 2G25. 


GLASSES, MAGNIFYING AND REDUCING 
See Magnifying and Reducing Glasses 2G17. 








GRINDERS FOR TOOLS 
See Tool Grinding 2G36. 





GRINDING MACHINES FOR SAWS 
See Composing Room 1Z. 





GUMMED TAPE 
See under Supplies 2G24. 





H 


me pi ELEMENTS, ELECTRIC IMMER- 
SION 





See under Metal Melting Devices 2G21. 





HUMIDORS 2G15 
— Type Gis 200 Elmora Ave., Elizabeth, 
Inside Back Cover, Dec. 
Atta ‘Newspaper ‘Supply, 9603 Northern Blvd., 
Corona, L.1., N. Y. : 84-85 
Hammond enestineny. Builders, ‘ins, ie "1604 Douglas 
Ave., Kalamazoo, Mich.. ..31 
oe Corp., 1333 EL Doubelk. St., Rake, 


N 
Reteout Type Foundry, 507 8. 4th St., 
inn. 
a ae & Tool Co., 1151 Temple St., Los Angeles, 
alif. 
Stereotype Equipment Co., 2815 Irving Park Rd., Chicago, 


Minneapolis, 


i. 
Triumph Equipment Engineers, 507 8. 4th St., Minneapolis, 
Minn. 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 





HURDY-GURDIES 
See Correcting Machines 2G8. 


HYDRAULIC MATRIX PRESSES 
See Direct Pressure Matrix Presses 2G10. 











IMMERSION GAS METAL MELTING 
See under Metal Melting Devices 2G21. 





a ~ ean HEATING ELEMENTS, ELEC- 
See under Metal Melting Devices 2G21. 





J 


JIG SAWS AND DRILLING 2G16 

Eastern Newspaper Supply, 9603 Northern Bivd., 
Corona, L.1.,N.Y.. .. .  BA-B5 

Goss Printing Press Co., The, 1535 's. “Paulina ‘St. og 
Chicago, Ill.. ..21 

Hammond Machinery Builders, Ine., "1604 Doulas we. is 
Kalamazoo, Mich.. ..31 


Hoe, R., & Co., 
N.Y.. 





Ine.., ‘810 €. "138th ‘St. °9 New York, 
98-99-100-101 


Milwaukee Saw Trimmer Corp., ‘612 E. Clybourn St., 
Milwaukee, Wis.. . . 56-57 

eet Co. The, 1874. S. 54th Ave., Cicero 
Sta., Chicago, If ..24 

ate we a Co., 436 Commercial Sa., Cincinnati, 


a John, & Sons, 10 Essex St., Paterson, N.J.. .. ..92 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 


126 
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LETTERS FOR REVERSE STEREOTYPING 
2G40 





Gould, Robert D., Co., 4841 Iroquois Ave., Detroit, Mich. 





LIFT TRUCKS 
See under Trucks 2G37. 





M 





MACHINES, CORRECTING 
See Correcting Machines 2G3. 





MACHINES FOR BORING 
See Plate Shavers and Boring Machines 
2G27. 





MACHINES FOR CASTING 
See Casting Machines 2G7. 





MAGNIFYING AND REDUCING GLASSES 
2G17. 
Bache, Semon, & Co., 636 Greenwich St., New York, 


N. Y. 
— & Lomb Optical Co., 685 St. Paul St., Rochester, 
Dextit co Corp., Lang 650 W. Baltimore Ave., wing be 


Eastern Newspaper ‘Supply, "9603 " Neithern ‘Blvd., 
Corona, L.1.,N.Y.. . 

Levoy, B. M., ae 608 Fifth es. Sete York, N. 2 2 

Ortleb Machinery Co., 3818 Laclede St., St. Louis, Mo. 

Ostrander-Seymour Co., The, 1874 S. 54th Ave., Cicero 
Sta., Chicago, fll.. A 

Page, Robt. R., 225 EB. ‘24th St., New York, N 

Photo Engraving Equipment & Supplies, 406 T ” Aleott 
St., Philadelphia, Pa. 

Zeiss, Carl, Ine., 485 Fifth Ave., New York, N. Y. 





MAT FORMERS 
See Formers and Scorchers 2G12. 





MAT HUMIDORS 
See Humidors 2G15. 





MAT ROLLING MACHINES 
See Rollers, Mat 2G30. 





MAT SCORCHERS 
See Formers and Scorchers 2G12. 





MAT SHEARS 
See Mat Trimmers 2G19. 





MAT TRIMMERS 2G19 

Coes, Loring, Co., 72 Coes St., Worcester, Mass. 

Eastern Newspaper Supply, 9603 wikgeapis Bivd., 
Corona, L. 1., N.Y... 

Goss Printing Press Co., The, 4535 S. * Paulina ‘St. o 
Chicago, Ill. AE 

ee. haga & Tool Co., “1131 “Temple St., ‘ial hinniin 
all 

= a 1020 one St., Los Presses: 


Wesel Mfg. Co., 893 chines ‘Ra., ialati: Pa. 


MATRIX PAPERS 
See under Mats and Matrix Papers 2G18. 








MATRIC PRESSES, HYDRAULIC 
See Direct Pressure Matrix Presses 2G10. 





MATS AND MATRIX PAPERS 2G18 


2G18.1 Dry Mats. 
2G18.2 Matrix Papers. 
2G18.3 Special Process. 
Albemarle Se al Mfg. Co., The, Box 2189, Richmond, 
Va.—2G18.2 
American Type -ancsaies 200 Elmora Ave., Elizabeth, 
N. J.—2G18 . Inside Back Cover, Dec. 


Beveridge “Hae Co, 705 W. "Washington St., Indian- 
apolis, Ind.—2G18 
ae Paper Co., 400 Security Bldg., St. Louis, Mo.— 


Burgess Cellulose Co., Freeport, !ll.—2G18.1. . . .83 
ae Krebs Co., Inc., 408 W. Main St., Louisville, o~ 


dani ‘Dry Mat . " hs Rockefeller Plaza, New 
York, N. Y.—2G18.1, 2G18.3. . set 

Corkpak Co., The, 45 io St., Mt. Meese! N. 'y. 

Eastern ww 5 — Co., _ Northern Bivd., 
Corona, L.1.,N. ¥.—2G18.2. . 

— eg Mat rh 21 West 'St., New York, N. y. 


Franklin Fape Co., 702 Harrison Bldg., Philadelphia, 


Pa.—2 
seat’ a The, 865 Islington St., Portsmouth, N. H. 








New England Newspaper ae Co.,1 reson 
Worcester, Mass.—2G18. . “e 















Preferred Dry Mat Co., “capt St., Pas Pee 
Premier i long Co., 225 Broadway, se ME “28 


Rapid Electrotype Co., MeMick 
Cincinnati, 0.—2G18.3. xen Av. 
see Sales Co., P. O. Box 453, Fort Worth, Team 
Rusell hs. Co., 702 _—- ~ 
ps ae Paper’ Mi ti Hit is. gg th and Marley 
tandard Paper o., First ” Hi | 
Va—2G182. al ior. pr 






Univeral Dr Dry Mat Co., 80 Beekman St., New we N. 
Wood Flong ang Hoosick Falls, N.Y............., 2 





MELTING DEVICES FOR METAL 
See Metal Melting Devices 2G21. 































METAL AND METAL FLUX 2G20 


Belmont Smelting . Refining Works, In ’ 
bs c., 318 Belmont 


Ave., Brooklyn, N 
Black Cross Metal Cleanser Co., 128 Moss Ave 
Park, Mich. 


a. E. W., Co., 63 Park nen N 
NLY. » New = 





Chicago ‘Rete Medley Works, ‘609. W. ‘Take Py 

Chicago, Ill. 

Division Lead Co., 836 W. Kinzie St., Chicago, Ill, 
Empire Metal Co., 820 W. Water St., Syracuse. 

Farrelloy Co., Inc., " Drexel Bldg., Philadelphia, Pa. 
ie egg Metals Division, American Smelting & 

Co., 123rd & Indianapolis Bivd., Whiting, Ind..,. 
Pisce Metal Co., 4820 S. Campbell St., Chega el 
Imperial Type Metal Co. ~~ York, ss 

Chicago. 2 
nc Chom exnical & Mis. Co., 5178. Alabama, St, ie 

apolis 
Kansas City, Smelting Co., Guinotte and Park 

Kansas City, Mo. Arey 


lyn, N 

Merchant & Evans Co., 
delphia, Pa. 

Metals Refining Co., Hammond, Ind. 


Monarch Engineering & Mfg. Co., The, Curtis Bay, Balt. 


more, & 
Motex Metal Process Corp., 4473. W. Jefferson Ave, 
Detroit, Mich. 
Pittsburgh White Metal Co., 3116 Penn Ave., Pittsburgh, 


ali 

— ng -apaagen Metals Corp., 200 set: St. ge: 
yn, sa 

Valenti Metal Con, 985 Grand ‘st., ‘Broaden! N. YY 


Wildes, Thomas & Son, Inc., 23 Borden Ave., Long Island aa 


City, N. Y. 





METAL CONTROL, ELECTRIC EYE 
Sen. Ba acta Metal Temperature Controls 





METAL MELTING DEVICES 2G2!1 
2G21.1 Coal. 
2G21.2 Immersion, Electric. 
2G21.3 Immersion, Gas. 
2G21.4 Oil. 
asi og danas: 200 Elmora Ave., Elizabeth 
N. J.—2G21 Inside Back Cover, Dee, 
Burdett Mfg. Co., 19 N. Loomis St. , Chicago, Hl....... 98 
Eastern Sewanee Supply, 9603 Northern Bivd. Ee 
Corona, L. I., N. Y.. / : 84-85 
sper Morse & Co., "900 s ‘Wabash pee “Chicago, 
—2G21 
General Electric Co., 1 River Rd., Schenectady, N. Y. 90-91 
ies, As & Co., Inc., 910 E. 138th St., New York, 
 98-99-100-101 
bo Frean Mie. ‘Ga. 3170 Ww. 106th St., Cleveland, 
— 1 1 
hae. CO C. an Mfg. Co., 405 E. Oliver St., Baltimore, 
ake Paceline & Mfg. Co., The, Curtis Bay, Balti- 
more, Md.—2G21.1, 2G21.2, 2G21.4. 
Oil Fires, Inc., 363 Lexington "Ave. ., New York, N. ¥.— 
2G21.4. 
aa ig Co., The, 1874 S. 54th ay Cicero 
Sta., Chicago, lll....... 24 
arin Machine & Tool Co., 1151 ‘Temple St., Ya ‘Angeles, 
all 
Santos Equipment Co., 2815 Irving Park Rd., Chicago, 


Suthers Dunn, Ine., 1315 Cherry St., Philadelphia, Pa— 
2G21.2. 


United American Metals Coy. 200 Diamond Sta 
Brooklyn, N. Y.. - 62 

Wood Newspaper Machinery corp, a sot ith Ave. 
New York, N. Y.. . 14-15 





METAL TEMPERATURE CONTROLS 2G22 
2G22.1 Electric Eye. 
2G22.2 Pyrometers. 
2G22.3 Thermometers. 


Ashcroft American Gauge Div., Manning, Maxwell and 


Moore, 11 Elias St., Bridgeport, Conn 
Bristol Co., The, Waterbury, Conn. 


1941 PRINTING EQUIPMENT Engineer Catalog Number 










Kelly Ba Corp., Humboldt and Calyer Sts., Brook- \ 4 
2035 Washington Ave., Phil — 


Pa. 
Shaw aikine & Tool Co., 1151 Temple St., Los Angeles, 
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65 
Duplex Printing Press Co., Battle Creek, Mich. . a 
Eastern Newspaper Supply, 9603 Northern Bid 
Corona, L.1., N.Y. 
Fenwal, Inc., Ashland, "Mass. —2G22.3. 
Goss Printing Press Co., The, 1535 S. Paulina St., 
Chicago, 1.—2G22.2...... ane 
is Tooting baharaterien; ‘Tne, ‘420 N le ‘Salle ‘St., 
Monare tocinaring & Mfg. Co., The, Curtis Bay, Balti- 
—2 
ee on Corp. “ The, 2 wena Read, New Hartford, a 
N. Y.. 
Philadelphia ‘Thermometer Co., ‘915 "Filbert St., Phila- 


Pa.—2G22.3. 
potdein Machin Co., 1234—38th St., Brooklyn, N. Y. 


Riel Electric Co., 340 W. Huron St., Chicago, Ill.— 


, 1315 Cherry St., Philadelphia, Pa. 


=, Dunn, Inc 
sets Mf z. "Co., Park & Nostrand Aves., Brook- 
2.1. 


Tagliabue, C. on 
neck Gc Co. OMe Vernon, N. Y. 





MACHINES FOR PLATES 
ate Shavers and Boring Machines 
2G27. 
eee 
TISING MACHINERY 
gt Jig Saws and Drills 2G16. 











MOISTENERS 2G23 
Shaw Machine & Tool Co., 1151 Temple St., Los Angeles, 


nt ite. Co., 893 Providence Rd., Scranton, Pa. 





MOTORS AND CONTROLS 2G24 
Amer Founders, 200 Elmora Ave., Elizabeth, 
: a a Inside Back Cover, Dec. 
Century Electric Co, "1806 Pine St., St. Louis, Mo. 
Cline Electric sit Co., 211 W. Wacker Dr., damaee™ 
il. 


Fairbanks, ‘Mom & Go., 900 s. Wabash Ave. Chicago, 
Ill. 


* General Electric Co., 1 River Rd., Schenectady, N. Y. 90-91 


Kimble Electric Co., 2011 Hastings St., Chicago, 
UP eh scil via seine 6qangvencante 21, Dec. 


Electric Co., 55 Vandam St., New York, N. Y. 
eon Eleetrio Mfg. Corp., 131 W. Washington St., 
Wausau, Wi 
Northwest Electric Co., 408 S. Hoyne Ave., 
Reliance Electric & Engineering Co., 1088 Ivanhoe Rd., 


Cleveland, 
U. . Electric. posters, Inc., 200 E. Slauson Ave., Los 


Angeles, Calif. 


Chicago, 





O 


OIL METAL MELTING DEVICES 
See under Metal Melting Devices 2G21. 








P 





PACKING STRIPS 
See under Supplies 2G34. 





PAPERS, MATRIX 
See Mats and Matrix Papers 2G18. 





PARTING POWDER 
See under Supplies 2G34. 





PARTS, GEARS, ETC. 2G25 


Bultmann, The F. H., Co. ,10271 Berea Rd., Cleveland, O. 
Carpenter-Tew Gear Co., 67 35th St., Brooklyn, N.. ¥. 





PASTE MATERIALS 
See under Adhesives 2G1. 





PHOTO-ELECTRIC METAL CONTROL 
aa eeser Metal Temperature Controls 





PLANERS FOR PLATES 
See Plate Shavers, Boring Machines and 
Planers 2G27. 


: 


PLATE MOUNTING EQUIPMENT 2G38 


Challenge Machinery Co., Grand Haven, Mich., pionanine 
system and steel-grip catches, . ..13 





PLATE PLANERS 
See under Plate Shavers and Boring Ma- 
chines 2G27. 


PLATE ROUTERS 
See Routing Machines 2G31. 








PLATE SHAVERS, BORING MACHINES 
AND PLANERS 2G27 
2G27.1 Curved. 
2G27.2 Flat. 
Rasen Robert W., Inc., 212.S. Darien St. omg tai 
Pa.—2G27.2 . 89 
Cottrell, - B., & ‘Sone Ce. Wester, R. ‘L.—2627.1, 
2G27 44-45-46 
a subhsi Machine Co., 320 E. Chicago St., Elgin, 


Goss Printing Press Co., The, 1535 S. Paulina St., 
Chicago, I11.—2G27.1, 2627.2. . -.21 


Hoe, R., & Co., Inc., 910 E. 138th St., as Nee Yee: 
N.Y.. . 98-99-1 


00-101 
Lake Erie Stereotype Equipment Con... "Box 568, Ken- 
more Station, Buffalo, N. Y.—2G2 27.2... . 97 
Monomelt Co., 


Inc., 1611 Polk St., N. E., Minneapolis, 
Minn.—2G27. eg: . 70-71 


Ostrander-Seymour Co., ‘The, 1874S. 54th Ave., Cicero 
Sta., Chicago, Il. —2G27.1, 2G27.2. . ..24 


Sta-Hi ssa 1020 Crocker Sto, Lee ‘Angeles, 


Calif...... : . 122-324 

fnarastvne Equipment Co., 2815 Gulae: Park Blvd., 
Chicago,. Ill.—2G27 

Wesel Mfg. Co., 893 * providence Rd., Scranton, Pa.— 
2G27.1, 2G27.2 

Wood 9 apa Machinery ey 501 Fifth Ave., New 
York, . 14-15 





PLATE STRAIGHTENING MACHINES 
See Correcting Machines 2G8. 





PLATE TRUCKS 
See under Trucks 2G37. 





PLATING EQUIPMENT 2G28 
Elgin Bending Machine Co., 320 E. Chicago St., Elgin, Ill. 


a meg yh Co., The, 1874 S. 54th Ave., Cicero 
Sta., Chicago, Ill.. ..24 





POWDER, PARTING 
See under Supplies 2G34. 





PRESSES, DIRECT PRESSURE 
See Direct Pressure Matrix Presses 2G10. 





PYROMETERS 
es Metal Temperature Controls 
2G22. 





R 





REDUCING GLASSES 
See Magnifying and Reducing Glasses 2G17. 


REFORMING MACHINES 2G39 
Cottrell, C.B.,& Sons Co., Westerly, R.1........ 





44-45-46 





REGISTER DEVICE FOR COLOR PLATES 
2G29 

Barker, Robert W., Inc., 212 S. Darien St. AIST 
Pa.. 


Cottrell, Cc. B., "& Sons Co. Westerly, R. 1. AA-45~46 
Goss Printing Press Co., ea 1535 S. Paulina St., 
Chicago, lll....... oa 


Hoe, R., & Co., ii.. 910 .. 138th St. kg ‘New: York, 
N.Y.. 98-99-100-101 


Plepeinabbere s Equipment Co., 3787 ‘la Salle Ave., Los 
Angeles, 
Printing ie =a Co., 436 Commercial Sq., Cincinnati, 


Ohio. 
Taylor “Machine Co., 210 Guilford Ave., Baltimore, Md. 


Wood sary i erases sesh en ., 01 Fifth ave ~~ 
York, N. Y.. 14-1 





REMELTING TOOLS 
See Furnaces and Tools 2G13. 





PLASTIC MATS 
See under Mats and Matrix Papers 2G18. 





PLATE BEVELERS 
See Beveling Machines 2G2. 





PLATE CONVEYORS AND DROPS 2G26 


Jampol Co., The, 728 61st St., Brooklyn, N. Y. 
nCo. , Inc., 250 Lamson "St., Syracuse, N. Y. 





PLATE CORRECTING MACHINES 
See Correcting Machines 2G8. 





PLATE GAUGES 
under Gauges and Testing Instru- 
ments 2G14. 
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ROASTERS FOR MATS 
See Formers and Scorchers 2G12. 





ROLLERS, MAT 2G30 
Duplex Printing Press Co., Battle Creek, Mich.. . 65 
Goss ne Press Co., ™ 1535 S. Paulina St. » 

Chicago, Ill..... :.21 
Hammond Machinery Builders, ine., 1604 Douglas he. 

Kalamazoo, Mich.... .. 30 
Hoe, R., & Co., Inc., 910 E. "138th ‘St. ke New York, 

LS Pe .98-99-100-101 
Mat-O-Cast Mfg. ‘Co., "6444 8. Woleott Aves Chicago, Ill. 
Missouri-Central Type Foundry, Wichita, Kan 
Nolan Mehy. Corp., 1333 E. Dominick St., Rese: N. ¥. 
gs Type Foundry, 507 S. 4th St., Minneapolis, 

inn. 


Catalog Number 


Scott, Walter, & Co., South Ave., Plainfield, N. J. 

Shaw ‘Machine & Tool Co., 1151 Temple St., Los Angeles, 

Reine Equipment Co., 2815 Irving Park Blvd., 
icago 

Triumph Disignieas Engineers, 507 S. 4th St., Minneapolis, 


inn. 





ROUTING MACHINES 2G31 


American Type Founders, 200 Elmora Ave., ang ig 
N.J..... Inside Back Cover, Dee. 


Aurora School of Photo-Engraving, The, Aurora 
Mo....... ..23, Dee. 

Automatic Saw Sharpening Co., 735 E. ‘Ohio St., Indian. 
apolis, Ind.. 


Challenge Machinery Co., Grand heaven, Mich. . 13 
a Wheel & Mfg. Co. ., 1101 W. Monroe St., Chicago, 


Cottrell, C. B., & Sons Co., Westerly, R. 1... .... 44-45-46 
Cushman Electric Co., 69 S. Main St., Concord, N.H.. ..72 
Delta Mfg. Co., 600 E. Vienna Ave., Milwaukee, Wis. 

Duplex Printing Press Co., Battle Creek, Mich.. . 65 


Eastern Newspaper Supely, 9603 Northern Bivd., 
Corona, L.1.,N.Y.. .. ; - 84-85 

Elgin Bending Machine Co., "320 E. Chicago ‘St. "Elgin, ll. 

Eltyro Co., 4756 Hamilton’ Ave., Cincinnati, 0 

Goss Printing Press Co., The, 1535 S. Paulina =. 


Chicago, Ill. 21 
Hammond Machinery Builders, ine, "1604 Douglas ive. 
Kalamazoo, Mich.. ..31 
Hoe, R., & Co., Inc., 910 E. “138th St., tin York, 
N.Y... _98-99-100-101 
Milwaukee Saw ‘Trimmer Corp, i 612 E. Clybourn St. 
Milwaukee, Wis. . 56-57 


Nolan Mehy. Corp., "1333 E. Dominick St., ‘Riis: N.Y. 

Onsrud Machine Works, Ine., 3900 Palmer St., Chicago, i. 

eee Co. dogo be ier, oo 
Sta., Chicago, tll. 24 

Pioneer Mfg. Co., 1212 Jackson St., "Toledo, 0. eee 69 

Platemakers Equipment Co., 3787 La Salle Ave., Los 
Angeles, Calif. 

Precision Printers Equipment Co., 3252 N. Cramer St., 
Milwaukee, Wis. 

Printers’ Equipment Mfg. Co., 3053—123rd St., Toledo, O. 

rg Machinery Co., 436 ‘Commercial Sqa., "Cincinnati, 


Pichar J. A., Co., 903 N. Pitcher St., Kalamazoo, 
Phone John, & Sons, 10 Essex St., Paterson, N.J.. .. 92 
~~ Machine & Tool Co., 1151 Temple St., Los Angeles, 


alif. 
Smith, Dudley S., 504 Bulletin Bldg., Philadelphia, Pa. 
— Coe 1020 Crocker ~ Los Sep 


Sullebarger. E. T., Co., “110 Fulton St., ‘Neu "York, ‘. it 

ror dS George, Co., The, 14616 Alder Ave., East Cleve- 
an 

Wesel Mig. Co., 893 Providence Rd., Scranton, Pa. 

Zanetti, J., Machine Works, 1701 Kirkwood Ave., San 
Francisco, Calif. 


RUBBER BLANKETS 
See under Blankets 2G3. 


RUBBER CREEPERS 
See under Blankets 2G3. 











S 


AND TRIMMING MACHINERY 





SAWING 
2G32 
2G32.1 Band Saws. 
2G32.2 Saws. 
2G32.3 Saw Blades. 
2G32.4 Trimmers. 

American Type a 200 Elmora Ave., Elizabeth 
N. J.—2G32.2. . Inside Back Cover, Dec. 

Atkins, E. C., & Co., 438 8. ‘Illinois St., Indianapolis, 
Ind.—2G32'3. 

Automatic Saw Sides Co., 735 E. Ohio ty Indian- 
apolis, Ind.. . .-60 

Coes, Loring, Co., 72 Coes St., Westaier: ‘Mis 

Delta Mfg. Co., 600 E. Vienna Ave., Milwaukee, Wis.— 
2G32.1, 2G3 2'2. 

—— ‘oo & Sons, Inc., Tacony, Seiladelphia, Pa.— 


Eastern Newspaper Supply, 9603 Northern Bivd., 
Corona, L.1., N.Y... : es 


Elgin Ben Bending Machine Co., 320 E. Chicago St., Elgin, 


Goss ame Press Co., The, 1535 S. Paulina ms 
Chicago, I1.—2G32.2, 2G32. 2632.4. . ..21 

Hammond Machinery Builders, In, 1604 Douglas Ave. 
Kalamazoo, Mich.. . ..31 


iow? & Anderson, 2112 Grape ‘St., "Fairfield, So 
Hoe, ha & Co., Inc., 910 E. 138th St., New no Bone 
N.Y 98-99-100-101 


Jorson & Carlson Co., Ine, 707 S. ‘Deniieds 8t., Chicago, 
* Ill—2G32.2, 2G32 

Miller Printing Macher Co, “yr 1117 Reedsdale St., Pitts- 
burgh, Pa.—2G32.3 

Milwaukee Saw Trimmer moat 612 E. Shi &., 
Milwaukee, Wis.—2G32.3, 2G32.4. . 56-57 
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dee esl 





Nelson, C. B., & Co., 720 S. Dearborn St., 
1il,—2G32.2, 2632.3, 2G32.4. . 

Northwest Type romey, 507 S. ‘4th St., Minansella, 
Minn.—2G32.2, 2G32.4 


Co. ,The, 16748. - ea Cicero 
2, 2G32.3. . ..24 


Ostrander-Seymour 

Sta., Chicago, Il. —2632 
oe ag ao ment Co., 3252 'N. aio St., 
Prater Baciiaent Mfg. Co., 3053—123rd St., Toledo, O. 
Paes Machinery Co., #436 Commercial Sa., Cincinnati, 


Pars, J. A., Co., 903 N. Pitcher St., Kalamazoo, o 


Rogers, Samuel C., & Co., 191 Dutton Ave., Buffalo, N. Y. 
—See 1Z Composing Room. 
Rouse, H. B., & Co., 2216 N. Wayne Ave., Chicago, Ill... 39 
Royie, Jolin, & Seve, 10 Essex St., Paterson, N. J. 
—2G32.1, 2G32.2, 2G32.3, 2G32.4 
8 es Service Co., 5401 W. take St., ‘Chicago, tlL— 


32.2. 
Tesch Mfg. Co., 27008. 19th St., Milwaukee, Wis —2G32.4. 
Triumph Equipment Engineers, "507 8. 4th St., Minneapolis, 


Minn.— 
Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. 
Westcott Thomson, _~ 147 N. 10th St., Philadel phia, 


Pa.—2G32.2, 2G32.4. 





SAW SHARPENING MACHINES 
See Composing Room 1Z. 





SAW SWAGING MACHINES 
See Composing Room 1Z. 





SCORCHERS 
See Formers and Scorchers 2G12. 





SHARPENING MACHINES FOR SAWS 
See Composing Room 1Z. 





SHAVERS, PLATE 
See under Plate Shavers and Boring Ma- 
chines 2G27. 





SHEARS FOR MATS 
See Mat Trimmers 2G19. 





SILVERTONE MATS 
See under Mats and Matrix Papers 2G18, 





STEAM TABLES 2G33 

Duplex Printing Press Co., Battle Creek, Mich........65 
Elgin Bending Machine Co., 320 E. Chicago St., Elgin, Ill 
Goss Akay ol Press Co., The, 1535 S. Paulina St., 


Hoe, R., & Co., Inc., 910 E. 138th St., New York, 
NY. _98-99-100-101 

Co., 9» The, 1874 8. 54th Ave., » Cleero 
224 


Ostrander-Soymour C 
Sta., Chicago, Ill.. 





STEREOTYPE CHASES 
See Composing Room IF. 


STEREOTYPE METAL 
See Metal and Metal Flux 2G20. 








STOKERS FOR COAL MELTING DEVICES 
See under Metal Melting Devices 2G21. 





STRIPS FOR PACKING 
See under Supplies 2G34. 


ota 
. 82 





SUPPLIES 2G34 
2G34.1 Gummed Tape. 
2G34.2 Packing Strips. 
2G34.3 Parting Powder. 
American Publishers Supply, P. O. Box 131, West 
Lynn, Mass.—2G34.2 .. -94,95 
Burgess Cellulose Co. ‘Freeport, lll. ogee . 83 
Certified Dry Mat Corp., 9 Rockefeller Plaza, New 
York, N. Y.. 1 
a Co., The, 5 South St., Mt. Nadia: N. Y. 2634. 1, 


Coyne & Paddock, Inc., 48-15 32nd Place, Long ae. 
ity, N.Y... . .88 

Dom, G. C., Sinaty Co., 125 E. Pearl ‘St., Cineinnati, fh 
2G34.1, 9634.2 2, 2G3 4.3 

Dorsey Printers Supply Co., Inc., 88 Hernando St., Mem- 
phis, Tenn.—2G34. 

Eastern Newspaper Supply, 9603 Northern Bivd., 
Corona, L.1., N.Y... a 84-85 

Flexideal Dry "Mat Co., 21 “West St., ame York, N : is 

Franklin Paper Co., 702 Harrison Bldg., Philadelphia, Pa. 


—2G34.2 

International Newspaper Supply Co., 75 West St., New 
York, N. Y. 

Irwin, H. G., Lumber Co., 822 E. 8th St., Erie, Pa. 
wood blocks. 

New England Newspaper Supply Co., 164 Fremont St., 
Worcester, Mass.—2G34. ...-14, Dec, 

Ostrander-Seymour Co. ae 1874 S. ‘54th Ave., ; Cleero 
Sta., Chicago, Ill. —2634.1, 2G34.2, 2G34.3. . ..24 

Platemakers ane Co., 3787 La Salle ve ‘te 
Angeles, 

— a" Co., 702 Harrison Bldg., Philadelphia, 

9 

Shaw Machine & Tool Co., 1151 Temple St., Los Angeles, 
Calif. —2G34.2. 

Sta-Hi ee 1020 Crocker St., Los tigg 
Calif. . . 1-2-3-4 


Bass- 


United States Sipoly ‘Gan: [ve Cambria ‘St., Boston, 


Mass.— 





T 





TABLES, COOLING 
See Cooling Tables 2G9. 





TABLES, STEAM 
See Steam Tables 2G33. 





TAPE, GUMMED 
See under Supplies 2G34. 





TEMPERATURE INDICATORS 
ig ad Metal Temperature Controls 





THERMOMETERS 
ee gad Metal Temperature Controls 





TISSUE FOR MATRIX 
See under Mats and Matrix Papers 2G18. 





TOOLS, 2G35 

Cottrell, C.B., & Sons Co., Westerly, R.1.. .. .. .. .44-45-46 

Duplex Printing Press Co., Battle Creek, Mich.. . 65 

Eastern Newspaper Supply Co., 9603 Northern Bivd., 
Corona, L.1., N. Y.. 

Goss dn ‘Prose Co., The, “1535 's. "Paulina ‘St., 
Chicago, Ill. .. . 

Hos, a & =a Inc., 10 E. “138th ‘St, ‘New York, 
N.Y _98-99-100-101 

Imperial 7 Type | Metal Co. ag » Now | ‘York, Philadelphia, Y 








New England ~ on gaa Supply Co., 164 remont 
Worcester, Mass ' ‘ 14, By 
Ostrander-Seymour Co., The, , 74. sath ; 
Sta., Chicago, Il... ae 













st Corporation, 1020 Crocker St, Los Angeles, : 






wed fo ‘Co., 893 Providenes ‘Ra., , Boraaiig Pa: 
$$$ 











TOOL GRINDING 2G36 
Chicago Wheel & Mfg. Co., 110 i 
ne ee g- Co., 1101 W. Monroe St,, Chicago, 





Hisey-Wolf Machine Co., The, Cor. Marsh: 2% 
nie Rg ee er mi Colerain 
arathon Electric Mfg. Corp., 131 W. W; hington 

Wausau, Wis eyes * Bes 
Ostrander-Seymour Co., The, a rachis deters: n+ Compe 2 
Sta., Chicago, Ill... 5: he 



















TRIMMERS FOR MATS 
See Mat Trimmers 2G19. 














TRIMMERS FOR SAWS 


See under Sawing and Trimmi eee 
chinery 2G32. me Ma ; 
















TRIMMING AND SAWING MACHINERY 


See under Sawing and Trimmin e 
chinery 2G32. ¢ Mex 


TRUCKS 2G37 
2G37.1 Form. 
2G37.2 Plate. 
2G37.3 Lift. 
All Steel Welded Truck Corp., 1149 Railroad A: Rock. 
ford, Ill.—2G37.1, 2G37.2. "= 


Eastern Newspaper Supply Co., 9603 Northern Bivd., 
Corona, L.1.,N.Y.. 
Hamilton Tool Co., 220 N. “Br St., Hamilton, 026973, 
Lewis-Shepard Sales Corp., 227 Walnut St. Watertown, _ 
Mass.—2G37.3. . 
Marresford, William F., Niagara Falls, N. Y.—26373, oe 
Nutting Truck Co., Faribault, Minn ‘ 
Printing Machinery Co., The, 436  Comuaisanl Sq., Cin- - 
cinnati, O.—2G37.3 iat 
Revolvator Co., 907 State St., North Bergen, N. 3.26373, 



































Rotary Lift Co., 1055 Kentucky St., Memphis, Tenn, 
Thomas Truck & Caster Co., 4003 Mississippi River, 
Keokuk, Iowa. ss a 


Tucker-Dorsey Mfg. Corp., 302 8. State St., Indianapolis, 
a Co., 893 Providence Rd., Scranton, Pa,— 





TYPE HIGH GAUGES 


See under Gauges and Testing Instru-— 
ments 2G14. 





Vv 





VACUUM CASTING BOXES 
See under Casting Boxes 2G6. 





WwW 





WET MATS 
See under Mats and Matrix Papers 2G18, 








2H— Synthetic Resin-Like Plate Making Index 


KEY FOR SYNTHETIC 
RESIN-LIKE INDEX 


2H1 Neoprene 

2H3 Resinous Matrices 
2H2 Thiokol 

2H4 Ameripol 

2H5 Koroseal 





P-Double-E Filing System 


SYNTHETIC RESIN-LIKE 
SUPPLIES INDEX 





Lake Erie Engineeri 


2H1 Neoprene. 


Du Pont, E. I., de Nemours & Co., Wilmington, Del. 


Neoprene rollers and plate g materials may be 
obtained from other manufacturers and supply companies. 


2H3 Resinous Matrices 
Corporation, Box 568, Ken- 


more Sta., Buffalo, N. Y., Vulcanizers and matrices, 
DPRIINOS cock oc Fo aR Ee echo hn de ba Voncnl i veeeee 


Thiokol Corp., 780 W. Clinton Ave., Trenton, N. J. 
Goodrich, B. F., & Co., 434 8. Main St., Akron, Ohio. 


i Aga Tire & Rubber Co., 1144 E. Market St., Akron, 
0. 


2H2 Thiokol. 


\ 


2H4 Ameripol 


2H5 Koroseal 














Paper and Printing Stock 





r Equipment and Supplies Index 
Egqupment an 


P-Double-E Filing System 


3— Paper and Printing Stock tudes 


KEY FOR PAPER AND PRINTING STOCK INDEX 


Binders Board 
Blanks 

Blotting 

Bond and Ledger 
Book 

Bristol 
Cellophane 
Celluloid 


Coated Board 
Coated Paper 
Cover 
Envelope 
Gummed 

Kraft 

Manila 
Metallic or Foil 
Newsprint 
Offset 


Parchment 
Postcard 
Press Board 
Rotogravure 
Specialty 
Stereotype 
Tag 
Tympan 





PAPER AND PRINTING STOCK INDEX 


Aetna Peoer bata The, 115 Columbia St., Dayton, 0.— 
$F, 
as G. ve Co., 503 8. Jefferson St., Chicago, Ill. — 
Albemarle Paper Mig. Co., The, Box 2189, Richmon 
Va.—sC. 3L. 3V. 3 
ican Writing Pave Co., Holyoke, Mass.—3D, 3E, 
8F, 3L, 3Q, 3R, 3 
Appleton Coated Paper Co., Appleton, Wis.—3K, 3V. 
Badger Paper Mills, Peshtigo, Wis.—3D, 3V. 
9 - M., Paper Co., Roaring Springs, Pa.—3D, 3E, 3Q, 
Beckett Paper Co., Hamilton, 0.—3D, 3E, 3L, 3Q, 3V. 
Bergstrom Paper Co., Neenah, Wis.—3E, 3Q, 3V. 
Beveridge Paper Co., Indianapolis, Ind.—3B, 3F, 3V. 
Brown Co., 404 Commercial St., Portland, Me.—3D, 3F, 
3L, 3Q, 3 3x. 
Brown-Bridge Mills, Inc., Troy, O.—3M. 
ooh osleney Kalamazoo Mich.—3E, 3K, 3Q. .. .73 
Cantine, Martin, Co., Saugerties, N. Y.—3K, 3V. 
Carew ie om ” Hadley alls, Mass.—3D, 3F, 3L. 
Celluloid Corp., 10 E. 42nd St., "New York, N. Y.—3H, 3V. 
Central Paper Co., Inc., Muskegon, Mich. —3D, 3J, 3V, 3Y. 
Pameten Foner + & Fibre Co., The, Hamilton, 0.—3B, 
3D, 3E, 3F, 3J, 3K, 3L, 3N, 139, 38, ST, 3U, 8V, 3, 
3AA. . 


Chemical Peer Miz. Co., ‘Holyoke, ‘Mew: 8D, aF, es 


Chiliothe re | Oo., Chillicothe, O.—3E, 3Q. 
llins, A. Mfg. 'Co., 226 W. , Columbia Ave., Phila- 

Catia Pa. 3K, 3F, 3J, 3K, 3L, 3V. 

Consolidated Water Power & Pape bs — Rapids, 
Wis.—3AA, 3D, 3E, 3K, 3L, 3Q, 30, 3 

Crane & Co., Dalton ‘Mass.—3D, 3E, 3 

Crocker, Burbank Papers, teas Ly Wiskidione 8t., 
Fitchburg, Mass.—3E. 3K, 3 

Crocker-McElwain Co., Holyoke, Mase .—3D, 3E, 3F, 3V. 

— nad Paper Co., The, 4801 8. Whipple St., Chicago, 


taco —_ & Co., Fitchburg, Mass.—3V. 
Dennison Mfg. Co., Framingham, Mass.—3M, 30, 3X. 
“a & Collins Inc., "Richmond and Tioga St., Philadel phia, 


—3E. 
District of 7 Paper Mills, Inc., Washington, D. C. 


Eastern Corporation, South Brewer, Maine—3D, 3F, 3L. 


Esleeck Mfg. Co., Turners Falls, Mass.—3V. 

Falulah Paper Co., Fitchburg, Mass.—3B, 3J. 

Fox River Paper Corp., Appleton, Wis.—3D. 

ne Paper Co., 702 Harrison Bldg., Philadelphia, Pa. 


Fraser Industries, Inc., ma W. Washington St., Chi 
Ill.—3D, 3B, 3AA, 3V ae 
General Manifold a ‘ting Co., Franklin, Pa. 
Gilbert Paper Co., | yg om is. —3D, 3F, 3V. 
Gladfel ter, - i’ Spring Grove, F Pa. —8D, 8E, 3Q, 3V. 
Hamilton, W. C., & ace iquon, Pa.—3D, , 3Q. 
338 Papen Co., Erie, Pa. 3D, 3E, 3F, 3L, 3Q, 


Hawthorne Pee 0 Kalamazoo, Mich.—3D, 3Q, 3V. 

Holyoke Card Paper Co, Springfield, Mass.—3B, 34, 3V. 

Howard Paper oe 

Hurlbut Paper Co. South Lee, Max 3L. 

ieeergeiness Paper Co., 220 E. tod Be New York, 
N. Y.—8D, 3E, 3L, 3N, 3Q, 3P, 3U. 

Johnston, Paper Co.’ The, 321 Sycamore St., Cincinnati, 


Kalamagoo Paper Co., Kalamazoo, Mich.—3E, 3K. 
Kalamazoo Vegetable Parchment Co., Parchment, Kala- 


mazoo, Mich 
Keith Paper Co., Turners Falls, Mass.—3D, 3 
Kimberly-Clark Corp. Neenah, A ar a “8x, 3V. 
Knowlton Brothers, Watertown 3L. 
Knowlton, M. D., Co., We leneattial St. "Rochen, i bs 


3M. 
Lee ew Co., oe _ oa 3E. 
Linwood Ass a a Co., Div. U.S. Envelope 
Co., Spri rield Mass. 
Lowe Paper » Ridges, N. isp, av. 
Marvellum Co., Holyoke, Mass we 
Maxwell Paper Co., ms Franklin, O.—3D, 3Q. 
McLaurin-Jones Co. Brookfield, Mass. —3K, 3L, 3M. 
Mead Sales Co,, 230 Park Ave., New York, N. "Y.—-3D, 3E, 
. 3K, 3L, 3V 
er Co., i minty’ Mich.—3E, 3K. 
Paper Co., 2433 8. Damen Ave., 
24 Tih pas i Vv. 
Millen ‘aper on 80 Wooster St., New York, N. Y.— 
3A, 3B, 3J, 3 
Millers Falls "Paper Co., Millers Falls, Mass.—3D, 3F, 3V. 
— Paper Co., The, Munising, Mich,—3D, 3E. 3F. 


Neenah Paper Co., Neenah, Wis.—3D, 3F, 3V. 
Nekoosa-Edwards ‘Paper Co., Port Edwards, Wis.—3D. 


Oxford Paper Co., 235 Park Ave., New York, N. ¥.—3K. 
Pa) ' Mesaleatumnes Co., 5th & Willow Sts., Philadelphia, 
Parsons Paper Co., Holyoke, Mass.—3D, 3E, 3R. 
Paterson Parchment Paper Co., Bristol, Pa.—3R, 3V, 3Y. 
Peninsular Paper Co., Ypsilanti, Mich.—3B, 3E, 3L, 8V. 
Perfect Safety Paper Co., Holyoke, Mass.—3V. 

Price Bros. ." Co., Price Hour, ga 4 Canada —2P. 


 Kalamasoo, Mi 3 
Raypolde Met Metals Co., 19 Rector ona oo fe He $0 


aS ae , 342 Madison Ave., New York, N. Y.— 
Paper Co., ys gr st 3E. 


Ente ig hen Cincinnati, 
o-3. 30, sD ak oF, 3K eg SAA SM. 3N, 3Q, 
smith ae 508 Bulletin Bldg., Philadelphia, Pa.— 
Co., Middletown, 0.—3 

ae Gre Bae Richmond, 


L, LR 3V. 
ingsworth, 213 Sete St., Boston, Mass. 


re ‘eens 1 Dover St., New Fred N. Y.—3Y. 


Bape Gor Hable Maa, aF 


Warn, . D., Co., 89 Broad St Boston, Nase —E, 3K, 


3 
was Type ( Co. a E. 40th St., New York, N. Y¥.— 
Watervliet Paper Co., Watervliet, Mich.—3J, aie _- 
Western ‘7 Envelope Co., 1616 W. Pierce 
Weston Byron, Ge Dalton, Mass.—8D, 3 

x as8.— 

West Virginia Pulp Co., Pee Ans, New York, 

"ghee: 3E, PSP 3 Sesicamaics 3Q, 38, 3U, 3Y, 


Wheelwright P, Inc. Mass.—3F 
Whitine Panet yoke Mowe (ass 3D, av. 
Whiting- Plover Paper Btevens Point, Wis.—3D, 3I, 


3V. 
Wrenn og 3 Co., The, Middletown, 0.—8C. 
Wright Co., Th e, 444 adison Ave., New ¥: Ree ewe 
Wyomissing Glazed Paper Co., Reading, Pa.—3 
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Paper Cutting and Processing 


Equipment and Supplies Ih ; 
a 





4.—Paper Cutting and Processing Index 


Baling Presses 
See Waste Paper Balers 8L 
Continuous Trimmers 
See Bindery 6F 


4A Deckling, Pebbling and Roughing 
- Machines 
4Al1 Deckling 
4A2 Pebbling 
4A3 Roughing 
Die Cutting Presses 
See Pressroom 5M 
Drilling and Drill Slotting 
See Bindery 6H 
4B Envelope Making Machines 
Paging and Numbering Machines 
See Bindery 6P 


P-Double-E Filing System 


KEY FOR PAPER CUTTING AND PROCESSING INDEX 





4C Paper Conditioning Equipment 
Also see Air Conditioning 8A 


4D Paper Handling Trucks 
4D1 Elevating 
4D2 Lift 
4D3 Newsprint Roll 
4D4 Paper Stock 
4D5 Skids or Platforms 
Perforating, Punching and Round 
Cornering Machines 
See Bindery 6S 


4E Laminating Machines 
4G Paper Conveying Equipment 





4F Paper Cutters and Trimmers 
4F1 Automatic 
4F2 Cutting Sticks 
4F7 Grinding Wheels 
4F3 Hand 


4F5 Knife Grinding ¥ 


4F4 Knives 
4F6 Power 
4F8 Rotary Cutters 
Rotary Perforating Machines 
See Bindery 6R 
Round Corner Cutters 
See Bindery 6U 
Slitting and Rewinding Machines: 
See Pressroom 5RR 
See Bindery 6Z 





PAPER CUTTING AND PROCESSING CROSS-INDEX 


A 





AUTOMATIC CUTTERS 


under Paper Cutters and Trimmers 4F. 





B 





BALING PRESSES 
See Waste Paper Balers 8L. 





C 


CELLOPHANE LAMINATING MACHINES 
See Laminating Machines 4E. 








CONDITIONING EQUIPMENT FOR PAPERS 
See Paper Conditioning Equipment 4C. 





CONTINUOUS TRIMMERS 
See Bindery 6F. 





CUTTERS, PAPER 
See Paper Cutters and Trimmers 4F. 





CUTTERS, ROUND CORNER 
See Bindery 6U. 





CUTTING STOCKS 
See under Paper Cutters and Trimmers 4F. 





D 


ee pe ee AND ROUGHING 
MACHINES 4A 
4Al Pekting. 
4A2 Pebbiing. 
4A3 Roughing. 

Altair Machinery Corp., 55 Vandam St., New York, N. Y. 
—4Al1, 4A2, 4A3. 

American Type ee 200 Elmora Ave., Elizabeth, 
N. J.—4Al, 4A2, 4A3. . . Inside Beck Cover, Dec. 


Cavagnaro, John J., 5th & Rees Sts., Harrison, N. J.— 
4A2, 4A3. 

Lester & ewig Co., The, 282 Franklin St., Norwich, 
Conn.—4A 

Rutherford Machinery Co., Div. General Printing Ink 
Corp., 100 Sixth Ave., New York, N. Y.—4A3. 

Wagner. Chas., Litho Machinery Co., 51 Park Ave., 
Hoboken, N. J—4Al, 4A2, 4A3. 








DIE CUTTING PRESSES 
See Pressroom 5M. 





DRILLING AND DRILL SLOTTING MA- 
CHINES 
See Bindery 6H. 





E 


ELEVATING TRUCKS 
See under Paper Handling Trucks 4D. 








ENVELOPE MAKING MACHINES 4B 
Hudson-Sharp Machine Co., Green Bay, Wis. 
International Paper Box Machine Co., The, 315 Main St., 
Nashua, N. H. 4 
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Lester & Wasley Co., The, 282 Franklin St., Norwich, 
onn. 
Staude, E. G., Mfg. Co., 2675 University Ave., St. Paul, 


inn. 





F 





FEATHER EDGING MACHINES 
See under Deckling, Pebbling and Rough- 
ing Machines 4A. 





G 





GRINDING MACHINES FOR PAPER CUT- 
TER KNIVES 
See under Paper Cutters and Trimmers 4F. 





H 


HAND PAPER CUTTERS 
See under Paper Cutters and Trimmers 4F. 








K 


KNIFE GRINDING MACHINES FOR PAPER 
S 


CUTTER 
See under Paper Cutters and Trimmers 4F. 








KNIVES FOR PAPER CUTTERS 
See under Paper Cutters and Trimmers 4F. 





L 


LAMINATING MACHINES 4E 


Altair Mchy. Corp., 55 Vandam St., New York, N. Y. 
Cameron Machinery Co., 59 Poplar ’St., Brooklyn, NY. 
Henschel, C. B., Mfg. Co., 229 W. Mineral St., Milwaukee, 





Wis. 
Knowlton, M. D., Co., 28 Industrial St., Rochester, N. Y. 
Staude, E. G., Mfg. Co., 2675 University Ave., St. Paul, 
Minn, 





LIFT TRUCKS 
See under Paper Handling Trucks 4D. 








N 





NEWSPRINT ROLL TRUCKS 
See under Paper Handling Trucks 4D. 





P 





a 
PAPER CONDITIONING EQUIPMENT 4C 
Also see Air Conditioning 8A. 
Acme Gear & Machine Co., 7th and Wood Sts., Phila- 
delphia, Pa. 
Advance Mfg. Co., Inc., 350 N. 26th St., Louisville, Ky. 
Carrier Corporation, Syracuse, 
McKinley Litho Supply Co., 1623 John St., Cincinnati, O. 
Southworth Machine Co., 30 Warren Ave., Portland, Me. 
Tempe Tl Printing Equipment Co., 705 8. Dearborn St., 
Chi 
Willsea — 1042 University Ave., Rochester, N. Y. 


PAPER CONVEYING EQUIPMENT 4G 


Conco Engineering Co., Mendota, III. 

Link-Belt Co., 307 N. Michigan Ave., Chicago, Il}. 
Richards-Wilcox Mfg. Co., gp lil. 

Shaw Box Co., Muskegon, Mich 


Yale & Towne Mfg. Co., 4530 Tacony, Philadelphia, Pa. 4 





PAPER CUTTERS AND TRIMMERS 4F 
4F1 Automatic. 
4F2 Cutting Sticks. 
4F7 Grinding Wheels. 
4F3 Hand. 
4F4 Knives. 
4F5 Knife Grinding. 
4F6 Power. 
4F8 Rotary Cutters. 
4F9 Safety Guards. 


ie i Type Mfg. Co., 61 Beekman St., New York, — 
Altair ar reg aes 55 Vandam St., New York, N.Y. — 


—4F1, 4F4, 4F6. 


American pole Founders, 200 Elmora Ave., Elizabeth, 
N. J.—4F1, 4F2, 4F3, 4F4, 4F6. Inside Back Cover, be 


American — Type Mfg. Co., 270 Lafayette St., New 


York, Y.—4 

Angle Steal ‘Stool Con "127 Oak St., Plainwell, Mich, Paper 
cutter tables. 

Atkin, C., & Co., 438 S. Illinois St., Indianapolis, Ind, 


Beck, Ch Chats, Machine Co., 414 N. 13th St., Philadelphia, 


Boston ae and Spey Co., 102 Pear! St., Boston, Mass.— 
4F2, 4F4, 4F 


Brackett Sting Machine Co., 505 Jackson St., Topeka, 


an.—4F 
Cotores Machinery Co., Grand ns: pees 

4F4, » 49... 1 
Pests) : Price Co., “6000 Carnegie ‘Ave., “Cleve- 

land, O.—4F1, 4F3, aF4, 4F6. . 


Mo.—4F2, 4F4. 


Coes, Loring, Co., 72 Coes St., Worcester, Mass —4F4, — 
Corkpak Co., The, 45 South St., Mt. Vernon, N. YAR, 


Covel-Hanchett Co., Big Rapids, Mich.—4F5. 


Detroit Edge Tool Co., 433 Mt. Elliott Ave., Detroit, 


Mich.—4F4 
Dexter Folder Co., Pearl River, N. Y.........++- e500 


Dillon Machine Co., (owned and operated by Emersom 
Mfg. Co.), Lawrence, Mass.—4F8. 


Dissten, Henry & Sons, Ine., Tacony, Philadelphia, Pa— 
, *4FI. 


Doepel, J. E., Co., 626 Race St., Philadelphia, Pa. 
Durbrow & Hearne, 12 Wooster St., New York, N. ¥- 


Ever Ready Machinists, Inc., 137 W. 19th St., New York, 


Y.—4F2, 4F3. 


N. 
Fate-Root-Heath Co., The, Plymouth, 0.—4F5. 


Fuller, E. C., Co., 28 Reade St., New York, N. ¥— 
4F 1. 4F6. ¥4 
Hamilton Mfg. Co., Two Rivers, Wis.—4F2. .... .. . 7418 


Harris Seybold Potter Co., 4510 E. 71st St. ae “Cleve. 
land, O.—4F1, 4F2, 4F4, 4F6. . . ce/indl 

Hickok, W. O., Mfg. Co., Werviabune’ ’Pa—4F5. 

Hudson Industrial Co., 27 E. 22nd St., New York, N. ¥. 

Hudson-Sharp Machine Co. Green Bay, Wis.—4F1. 

Irwin, H. G., Lumber Co., Erie, Pa.—4F2. 

Jacques, John, & Son, 93 Webster St., Worcester, Masa.— 


Jones, Jan James H., Corp., 608 S. Dearborn St., Chicago, H.— 
F6. 


Ill.—4 


4F4, 4F5. 
Kelsey Co., W. A., The, Meriden, Conn.—4F3. 


Kidder Press Co., I "121 B adway, Dover, N. oe 
idder Pre o., Inc. ro y, Na 7h, 


Lester & Wasley Co., Inc., 282 Franklin St., 
Conn.—4F1, 4F7. 


1941 PRINTING EQUIPMENT Engineer Catalog Numbet 













“Inside Front Cover 
Chapman Saw & Knife Inc., 506 S. ‘Broadway, St. Louis, as 


4F3 ee: 
Jorson ‘ carters Co., Inc., 707 8. Dearborn St., Chicago, 7 
4F2, 4 

Kellett Co! The, 525 S. Dearborn St., Chicago, Ill.—4¥%, 7 
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Paper Cutting and Processing — Pressroom 





Loyd, John, Co., 87 Walker St., New York, N. Y.—4F4 
4F5. 
Mole Press Mfg. Co., 944 Dorchester Ave., 6 th 
—4F 1. “ae .81 


| Central Type Foundry, 703 ‘E. ” Mardock ye 
Wichita Kan.—4F3, 4F6. 

& Wilcox Mfg. Co., Middletown, N. Y.—4 
National Cutter Div. of George T. McLauthlin Co., i200 
Fulton §t., Boston, Mass. —4F8, 4F6 ; 
Northwest Type Foundry, 507 S. 4th ‘St., Minneapolis, 


F4. 
one knife Co., The, B. & O. Ry. and Dreman Ave., Cin- 
—4F4. 
pen. Machine Co., 222 Mill St., Rochester, N. Y. 
‘Pavyer Printing Mi achine W orks, 600 'S. Broadway, "St. 


Mo.—4F 
Tore: Gauss, 304 Hudson St., New York, N. Y. Auto- 


Bitrate & & Grinder, Inc., 20 Riverview Rd., Brighton, 


aes. —4F 5. 
el John T., Co., Hyde Park, Mass.—4F1, 4F8. 
, Samuel C., &C o., Inc., 191 Dutton Ave., Buffalo, 


—4F5 
iewres Engineering Co., 299 Marginal St., E. Boston, 


Mass.—4F'1. 
Co., 1949 Fulton St., Chicago, Ill.—4F2. 
faadbere g Mig, & Bro., Inc., 223 Central Ave., 8. W., 
Atlanta, Ga.—4F2, 4F 3. 
Machine Co., Div. Harris Seybold Potter Co., 
13 Washington St., a O.—4F1, 4F2, 4F4, 4F5, ” 
4F6. 


Sharp Tool flere! ce Cc 0., “5401 W. ‘Lake St., ‘Chilean, Ill. — 


ar tar Co. The, 21 W. Pleasant St., Springfield, O.—4F3. 
Sheridan, T. 'W.&C.B., Co., 129 Lafayette St., New York, 


 - 
Sons Saw & Steel Co., 470 Main St., Fitchburg, Mass.— 
al Worden White Co., 1101 1 egiey Rd., one 
Ohio—4F4. . a . 42 


Smith & Winchester Mfg. Co. " The, South ‘Windhen, 
Conn.—4F 1, 4F2, 4F3, 4F6, 4F7 
ny Mfg. Co., The, 9 eumeker St., Hartford, Conn.— 


Senderd Mechy. Co., Mystic, Conn.—4F1, 4F7. 

Tesch Mfg. Co., 2700 S. 19th St. Milwaukee, Wis —4F5. 

Triumph Equipment Engi gineers, 507 S. 4th St. , Minneapolis, 
Minn.—4F3 

Wakefield Machine Co., Wakefield, Mass. Diagonal 
cutting gauges. 

Wapakoneta Machine Co., The, Wapakoneta, teats 
Welsh, C. L., Route C, Ple asantville, N. J—4F5 


PAPER DRILLING AND SLOTTING MA- 
CHINES 
See Bindery 6H. of 


PAPER HANDLING TRUCKS 4D 
4D1 Elevating. 
4D2 Lift. 
4D3 Newsprint Roll. 
4D4 Paper Stock. 
4D5 Skids or Platforms. 


Acme Printing a yr: Co., The, 331 South Clinton St., 
Chicago, Il]—4D4, 4D5. 
All Steel Welded Truck Corp., 1149 Railroad Ave., Rock- 
ford, Ill.—4D2, 4D5. 
Anderson, C.F., & Co., 3225 Calumet Ave., Chicago, Ill. 
4. 





Automatic Transportation Co., 101 W. 87th St., Chicago, 
Ill—4D1, 4D2, 4D3. 

= Machine Works, 437 8. Senate Ave., Indianapolis, 
n 

Cline Electric Mfg. Co., 211 West Wacker maha: 
Chicago, Il1._—4D1, 4D2, 4D3, 4D4, 4D5. . 8-9 


Easton Car & Construction Co., Easton, Pa. —4D1, 4D2. 

Economy Engineering Co., 2641 W. Van Buren St. , Chicago, 
Iil.—4D1, 4D3, 4D4. 

Elwell Parker Electric Co. ee St. Clair Ave., Cleveland, 
O.—4D1, 4D2, 

Hamilton Tool Gon = qT BR” St., Hamilton, 0.—4D1. 

Kohler Brothers, 400 W. Madison St., Chicago, Ill.—4D1, 
4D2, 4D3, 4D4, 4D5. 

Lewis Shepard Co., 227 Walnut St., Watertown, Mass.— 
4D2, 

7g, sw William F., 377 Fourth St., Niagara Falls, 


Minnich Machine Works, Landisville, Pa. 

Norman, William A., 185 N. Wabash Ave., Chicago, III. 
—4D3. 

Nutting Truck Co., Faribault, Minn.—4D4, 

Omaha Folding Machine Co., 2009 Cuming St., Omaha, 
N 


Nev. 

Revolvator Co., 907 State St., North Bergen, N. J—4D2. 

Rotary Lift Co., 1055 Kentucky St., Memphis, Tenn.—4D1, 
4D2, 4D3, 4D4. 

Service Caster & Truck Co., The, Albion, Mich. Paper 
trucks, skids, skid-jacks, dollies, casters, ete-——4D1, 
4D2, 4D3, 4D4, 4D5. 

Thomas Truck & Caster Co., 4003 Mississippi River, 
Keokuk, Iowa—4D3. 

Yale & Towne Mig. Co., 4530 Tacony St., Philadelphia, 
Pa.—4D5. 


PAPER STOCK TRUCKS 
See under Paper Handling Trucks 4D, 





PLATFORMS FOR PAPER 
See under Paper Handling Trucks 4D. 


POWER PAPER CUTTERS 
See under Paper Cutters and Trimmers 4F. 


PRESSES, DIE CUTTING 
See Pressroom 5M. 


PRESSES FOR BALING 
See Waste Paper Balers 8L. 


PUNCHING MACHINES 
See Bindery 6S. 

















R 


REWINDING MACHINES 
See Pressroom 5RR. 
See Bindery 6Z. 








S 





SAFETY GUARDS 4F. 
See Paper Cutters and Trimmers 4F. 


SKIDS FOR PAPER 
See under Paper Handling Trucks 4D. 


SLITTING AND REWINDING MACHINES 
See Pressroom 5RR. 
See Bindery 6Z. 


SLOTTING MACHINES 
See Bindery 6H. 


STICKS, CUTTING 
See under Paper Cutters and Trimmers 4F. 


STIPPLING MACHINES 
See under Deckling, Pebbling and Rough- 
ing Machines 4A. 


ty 


TRIMMERS, AUTOMATIC 
See Paper Cutters and Trimmers 4F. 


TRIMMERS, CONTINUOUS 
See Bindery 6F. 


TRUCKS FOR HANDLING PAPER 
See under Paper Handling Trucks 4D. 









































KEY FOR PRESSRO@M 
INDEX 


6A = Adhesives 
5Al Makeready 
5A2 Splicing 
5A3 Tape Cement 
5B = Agitators, Ink 
Air Conditioning 
See Miscellaneous 8A 
5C Cc Bearings 
5D _—sCBelts, Belting and Tape 
SE —_ Brakes for Presses 
Bronze Powders 
See Inks Pressroom 5W 
5F Bronzing Machines 
5G = Cabinets, Racks and Chairs 
5G1 Chairs 
5G2 Drying Racks 
5G3 Ink Cabinets 
5G4 Makeready Tables 
5G5 Roller Racks 
5G6 Stools and Seats 
5G7 Tool Cabinets 
Chases 
See Composing Room 1F 
5H Chucks (Non-returnable Core) 
5J Conveyors for Magazines and 
Newspapers 
Counters, Dating and Numbering 
Devices 
See Composing Room 1H 
5K Viiting, Creasing and Perforating 


See Composing Room 1X 


- 5L Cylinder and Tympan Packing 


5L1 Blankets 


1941 PRINTING EQUIPMENT Engineer Catalog Number 


P-Double-E Filing System 


5—Pressroom Index 


5L2 Draw Sheets 
5L3 Tympan Paper 
5L4 Underpacking 
5M Die Cutting Presses 
5XX Edition Marker 
5N Embossing Presses and Equip- 
ment 
50 Envelope Making Machinery 
5P Fans, Roller Cooling 
5Q Feeding, Folding and Delivery 
5Q1 Bronzer Feeders and 
Delivery 
5Q2 Circular Letter Folders 
5Q3 Cylinder Press Feeders 
5Q4 Fanfolding Machines 
5Q5 Folding Machines 
5Q6 Job Press Feeders 
5Q7 Magazine Folders 
5Q8 Newspaper Folders 
5Q9 Roll Leaf Feeders 
5Q10 Roll Paper Feeders 
5Q11 Specialty Folders 
5R Flying Pasters for Presses 
Form Trucks 
See Composing Room 1DD 
5S Fountains and Accessories 
581 Agitators 
5S2 Dividers 
583 Fountains 
5S4 Knives 
5S5 Newspaper Color (Portable) 
5S7 Roller Trucks 
5S6 Vibrators 
5T Gauge Pins, Guides and Feeding 
Accessories 
5U Gauges and Testing Instruments 
5U12 Color Fastness to Light 
Testing Machine 


5U11 Contrastometer 
5U1 Durometer 
5U2 Paper 
5U3 Paper Strength and Thick- 
ness Gauges and Paper 
Sheet Scales 
5U4 Plate 
5U10 Press Test Blocks 
5U5_ Roller 
5U6 Scleroscope 
5U7 Stroboscope 
5U8 Tachometer 
5U9 Type High 
5V Heaters and Neutralizers 
- 5V1_ Heaters 
5V2 Neutralizers 
5W __siInks (All Processes) 
5W18 Aniline 
5W1 Bronze Powders 
5W12 Color Process 
5W16 Decalcomania 
5W2 Driers 
5W3 Dry Colors 
5W4 Engravers 
5W19 Fluorescent 
5W15 Gloss 
5W5 Gravure 
5W6 Letterpress 
5W7 Metallic 
5W8 Offset-Lithographic 
5W9 Plate Printing 
5W10 Reducers 
5W11 Specialty 
5W17 Transfer 
5W13 Varnish 
5W14 Water Color 


(Key Continued on Next Page) 
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KEY FOR PRESSROOM INDEX—(Continued from Preceding Page) 


Ink Mills 
Jogger Boxes 
Jogging Machines 


ay Units 
Composing Room 1GG 
Line-Up and Register Tables 
See Composing Room 1P 
Lubricating Equipment and 
Supplies 
Magnifiers and Reducers 
Motors and Controls 
Offset Preventing Equipment 
5EE 1 Spray Guns 
5EE 2 Spray Solutions 
Overlay Systems 
Paper Conditioning 
bee Miscellaneous 8A 
r Lifts and Tiering Machines 
e Paper Cutting and 
Processing 4 
Paper Reels and Tensions (for 
Newspaper and Magazine 
Presses) 
Perforating, Slitting and Scoring 
Attachments 
Plate Mounting Systems 
See Composing Room 1U 
Press Counters 
Press Punches 
See Composing Room 1KK 
5LL Printing Presses 
5LL46 Aniline 
5LL1 Automatic 
5LL2 Bag 
5LL3 Bank Note 
5LL4 Bottle Cap 
5LL5 Card 
5LL6 Carton 
5LL7 Color 
5LL8 Check 
5LL47 Continuous Form 
5LL9 Cylinder 
5LL10 Envelope 
5LL11 Envelope Blank 
5LL12 Fanfold 
5LL13 File Folder 
5LL14 File Form 


5FF 


5HH 


5LL15 Flat Bed 

5LL16 Form Letter 

5LL17 Fruit Stamping 

5LL18 Gravure 

5LL19 Hand 

5LL20 Index Card 

5LL21 Job 

5LL22 Label 

5LL23 Lithographic 

5LL24 Magazine 

5LL44 Makeready 

5LL51 Match Book Cover 

5LL48 Multiple Billing 

5LL25 Newspaper 

5LL26. Offset 

5LL27 Pencil 

5LL45 Photogelatin 

5LL28 Platen 

5LL29 Register Form 

5LL30 Roll Feed 

5LL31 Roll Form 

5LL32 Rotary 

5LL33 Rotogravure 

5LL34 Sales Book 

5LL35 Sheet Feed 

5LL49 Snapout 

5LL36 Specialty 

5LL37 Tag 

5LL38 Tape 

5LL39 Ticket 

5LL40 Tin 

5LL50 Typewriter Ribbon 

Kackinent for Platen 
Presses 

5LL41 Vertical 

5LL42 Web 

5LL43 Wrapper 
Pulleys, Variable Speed 
Pumps (Air and Ink) 
Punches, Press 

See Composing Room 1KK 
Raised Letter Printing Machines 

and Powders 

5MM1 Machines 

5MM2 Supplies 

5MM38 Textile Transfers 


5NN_ Rollers 
5NN1 Composition 
5NN2 Covered 
v4 set-Lithogra 
5NN5 Patent crani 
5NN6 Rubber 
5NN7 Synthetic Resin-Like 


Roller Conditioning Devices 
Rubber Roller Grinding Equipm 


Safety Cans (For Cleani ids 
Wipers and Waste) a 
5QQ_ Safety Guards . 
5RR_ Slitting and Rewinding Equipment 
5WW Supplies 
SWW1 Rotary Press Knives 
5WW2 Slitters 
T: _ age 
ee Mailing and Shippin 
Time Clocks, Recosdant g7 
See Miscellaneous 8J 


Tools 
5TT1 Ink Knives 
5TT2 Makeready and Overlay . 
Knives : 


Transmissions for Presses 


Trucks 

5UU1 Newsprint 

5UU2 Paper Roll 

5UU3 Paper Tiering 

Also see Paper Cutting and 

Processing 4D 

Form 

See Composing Room 1DD 
Form Lifts 

See Composing Room 1DD 
Plate 

See Platemaking 2G 
Type Washes 

See Composing Room 1FF 
Variable Speed Transmissions 
Waste Paper Balers 

See Waste Paper Balers 8L 


Wiping Cloths 


5YY 
500 
5PP 


5ZZ 


5VV 





PRESSROOM EQUIPMENT AND SUPPLIES CROSS-INDEX 


A 


ACCESSORIES FOR FOUNTAINS 
See under Fountains and Accessories 5S. 





ADHESIVES 5A 

5Al Makeready. 

5A2 Splicing. 

5A3 Tape Cement, 
sore Roller Co., 1342 N. Halsted St., Chicago, Ill.— 
gare Type te 200 Elmora Ave., Elizabeth, 
Arabol Mfg. as The, 110 E. 42nd St., New York, N. Y. 
Blaha Brothers Co., 406 Pearl St., New York, N. Y.— 
—— og ei8 “og Mfg. Co., 636 Sherman St., 

Chicago, 111.—5 . 51 
Buckeye Paste ae 270 S. Wall ‘St. ‘Colambien, 0-SAL. 
Econo ig Inc., 59 Halstead St., Rochester, N. Y. 
ree, Hat F. “y Co., 1243 N. 10th St., Milwaukee, 
is.— 

Godfrey Roller Ce, 211 N. Camac St., Philadelphia, Pa. 
Goodrich, The B. F., Co., 434 8. Main St., Akron, O. 
Green’s Paste Works, 2912 §. Salina St., Syracuse, N. Y. 
Hart, William C. Co., 137 Greene St., New York. N. Y. 
Hoyt, Arthur S., Co. Ine., 175 Fifth Ave. , New York, N.Y. 
ideal Roller & Mfg. Co., 2512 W. 24th St., Chicago, Ill.. .36 
Le Page’s, Inc., Gloucester, Mass 
Lox Mfg. Co., 3310 E. 3ist 8t., Kansas City, Mo. 
Maigne, O. J., Co., 356 Pearl St., New York, N. Y.—5A1, 

5A2, 5A3. 
National Adhesi C Corp., 820 Greenwich St., New York, 


N. Y.—5A1, 
Orchard, Roose aN. 429 Wayne St., Detroit, Mich— 


5A2. 
Osgood-Globe Corp., 33 Purchase St., Boston, Mass.— 


Paley Products, Inc., 1770 Canalport Ave Chicago, Il. 
Stripfounders, 512 Sherman St., Chicago, Ill. 
Union Rubber & Asbestos Co., 232 Allen mn Bt, Trenton, N. J. 


ert & Sons, 900 N. oe Ave., Chicago, 
ii.—5Al. s .184 and Inside Back Cover 


Witiaon Glue & Gum Works, 2327 W. 18th St., Chicago, 
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Inside Back Cover, Dec. 


AGITATORS FOR FOUNTAINS 
See under Fountains and Accessories 5S. 


BAG PFANTING PRESSES 
See under Printing Presses 5LL. 








AGITATORS, INK 5B 
— Type Founders, 200 Elmora Ave., Elizabeth, 

. Inside Back Cover, Dec. 
Poet c. B., & Sens Co. ; Westerly, R. Bess . 44-45-46 


Cpe, Wm., Inc., 78 Roebling St., " Brooklyn, 


Margot Mfg. Co., 82 Beekman St., New York, N. Y. 

bas st gga Co., 3818 Laclede St., St. ‘Louis, 
6 

Read Machinery Co., York, Pa. 





AIR AND INK PUMPS 
See Pumps 5JJ. 





AIR CONDITIONING 
See Miscellaneous 8A. 





ANILINE PRESSES 
See under Printing Presses 5LL. 





ANTI-OFFSET EQUIPMENT 
See Offset Printing Equipment 5EE. 





ATTACHMENTS FOR PERFORATING, SLIT- 


TING AND SCORING 
See Perforating, Slitting and Scoring 5FF. 





AUTOMATIC PASTERS 
See Flying Pasters 5R. 





AUTOMATIC PRINTING PRESSES 
See under Printing Presses 5LL. 





B 


BAG MAKING MACHINERY 
See Miscellaneous 8C. 





BALING MACHINES 
See Waste Paper Balers 8L. 





BANK NOTE PRINTING PRESSES 
See under Printing Presses 5LL. 





BEARINGS 5C 


Begrings Industries Corp., The, 1834 Broadway, New 
ork, N. 
Bantam pag Ceerstay, 3702 West Sample St. 
outh 
Boowd pom t Oil-less Bearing Co., Lincoln Blvd., Bound 
TOO) N. 
Johnson Bronze Co., 910 S. Mill St., Newcastle, Pa. 
Knowlton, M. D., Co., 28 Industrial St., Rochester, N N.Y. 
Link-Belt- Co., 307 N. Michigan Ave., ” Chicago, iu.” 
Norma-Hoffman Bearings Corp., Stamford, Conn... -) 
SKF Industries, Inc., Front St. and Erie Ave., Pil 
delphia, Pa.. . 4 
Timken Roller Bearing Co., ‘The, Canton, 0. 8 





BELTS, BELTING AND TAPE 5D 
5D1 Belts and Belting. 
5D2 Web Kho @ 
5D3 Web and Rubberized Tape. 
5D4 Rubberized Tape. 


American Type Founders, 200 Elmora Ave., Elizabeth, 
bie. "Inside Back Cover, 


sind Webbing "Pawteshet: a I.—5D2. 
Brown, Arthur G43 Co. Tilton, N . H—5D2. 
Cling-Surface Co., 1032 Niagara St., Buffalo, N. Y.—sD1. 
Cli par Bait Ie Lacer Co., 974 Front Ave., N. W., Grand 
pi 

Durbrow & Hearne, 12 Wooster St., New York, N.Y. 
Fuller, E. C., Co., 28 Reade St., New York, N. y'—5D2. 
Gilmer, L. H., Co., Tacony, Philadelphia, "Pa. 
Goodrich, B. F., Co. , 434 S. Main St., Akron, O. 
Hope Webbing Co., ’ Providence, R. —5Di1, §D2. 
Manhattan Rubber Mfg. . of Raybestos-Man 

Inc., Passaic, N. J—5D 
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uipment Co., The, Erie Bldg., Cleve- 
Baiate OL Ene. 5D3, 5D4. 
Sarid E., & Sons, 35 N. Sixth St., Philadelphia, Pa. 


Boskoo! Mfg. Co., 1801 English Ave., Indianapolis, Ind. 


Middletown, Conn.—5D3. 


ile ~ (09 E. 22nd St., New York, N. Y.—5D1, 


: Ton Tes Corp, 1 
cs fr Dal il Tate Belting Co., 53 Park Place, New 
York, N 





OUNTAIN 
ee rcnntains and Accessories 5S. 





S : 
_ el Cylinder and Tympan Packing 


a ———_— 
RS (PORTABLE CLEANING) 
Be Compoeing Room 1D. 
ee 
E CAP PRINTING PRESSES 
See under Printing Presses 5LL. 
a 
KES, JOGGER 
. — Jogger Boxes 5Y. 


hires 
BRAKES FOR PRESSES 5E 


American T oa sae 200 Elmora Ave., Elizabeth, 
N. J... ‘ig Inside Back Cover, Dec. 

















ONZE POWDERS 
tes under Inks 5W. 





INZER FEEDERS AND DELIVERY 
ee under Feeding, Folding and Delivery 50. 





| Ss BRONZING MACHINES 5F 
"Christensen Machine Co., The, 100 Fourth St., Racine, 


Wis. 
Columbia Printing Machinery Corp., 377 Broadway, New 


ton Lang Mfg. Co., Div. pres Printing Ink Corp., 
100 Sixth Ave., New York, N ¥: 
eet, C.B., Mfg. Co., 299 W. Mineral St., Milwaukee, 


an Press Co., 121 Broadway, Dover, N. H. 
Rutherford Machinery Co., Div. General Printing Ink 
Corp., 100 Sixth Ave., New York, N. Y. 





C 


~ CABINETS, RACKS AND CHAIRS 5G 


5G1 Chairs. 
§G2 Drying Racks. 
5G3 Ink Cabinets. 
5G4 Makeready Tables. 
5G5 Roller Racks. 
5G6 Stools and Seats. 
* 5G7 Tool Cabinets. 
Acme erating Appliance Co., The, 333 South Clinton St., 
Chicago, Ii].—5G2. 
_. Allied Steel Equipment Co., Lapeer, Mich.—5G1. 
American Type Founders, 200 Elmora Ave., Elizabeth, 
N.J.—5G1, 5G2, 5G3, 5G4, 5G5, 5G6, 5G7. . Inside Back 
Cover, Dec. 





Angle Steel Stool Co., ad. Oak St., Plainwell, Mich.— 
5G1, 5G3, 5G5, 5G6, 


Becker-Kowalick 'Co., iris Hubbard St., Chicago, Iil. 


Bayer Mis. Co, Co., Division of Republic Steel Corp., Canton, 

— Machinery Co., Grand Haven, Mich.—5G3, 

Ooi Co., “The, Rows and Carthage ‘Ave, Bo. 
Hamilton Mfg. Co., Two Rivers, Wis.—5G1, 5G2, 5G3, 
§G4, 5G6, 5G7. F . 74-75 
Hobart Cabinet Co. ees oy, ‘Ohio. 

International Engineering Works, Waverly St., Framing- 

Mass.—5G1, 5G6. 

Kewaunee Mfg. Co., Metal Div., Adrian, Mich.—5G6. 
Kinzie & Merrick Mfg. Co., The, 1214 S. 3rd St., Min- 
neapolis, Minn.—5G5. 

pee Litho Supply Co., 1623 John St., Cincinnati, O. 


»  Make-Ready Sales Co., Wellesley, Mass. 5G4. 
= Maxson Automatic Machinery Co., Westerly, R. I.—5G2. 
, yam F.B., Co., 112 8. Sangamon St., Chicago, Ill. 


Rouse, H.'B., & Co., 2216 N. Wayne Ave., peuens ae 
, 666... “ nae 


Thompeon Cabinet Co. qty Mich. 

ee Furniture Co., The, 1100 Hastings St., 
‘oledo, 

Universal Fixture Co., 133 W. 23rd St., New York, N. Y. 





CANS, SAFETY 
See Safety Cans 5PP. 


% CARD PRINTING PRESSES 
See under Printing Presses 5LL. 


CARTON PRINTING PRESSES 
See under Printing Presses 5LL. 


_ CEMENT FOR TAPES 
See under Adhesives 5A. 
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CHAIRS, CABINETS AND RACKS 
See under Cabinets, Racks and Chairs 5G. 





CHASES 
See Composing Room IF. 





CHECK PRINTING PRESSES 
See under Printing Presses 5LL. 





CHUCKS (NON-RETURNABLE CORE) 5H 





CIRCULAR LETTER FOLDERS 
See under Feeding, Folding and Delivery 50. 





CLEANING BLOWERS, PORTABLE 
See Composing Room 1D. 





CLEANING FLUID = ghadad | CANS 
See Safety Cans 5PP 





CLOTHS, WIPING 
See Wiping Cloths 5VV. 





ae TASTNERe TO LIGHT TESTING 
See og Gauges and Testing Instruments 





COLOR FOUNTAINS, PORTABLE NEWS- 
PAPER 


See under Fountains and Accessories 5S. 





COLOR PRINTING PRESSES 
See under Printing Presses 5LL. 





me REGISTER TESTERS, STROBO- 


— _ Gauges and Testing Instruments 





COMPOSITION ROLLERS 
See under Rollers 5NN. 





COMPOUND FOR SPLICING 
See under Adhesives 5A. 





CONTINUOUS FORM PRESSES 
See under Printing Presses 5LL. 





CONTRASTOMETER 
—_ 1 pa Gauges and Testing Instruments 





CONTROLS AND MOTORS 
See Motors and Controls 5CC. 





CONTROLS FOR PRESSES 
See Transmissions for Presses 5SS. 





CONVEYORS FOR MAGAZINES AND NEWS- 
PAPERS 5J 


ba Electric Mig. Co., 211 W. Wacker Drive, drsarnecss 


Bn ‘eas 542 N. ‘12th St., Milweukes, Wis. 

Jampol, The, Co., 798 61st St., Brooklyn, N. Y. 

Lamson, The, Co., 250 Lamson St., Syracuse, N. Y. 

Wood Newspaper mrgesred ; 501 Fifth Ave., New 
York, N. Y... .14-1 

* & Towne Mfa. Co., 4530 ‘Sailr St., “Phil adelphis, 
a. 





COOLING FANS FOR ROLLERS 
See Fans 5P. 





COUNTERS, DATING AND NUMBERING 
DEVICES 


See Composing Room iH. 





COUNTERS FOR PRESSES 
See Press Counters 5HH. 





COVERED ROLLERS 
See under Rollers 5NN. 





ee CUTTING AND PERFORATING 
R 
See Composing Room 1X. 





rt a CREASING AND PERFORATING 
RULE 
See Composing Room 1X. 





CYLINDER AND TYMPAN PACKING 5L 


5L1 Blankets. 

5L2 Draw Sheets. 
5L3 Tympan Paper. 
5L4 Underpacking. 


Acme _—_ Blanket Co., 160 N. Wells St., Chicago, Ill. 
5L2, 5L 


4. 
Arne Felt Co., 315 Fourth Ave., New York, N. Y. 
5 


American Publishers Supply o. P. 0. Box 131, West 
4.. . 94-95 


Lynn, Mass.—5L1, 5b 
— 4 cree 200 Elmora ‘Ave., "Elizabeth, 
. J—5L1 


. Inside Back Cover, Dec. 
Bi Diced H., & Co., 204 Puschess St., Boston, Mass. 
— Als 


1. 
Carborundum Co., The, Niagara Falls, N. Y.—5L2. 


Catalog Number 


Comsieiael Blanket Co., 168 Forsythe St., 8. W., Atlanta, 
Omeeg3 Paper Co., 2400 Lake Shore Dr., Muskegon, Mich. 
ss E. C., 3630 Bloomington Ave., Minneapolis, Minn. 


1. 
Corkpak Co., The, 45 South St., Mt. Vernon, N. Y.— 
5L1, 512, 5L3, 5 5LA. 
Cromwell Hm Co., hae 4801 S. Whipple St., Chicago, 


Til.—5L 
Disston, Henry, & mgd Philadelphia, Late g 
Doyle, ‘The J. E., ae 6th St., Cleveland, O 
ar x Yeap Press Co., ave Creek, a. 
1,513. . » 65 


eerie row & Taian: 2 Wooster St., Mew York, N 
FitaPatrick Felt Mfg. Co., 1971 E. 79th St., Cnvelend, 


—5L1. 
Frasier Froceans Inc., 728 8. Dearborn St., Chicago, I11.— 
Goodyear | Te ete & Rubber Co., 1144 E. Market St., Akron, 
Goss Printing ae Co., Lyons 1535 S. Paulina ©, 
Chicago, 111.—5L1, 5L4.. pe 
a a PY W. & Sons, tie 505 Fifth hivks New York, 


tedeaetionel Newspaper Supply Co., 75 West St., New 
RS. ae ao 5L2, ane oA é ‘ 
aywal -Fleming, Inc., oboken Road, Carlstad 
J—5L4. 


New land Newspaper Supply Co., 164 F: 
arene Mass.—5L1, 5L2, 5L3, 5L4.. vena: See. 


Paterson Parchment Paper Co., Bristol, Pa. ~ 512, 513. 
i = Supply Corp., 1142 Maple Ave., Los Angeles, 


Pagid pon Co., Angee Federal St., oom. Ml. i 


Rie Paper Gorn! 342 Madison ye New York, N. YH 


Boot, Walter, & Co., South Ave., Plainfield, N. J.—5L1, 
Smith, Dudley S., 504 Bulletin Bldg., Philadelphia, Pa.— 


Rays a aa 9: - peng Ste, Los mages: 
Calif. ... 1-2-3-4 


Tingue, ‘Brown & Co. T14E. 2d St, , New York, ;. Y. a 


—5L1, 5L2, 5L3, 5L4.. 
Triplet Gaugc; 1 Dover St., Mew York, N. ‘Y—s23. 


bie Pt nce Supply Co., Bellmore, N. Y.—5L1, 


United States Rubber Products, Inc., 1790 Broadway, 
New York, N. Y.—5L4, 

Vulcan Proofing Lg b~? peatetieses sphere 
N. Y.—5L1, naL2, 8L3, 5L4. . 4 . 49 





CYLINDER PRESS FEEDERS 
See under Feeding, Folding and Delivery 5Q. 





CYLINDER PRINTING PRESSES 
See under Printing Presses 5LL. 





D 
DATING, COUNTING AND 
DEVICES 
See Composing Room 1H. 





NUMBERING 





DECALCOMANIA INK 
See under Ink 5W. 


DELIVERY, FEEDING AND FOLDING 
See under Feeding, Folding and Delivery 5Q. 








DESKS, FOREMEN’S 
See under Cabinets, Racks and Chairs 5G, 


DIE CUTTING PRESSES 5M 
Altair Machinery Corp., 55 Vandam St., New York, N. Y. 


— Type Founders, 200 Elmora Ave., Elizabeth, 
. Inside Back Cover, Dec. 


Babi Printing Prees Combes 38 Pequot St., New London, 


Bathrick & Palmer Machine Co., 1317 Princeton St., 
Elkhart, Ind. 
Brandtjen & Kluge, Inc., Como at Gaultier se St. Paul, 
Pee iiss . 52-53 
Bestel \ Harry W., ‘Co., 430 N. ‘Howard St., Gas Prnneiani 
all 
Chandler & Price Co., 6000 oer Ave., Cleveland, 
O.. Inside Front Cover 


Columbia Printine Moby. Com. 377 Rreidioay: New York, 


ken, & Sons Co. | Westerly, R. 1. . .44-45-46 

Exgello Machine Co., 1243 Madison hve a E,, Grand 
pids 

Fort Stanwix Mfg. Co., 683 Webster St., Rome, N. Y. 


ba =~ Se cena Potter Co., 4510 E. abet ~~ 





Heidelberg Printing ‘Mediineay ‘Gass. "908 E. ‘ox 8t., 
New York 
Hobbs Mfg. Co., 26 Salisbury St., Worcester 
Hollingsworth William, Machine Co., 227 eet lane St., 
Baltimore, 
fy amt John < ‘Son, 93 Webster St., Worcester, Mass. 
dder Press Co., Inc., 121 Broadway, Dover, N. H. 
Leone & Wasle: Co., Norwich, 
—- Brothers Co., 3154 W. Burleigh St., Milwaukee, 
is 
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Loyd, Jchn, ag 87 Walker St., New York, N. Y. 

Loyster, ames A., Cazenovia, N. Y. 

Miehle Printing Press & Mfg. Co., 14th St. & S. Damen 
Ave., Chicago, | Bees. . -40A, 40 

Miller ing Machines’ Co., “W017 Reedsdale St., 
Pittsburgh. 

Potdevin Machine Co., 1234-38th St., Brooklyn N. Y. 

fi +g Machinery Co., 436 Commercial Sq., Cincinnati, 


Richards, J. A., Co., Kalamazoo, Mich.. aoe tics So 


Robinson, John T., Co., Hyde Park, Mikes. 
or Machine Co., 376 W. Main St., Benton Harbor, 


sae Walter, & Co., South Ave., Plainfield, N. J. 
Machine Co., Div. Harris Seybold Potter Co., 

3 Washington St., Dayton, O A 
Smith & Winchester Mfg. Co., The, South Windham, Conk. 
Standard —horrin Co., The, Mystic, Conn. 
Thomson-National Press 'Co., "Dean Ave., Franklin, Mass. 
—" Printing Mchy. Co., 430 8. Green St., Chicago, 





DIVIDERS FOR FOUNTAINS 
See under Fountains and Accessories 5S. 





DRAW SHEETS 
See under Cylinder and Tympan Packing 





DRIERS FOR INKS 
See under Inks 5W. 





DRIVES FOR PRINTING PRESSES 
See 5CC and 5SS. 





DRY COLORS FOR INKS 
See under Inks 5W. 





DRYING RACKS 
See Cabinets, Racks and Chairs 5G. 





DUROMETERS 
ve * gamiges Gauges and Testing Instruments 





E 


EDITION MARKER 5WW 


ELECTRIC EYE 
ee oo Gauges and Testing Instruments 











ELECTRIC NEUTRALIZERS 
See under Heaters and Neutralizers 5V. 


ELIMINATORS, STATIC 
See under Heaters and Neutralizers 5V. 
EMBOSSING PRESSES AND EQUIPMENT 5N 


Ackerman-Gould Corp., 92 Bleecker St., New York, N. Y. 
Acme Electric Heating Co., 1217 Washington St., Boston, 


Mass. 
Altair Machinery Corp., 55 Vandam St., New York, N. Y. 
— Type rete. 200 Eimora Ave., Elizabeth, 








. Inside Back Cover, Dec. 


eran a i Kluge, tne. ‘Como at Gaultier St., St. Paul, 

Chandler & Price Co. , The, 6000 Carnegie Ave., -Cleve- 
land, Ohio. . “Inside Front Cover 

Columbia Printing ‘Siedety. Giek, 377 Broadway, 
New York; N 

Fuller, E. C.. Go. "28 Reade St., New York, N. Y. 

Griffin, C Campbell, "Hayes, Walsh, Inc., 50 E. 21st St., New 
York, N. 

Harris “Ue Potter Co., 4510 E. 7ist St., Cleve- 
land, O. . ....4, Dec, 

Olney Machine Works, 5319 N. ‘ond St., Philadelphia, Pa. 

Olsen Mark Corp., 124 White St. oe New York, N. Y. 

Peerless Roll Leaf Co., Inc., 4511 New York Ave., Union 


City, N. J. 
Roovers Bros., Inc., 3611 14th Ave., Brooklyn, N. Y. 


Seybold Machine Co., Div. Harris Seybold Potter puis 
813 Washington St., Dayton, O...... Ry 

yet: T. W. & C. B., Co., 135 Lafayette St., 
or’ 

6 Gold Stamping Press Co., 425 Fourth Ave., New 
or’ 

Standard Machinery Co., The, Mystic, Conn. 

Thomson-National Press Co., Dean Ave., Franklin, Mass. 

Waldron, John, Corp., New "Brunswick, 'N. J 


ENGRAVER’S INKS 
See under Inks 5W. 


ENVELOPE BLANK PRESSES 
See under Printing Presses 5LL. 


ENVELOPE MAKING MACHINERY 50 


Hudson-Sharp Machine Co., Green Bay, Wis. 

gers Paper Box Machine Co., 315 Main &t., 
Nashua, 

 ' & "Wastes Co., Inc., 282 Franklin St., Norwich, 


Con: 
Staude, E. G., Mfg. Co., 2675 University Ave., St. Paul, 
Minn. 


New 














ENVELOPE PRINTING PRESSES 
See under Printing Presses 5LL. 
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FANFOLD MACHINES 
See under Feeding, Folding and Delivery 5Q. 





FANFOLD PRINTING PRESSES 
See under Printing Presses 5LL. 





FANS, ROLLER COOLING 5P 


American Type duns 200 Elmora Ave., Elizabeth, 
AP ie ‘ . Inside Back Cover, Dec. 


ha H. B.,& Co., 2216 N. Wayne Ave., Chicago, Ill.. .39 


bat gd Electric Corp., 6400 Plymouth Ave., St. Louis, 
0. 





FEEDING ACCESSORIES AND GAUGE PINS 
See Gauge Pins 5T 





FEEDING, FOLDING AND DELIVERY 5Q 
501 Bronzer Feeders and Delivery. 
502 Circular Letter Folders. 
503 Cylinder Press Feeders. 
504 Fanfold Machines. 
505. Folding Machines. 
506 Job Press Feeders. 
507 Magazine Folders. 
508 Newspaper Folders. 
509 Roll Leaf Feeders. 
5010 Roll Paper Feeders. 
5Q11 Specialty Folders. 
sg ne Type Founders, 200 E!mora 380 es 
J.—5Q1, 5Q2, 5Q3, 505, 5Q6, 5Q8, 5 “Inside 
Beck ‘jn Dec. 


Anderson, C. F., & Co., 3225 Calumet Ave., Chicago, II. 
—5Q5. 
wy td Associates, 176 Federal St., Boston, Mass.—5Q3, 
11. 
— Russell Ernest, 615 Chestnut St., Philadelphia, 
5Q5 


a.—oWd. 
Beall, Jack, Vertical Service, 705 8. Dearborn St., Chicago, 
Berry ' Machine Co., 716 N. 1st St., St. Louis, Mo.—5Q11. 
Brandtjen & Kluge, Inc., Como at Gaultier Sts., St. 
Paul, Minn.—5Q6. . .52-53 
— Folding Machine ins ‘301 E. ‘18th St., Erie, Pa.— 


ceo Bros. Co., 52nd & Media Sts., Philadelphia, Pa. 
—5Q3, 5Q5, 5Q11 

Chandler & Price Co., The, 6000 Carnegie Ave., Cleve- 
land, Ohio. . ee . Inside Front Cover 


Chicago Lino-Tabler Co. 53 W. Siiie Blvd., Chicago, 
Ill.—Universa! Automatic Jogging Register Table for 
Miehle Vertical. 

Chicago Printers Machinery Works, 609 W. Lake St., 
Chicago, Til. 

Christensen Machine Co., The, 100 Fourth St., Racine, 
Wis.—5Q1, 5Q3, 5Q5. 

Cottrell, C. B., & Sons Co., Westerly, R.1...... . 44-45-46 

Davidson Mfg. Corp., 1020 W. Adams St., Chicago, III. 
—5Q3, 5Q5, 56, 5Q11. 

Dexter Folder Co., Pearl River, N. ¥ —5Q1, ot 
503, 504, 505, 506, 5Q7, 508, 5Q11 58 

Dillon Machine Co., (owned and ipieated by the Mamaia 
Mfg. Co.), are Mass.—5Q5. 

Doyle, The J. E 1220 W. 6th St., Cleveland, O. 

Ever Ready Meghinvets, Inc., 137 W. 19th St., New York, 


Griffin, Campbell Hayes, Walsh, Inc., 50 East 21st St., 
New York, 5Q9. 

Hollingsworth, ‘Willian, Machine Co., 227 Holliday St., 

Chicago, Ill.—5Q/7, 


Baltimore, Md.—5Q1. 
Kohler Bros., 400 W. Madison St., 


5Q11. 

Liberty Folder Co., Sidney, O.—5Q3, 5Q5. 

Lindbladh Corp., The, 40 Court St., Boston, Mass.—5Q11 

McAdams, John, & Sons, 20 Knight St., Norwalk, Conn. 

Maxson Automatic Machinery Co., Westerly, R. L.— 
Delivery for high-speed presses, counting and marking 
machines. 

Mentges Folder Co., Sidney, O.—5Q5, 5Q8. 

Motter’s, Geo. F., Sons, York, Pa. ts 5Q8. 

Nagel- -Ryan Mig. Co., Inc., 4363 Woodward Ave., 

ic 

Nelson, C. i & Co., 720 S. Dearborn St., 
1l.—5Q11. 

New Era Miz. Co., "375 Eleventh Avee., “Paterson, N. J. 

Omaha — Machine Co., 2009 Cuming St., Omaha, 
Neb.—5Q?, 5Q8. 

Peerless be ‘eat Co., Inc., 4511 New York Ave., Union 

ity, } © 

Potdevin Machine Co., 1234 38th St., Et i, & 

Paper Converting Machine Co., Green B ay, Wis.—5Q10. 

Printing Press Extension Delivery Co., 447 W. 40th St., 
New York, N. 

Revolvator Co., 907 State St., North Bergen, N. J.—5Q3. 


Rouse, H. B., & Shy 2216 N. sensed Ave., ane. 
itt.—5Q1. . ..39 


Royal 


Chisel, 
.82 


Specialty ketemehin Shine Co., ‘200° Beton ya 
Medford, Mass.—5Q11. 

Specialty Printing Equipment Co., 1617 Vandalia St., 
Cincinnati, Ohio—Transfer table for Miehle Vertical 


press. 

we Wty 710 W. Jackson Blvd., Chicago, Il].—5Q3, 
5Q5, 5 

Struthers-Dunn, ee 1315 Cherry St., Philadelphia, Pa., 
Electric Eye ‘Counter. 

Verrinder, E. A., 827 Alvarado St., Redlands, Calif. Trans- 
fer table for Miehle Vertical press. 

‘ gre Mchy. Co., 430 8. Green St., Chicago, 

—5Q7. 


1941 PRINTING 


Wihes Me Corp., 28 W. 23rd St., New York, N. 


Wilson, C. B., & Co., 7302 Bell Ave., Chicago, Ti, 


Wood Newspaper cguacond Corporation, 
N. J.—5Q7, 508. ets 





FILE FOLDER PRINTING PRESSES 
See under Printing Presses 5LL, 





FILE FORM PRINTING PRESSES 
See under Printing Presses 5LL. 





FLAT BED PRINTING PRESSES 
See under een Presses 5LL, 





FLYING PASTERS FOR PRESSES 5R 

Cline Electric _- Co., 2t1 West ne 3 
cago, Ill... Dr hi 

Goss heage Prose Co., , The, 1 1535 s. - Pa 
> il pice ut, 


aie Sian 400 W. ‘Million St. | Chiesa a 


Wood Newspaper aan Corp. ©. as Bp: 
New York, N. Y.. poe VA 





FOLDERS, LETTER : 
See under Feeding, Folding and Delivery 50, f 





FOLDING, FEEDING AND DELIVERY 
See under Feeding, Folding and Delivery 59, 





FOREMEN’S DESKS 5G 
See under Cabinets, Racks and Chairs 5G, 
se ean) Le 
FORM LETTER PRINTING PRESSES 
See under Printing Presses 5LL. 





FORM LIFTS 
See Composing Room 1DD 





F ORM TRUCKS 

See under Composing Room 1DD 
FORM Ww ASHES 

See Composing Room 1FF 


FOUNTAINS AND ACCESSORIES 5S 
5S1 Agitators. 
5S2 Dividers. 
5S3 Fountains. 
Blades. 
$5 Newspaper Color (Portable). 
$7 Roller Trucks. 
Vibrators. 
Acme Printing Appliance Co., 
Chicago, I].—5S2, 586, 587. 
American Type Founders, 200 Elmora Ave., Eli 
N. J.—5S1, 5S2, 5S3, 584, 586, 5S7. .. ... inside 











The, 333 S. Clinton Bt, 


aes neeetinary Co., Grand Bs te Mich.— 


Coes, Lesiae: re 72 Cone St., " Woreestie; Mass.—584, 

Disston, Henry, & Sons, Tacony, Philadelphia, Pa.—bS4. — 

Doyle, The J. E. “On: 1220 W. 6th St., Cleveland, 0.—586. 

Flinker Ink Divider Co. 711 Fourth National Bank Bldg., 
Cincinnati, O.—5S2. 

Gegenheimer, William, Inc., 78 Roebling St., Brooklyn, 
N. Y.—5S1, 586. 

Goss Printing Press Co., The, 1535 S. Paulina St., 
Chicago, Il.—5S1, 5S5. : 

bg re Arts Accessories, 308 Masques Bldg, Det 
Mich Z 


Hoe, R., & Co., 910 E. 138th St., New York, N. ¥— 
5$5 98-991 


Mergack Mfg. Co., 82 Sckeom St., ‘Sane York, N, YL 
McKinley Litho Supply Co., 16 23 John St., Cincinnati, 
Ohio—5S6. 

Midwest Printers Supply Co., Inc., 139 East Third St., 
Cincinnati, O.—5i : 
Morgan Expansion Roller Truck Co., P. O. Box 216, 

Hollywood, Calif.—5S7. ; 
Northwest Type Foundry, 507 S. 4th St., Minneapolis, 
inn.—583 
a Kaha Co., 3818 Laclede Ave., St. Louis, 
Mo.—5 
Page, Robert R., 225 E. 24th St., Pal York, N. Y.—582, 
Read Machinery Co., Inc., York, Pa.—5S1. 
Russel] Supply Co., Inc., 47 West ‘St., New York, N. ¥. 
San Antonio Roller Works, San Antonio, Tex. 
Specialty Printing Equipment Co., 1617 Vandalia St, 
Cincinnati, Ohio. 


Triumph Equipment Engineers, 507 S. 4th St., Minneapolis, 
Minn.—583. 


Vandercook & om 900 N. —— Ave., C' 
Hl. ees . 184 and | inside Back pent Cole 


Welsh, C. L., es C. ‘Pleseantville, N. J. 


FRUIT STAMPING PRESSES 
See under Printing Presses 5LL17 


FURNITURE AND REGLET 
See under Composing Room 1L. 
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GAS SHEET HEATERS 
See under Heaters and Neutralizers 5V. 
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‘GAUGE PINS; GUIDES AND FEEDING AC- 


- American , 200 Elmora Ave., Elizabeth, 
N. J.. 1 ede . Inside Back Cover, Dec. 


Automatic te Register Guide “Co. 3921 Seventh Ave., S., 


Ala 
ti al Service, 705 S. Dearborn St., Chicago, 
Beall 6 eral transfer table. 
n Machine Co., 61 Poplar St., Brooklyn, N. Y. 
Casper Gripper Co., The, Erie Bldg., Cleveland, 0. 
Lino-Tabler Co., ee W. Jackson Blvd., Chicago, 
Vertical transfer table 
at wee 3630 Bloomington Ave., Minneapolis, Minn. 
-| grippers for patent base on platen presses. 
Doyle, The he J. E., Co., Raa AoG 6th St., Cleveland, O.— 
| transfer table 
cage rs esos 308 Marquette Bldg., Detroit, 


| 









Graphi Laboratories, 201 N. Wells St., ee. Ill. 
nga R., Con, 4024 Brandywine St., N. W., Wash- 


es 


ue Specialties Co., 6551 N. 18th St., Philadel- 


all 


"The Edward L., Co., 761 Atlantic Ave., Brooklyn, 
: Expansion Roller Truck Co., P. O. Box 216, 
— oe Foundry, 507 S. 4th St., Minneapolis, 
Pati "Machinery Co., 436 Commercial Sq., Cincinnati, 


Bes Bisbe Quoin Co., 122 N. Lamon Ave., Chicago, III. 
Beals Printing Equipment Co., 1617 Vandalia St., Cin- 
a ti, 0., Miehle Vertical transfer table. 

= Stiles oe Charice L., 64 Hanford St., Columbus, O. 

Sa Strait, H. H., 9510 Milton Ave., Overland, Mo. 

| a Verrinder, E. A., 827 Alvarado ’St., Redlands, Calif. 

“3 & Welsh, C. L., Route C, Pleasantville, N. J. 

@ Western Roller & Mfg. Co., 1716 Arapahoe St., Denver, 


Colo. 


GAUGES AND TESTING INSTRUMENTS 5U 
§U12 Color Fastness to Light (Fadometer). 
5U11 Contrastometer. 
5U1 Durometer. 
5U2 Paper. 

i .5U3 Paper Strength and Thickness Gauges 

ae and Paper Sheet Scales. 

— a 5U4 Plate. 


Lie ee, & 








a 5U10 Press Test Blocks. 
—_—- 5U5 Roller Setting. 
net 7a 4 5U6 Scleroscope. 


§U7 Stroboscope. 
5U8 Tachometer. 
5U9 Type High. 
American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—5U4, 5U9, 5U10. . Inside Back Cover, Dec. 


Amthor Testing Instrument Co., ‘Sie 10 Leo Pl., Brooklyn, 
Ashcroft American Gauge Div. Manning, Maxwell & Moore, 
Inc., 11 Elias St., Bridgeport, Conn.—5U3. 
os Pm pene Devices Co., 361 W. Superior St., Chicago, 
12 
oe Mfg. Co., 177 Osborne St., Bridgeport, Conn. 
ae Mfg. Co., 64 Fernwood Drive, Dayton, 0.— 


5U4 
Brown & Sharpe Mfg. Co., Providence, R. I.—5U2. 
Cameron Machine Co., 61 Poplar St., Brooklyn, N. Y. 


—.” paeins Co., Grand Haven, Mich.— a 


tg 


— tes. 62 Outwates Leta: Garfield, N. J. 507. 
C. B., & Sons Co., Claybourn Div., Milwau- 

kee, Wis. —5U2, 5U3, 5U4, 5U9, 5U10. . 44-45-46 

—— Lineup Table Corp., 49 River ‘St., “Waltham, 


apr Mfg. Co., 1925 N. Buffum St., Milwaukee, Wis.— 


isk Tess Equipment Co., 4021-19th St., N. E., Wash- 
ington, D. C.—5U5. 
Beono Products, Inc., 59 Halstead St., Rochester, N. Y. 


Electron Co., Inc., 8 Varick St., New York, N. Y.—5U7. 
Esterline-Angus Co., The, P. O. Box 596, Indianapolis, Ind. 
Federal Products Corp., 1144 Eddy St.. Providence, R. I. 
Gaebel, Arthur H., 75 West St., New York, N. Y—5U11. 
cared Electric Co., 1 River Rd., Sinan, N. oF 
Sasa Radio ‘Os. "30 State St., ( eererrtag ‘Seal —5U7. 
Goss Printing Press Co., The, 1535 S. Paulina St., 

Chicago, Ill... ee ..21 
Kemper, Robert E., North Chatham, N. Y. 


Ia Motte Chemical Products Co., McCormick Bldg., 
Baltimore, Md. 
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in Rule Co. , Saginaw, Mich.—5U3. 

Macbeth Arc Lamp Co., 875 N. 28th St., Philadelphia, 
Pa. Color fastness to ‘light testing machine—5U 12. 
-&L, Typesetting & Electrotyping Co., 4001 Ravenswood 
Ave., Chicago, I!].—5U10. 


n Automatic Mchy. Co., Westerly, R. I.—Sheet size 


Perkins, B. F., & Son, Inc., Holyoke, Mass.—5U2. 
F. 4 Pioneer Mfg. Co., 1212 Jackson St., Toledo, Ohio. .. .. ..69 
a 3 ee Machine Co., 12834—38th St., Brooklyn, N. 'Y. -- 


: Re Quin Co., The, 122 N. Lamon Ave., Chicago, Ill. 
a Bo Bah & Wiehe Mfg. Co., So. nines, Conn.—5U7. 








le a ctarrets, ryrhe L 8 Co., Athol, Mass.—5U 
fg OR arn 
4 q ricoh “ as Corporation, 1826 Blvient Pkwy., 
4 & romberg Motorscope Corp., 2701 Belmont Ave., Chicago, 


4 a Te Farman Co., 111 Goudry St., North Tonawanda, 





i Machines, Inc., 460 W. 34th St., New York, N. Y. 


5U3. 
Toledo Scale Co., Toledo, O.—5U2. 
Triplet Gauge, 1 Dover St., New York, N. Y.—5U. 


Vandercook & Sons, Inc., 900 N. main hee 
11.—5U3, 5U4, 5U5, 5U9, 5U10. . and 
‘Inside ‘Back yi 


Va Electric & Mfg. Co., East Pittsburgh, Pa.— 


7 
Weston Elec’l Bong Corp., 614 Frelinghuysen Ave., New- 
ark, N. J.—5 





bg FOR REDUCING AND MAGNI- 
See Magnifiers and Reducers 5BB. 





GLOSS INKS 
See Inks 5W. 





GRAVURE INKS 
See under Inks 5W. 





GRINDING EQUIPMENT FOR ' RUBBER | 


ROLLERS 
<n Roller Grinding Equipm nt 





GRAVURE PRINTING PRESSES 
See under Printing Presses 5LL. 





GRIPPERS 
See Gauge Pins 5T. 





GUARDS, SAFETY 
See Safety Guards 5QQ. 





GUIDES 
See under Gauge Pins, Guides and Feeding 
Accessories 5T. 





H 





HAND PRINTING PRESSES 
See under Printing Presses 5LL. 





HAND ROLLERS 
See under Rollers 5NN. 





HEATERS AND NEUTRALIZERS 5V 
5V1 Heaters. 
5V2 Neutralizers. 

Acme Printing Appliance Co., The, 333 8. Clinton St., 
Chicago, Il!.—5V1. 

American Type Founders Co., 200 Elmora Ave., Eliza- 
beth, N. J.—5V1, 5V2. . . Inside Back Cover, Dec. 

ope a Ine. Como at Gaultier St., St. we 
Minn.—5V1. . 


Burdett Mfg. Co., 19N. Loomis St. , Chicago, ti... “i 
Chandler & Price Co., 6000 oe Ave., Cleveland, 
Ohio. ..... : Inside Front Cover 


Obzstensen Machine Co. "The, 100 Fourth St., Racine, 

is.—5 

er E. C., 3630 Bloomington Ave., Minneapolis, Minn, 
5 

Craig Corp., ae W. 20th St., New York, N. Y—5V1, 5V2. 

bam. The J. E., Co., 1220 W. 6th St., Cleveland, O.— 


ie Press Co., Inc., 121 Broadway, Dover, N. H.— 


5V2 
Midwest P Printers Supply Co., 139 E. Third St., Cincinnati, 
—5 
Printing Press Extension Delivery Co., 447 W. 40th St., 
New York, N. Y.—5V1. 
a — Parts & Supplies, Inc., 225 High St., Boston, 


if 5 

as Co., The, 18th & Indiana Ave., Philadelphia, Pa.— 
5V1, 

Simco Co., 4929 York Road, Philadelphia, Pa.—5V1, 
5V2. 


Sta-Hi Corporation, 1020 Crocker St., Los Angeles, 
Calif. . . 1-2-3-4 


bas Eliminator & Printing Press Heater Co., 939 Centre 
, New York, N. Y.—5V1, 5 

Steel” "B. W., 411 E. Pico St., Los Raion Calif —5V1. 

Utility Heater Co., 239 Centre St., New York, N. Y.— 
1, 5V2 


5V1, : 
Western Brush Co., 33 S. Market St., Chicago, Ill.—5V2. 


HUMIDIFYING EQUIPMENT 
See Miscellaneous 8A. 


HUMIDITY INDICATORS 
See Miscellaneous 8A. 


HYDRAULIC PRINTING PRESS CONTROLS 
See Transmissions for Presses 5SS. 














I 
INDEX CARD PRINTING PRESSES 
See under Printing Presses 5LL. 


INK AGITATORS 
See Agitators, Ink 5B. 


INK AND AIR PUMPS 
See Pumps 5JJ. 
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INK CABINETS 
See under Cabinets, Racks and Chairs 5G. 





INK KNIVES 
See under Tools 5TT. 





INK MILLS 5X 


Day, The J. H., Co., 1144 Harrison Ave., Cont. 0. 

Excello Machine Co., 1243 Madison Ave., S ., Grand 
Rapids, Mich. 

Kent Machine Works, Inc., 37 Gold St., egy N. Y, 

Lehmann ., Co., "Ine., "248 W. Broadway, w York, 


N. 
Read Machinery Co., Inc., York, Pa. 
Ross, Charles,& Son Co., 148 Classon Ave., Brooklyn, N. ¥. 





INK OXIDIZERS 
See under Heaters and Neutralizers 5V. 





INK REDUCERS 
See under Inks 5W. 





INK VIBRATORS FOR ROLLERS 
See under Fountains and Accessories 5S. 





INK (ALL PROCESSES) 5W 
5W18 Aniline. 
5W1 Bronze Powders. 
5W16 Decalcomania,. 
5W2 Driers. 
5W3 Dry Colors. 
5W4 Engravers. 
5W19 Fluorescent. 
5W15 Gloss. 
5W5 Gravure. 
5W6 Letterpress. 
5W7 Metallic. 
5W8 Offset-Lithographic. 
5W9 Plate Printing. 
5W10 Reducers. 
5W11 Specialty. 
5W12 Three-Color Process, 
5W17 Transfer. 
5W13 Varnish. 
5W14 Water Color. 
Aluminum Co. of iy 2116 Gulf Bidg., Pittsburgh, 
Ps.—5W1, 5W7, 5 
American Printing ik. Go., Div. General Printing Ink 
Corp., 2314-W. Kinzie St., Chicago, Il i 2. SWS, 
5W6, 5W8,;5W13, 5W15. 
American Rotaprint Corp., 1935 Euclid Ave., Cleveland, 
'o.—5W. 
Anchor Chemical Co., id Fifth Ave., New York, N. Y. 
—5W10, 5W1l, 5Wi3 
Auld Hampton, ine., 104 Ver ma Ave., Newark, N. J. 
—5W2, 5W6, 5W7, 5WS8, 5Wi0,, 5W11, 5W13. 
Baer Bros., 438 W. 37th St., New York, N. Y.—5W1, 5Wi3. 
a & Smith Co., 41 E. 42nd 8t., "New York, N. Y¥— 


Braden-Sutphin Ink Co., The, ay, Chester Ave., Cleve- 
, 0.—5W7, —_— 5W13. 5W 
Burgess Ink Co., Inc., 142 Skillen Bt. Buffalo, N. Y.— 


5W6, 5W8, oWil, 
545 Sansome St., San Francisco, 


California Ink Co., 
Calif—5W7, Sie 5W13, 5W14. 

Canada Printing Ink Co., Ltd., The, 15 Duncan St.. 
Toronto, Canada,—5W6, "SWS, 5Wil, 5Wi4. 

— Printing dnk Co., 821 3rd 'St., Des Moines, Iowa.— 

Carlson, John P., Inc., 428 Carroll St., Brooklyn, N. Y.— 
5W6, '5W7, 5W8, 5W12, 5W13, 5W14 5W15. 

Carmichael ‘Printing Ink Co., 168 Forsyth St., 8.W., 
Atlanta, Ga—5W6, 5W8, 5W13. 

Cleveland Printing Ink Co., ue W. 3rd St., Cleveland, 

—5W6, 5W7, 5W8, 5W1l 

Consolidated Printing Ink _ «431 N. Griggs St., St. Paul, 
Minn.—5W2, 5W6, 5W8, 5 

——— Lithograph Corp., ult E. 72nd St., Cleveland, 

jo— 

Crescent Ink & Color Co. of Pa., 464 N. Fifth St., — gy 
Geist, Pa.—5W2, 5W6, 5W8, 5W1l, 5W13, 5W13. 

Doyle, The J. E., Co. 1220 W. 6th St., Cleveland, 0— 
5W2, 5W7, 5W10. 

Devere Co., 2000 Clark St., Racine, Wis.—5W13, 5W17. 

Driscoll, Martin, & Co., 610 Federal St., Chicago, Iil.— 
5W6, '5W7 5W8, 5W10, 5W11, 5W18. 

* Pont, E. a de Nemours & Co., Inc., Wilmington, Del.— 


Bale Printing Ink Co., Div. General nr ig Ink Corp., 
100 Sixth Ave., New York, N. Y.—5W1, 5W2, 5W3, 
5W4, 5W5, 5Wé, 5W7, 5W8, 5W9, 5W10, SWIL "5W12, 
5W13, 5W14, 5W15, 5W16, 5W17 

Embossograph ‘Process Co., Inc., 21 William “ge New 
York, N. Y.—5W6, 5W7, 5W11, 5W14, 5W17 

Flom His. On, Inc., 35 Howard St., New York, N. Y.— 


Flint, Howard, Ink Co., Clark Ave. & M.C.R.R., Detroit, 
Mich.— 5Wi, 5W2, 5W3, 5W4, 5W5, 5W6, 5W7, 
5W8, 5W9, 5w10, BWI, 5W12, 5W13, ‘owi4, S18, 
5W16, 5WI7, 5WI18.. --34 


Fuchs & Lang Mfg. Co., Div. General Printing ‘Ink | 
100 Sixth Ave., New Yo rk, N. Y.—5W2, 5W6, 5W8, 
5W13, 5W15, 5W16, 5W1i7. 
Gaetiens, Berger & Wirth, Inc., 35 York St., Brooklyn, 
. Y.—5WI, 5W2, 5W3, 5W4, 5W5, 5W6, 'W7, 5W8, 
Bw, 5W10, WIL. 5W12, 5W13, 5W14 
Gane Bros, & Lane, Ine., 1335 W. Lake St Chicago, Ill.— 
5W3, 5W4, 5W13. 
General Printing ~ Corp., 100 Sixth Ave., New York, 
Y.—!Inks for All Processes. 
Greet Western Printing Ink Co., 611 N. W. Flanders St., 
Helin ih, Chae, Prin Corporation, 154 W. 18th 
Ne es nti tion, t 
w York, N ating tak 5W2, 5W3, 5W4, 5W5, 5W6, 
Bw7 ‘SWS, SWS, voWi0, .owil, 5W12, 5W13, 5W14, 
5W15, 5WI6, 5W17, 5Wi8 
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ee Wm. C., Ink Co., 330 W. 34th St., New York 
Y.—5W2, 5W6, 5W7, 5W8, ‘SWi1, 5WI12, "eWI3, 
owid, 5WI5, 5W16,5W17, 5Wi8. . . 59 


Hill-Hentschel Co., 3928 Ks ora ‘amas ‘St. louie: Max 
5W6, 5W7, 5WS, 5W11, 5W13 
o Varnish 42 Stewart Ave., Brooklyn, N. Y.— 
5W2, 5W1i on 13. 
Boner, Jub C ‘0., 100 Sixth Ave., New York, N. Y.— 


Huber, J. M., Inc W. 34th St., New York, N. Y.— 
5WI, 5w2, 5W3, wa, 5W5, 5W6 5W7, 5W8, 5W9, 
BW10,5W ,5Wil, 5W12, 5Wi3, 5W14,5W15,6 5Wi6, 5wi7, o 


Inco Co. The, 1428 W. “3rd St., ‘Cianhind. 0.—5W6, Bw. 

Indiana Chemical & Mfg. Co., 517 8. Alabama St., Indian- 
apolis, swe, 5W10, 5W11, 5W13. 

International Pri nting Ink, 75 Varick St., New York 
N. Y.—5W1, 5W2, 5W3, 5W4, 5W5, 5W6, 57, 5W8, 
5W9, 5W10, 5W11, sie, Swi, 5W14, 5W15, 5W16, 
5WI7, 5Wi8. . 67 


Johnson, Charles Eneu, & Co., 10th & Lombard Sts., 

, Pa.—5WI1, 5W2, 5W3, 5W4, 5W5, 5W6, 

5W7, 5 5W9, 5W10, 5W1l, 5W12, wis, 5wi4, 
5wi5, 5wi6, 5WI7, 5WI8. . ..30 
Johnson-King Co., 709 W. 49th gor Cleans t.— 
5W2, 5W6, 5W8, 5W9, 5W10, 5W13, 5W15. 


Kelly, E. J., Co., 1807 N. Pitcher St., Kalamazoo, 
Mich.—5W2, 5W6, 5W8, 5W11, 5W12, '5W13. 23, Dec. 


a, W. H., Co., 350 Hudson 8t., New York, N. Y.— 
Kohl & ny Es Printing Ink Co., 731 Plymouth Court, 
Hcy oY L—5WI1, 5 2, 5W6, 5W W7, 5W8. 
Levey, "k H., = 1223 Woekiscten Ave., Phila- 
one Pa.—5W 2, 5W3, 5W4, 5W5, 5Wé, 5W7, 
5W9, Swi0, *Swil, 5Wi2, 5W13, 5W14, 5W165, 
5W16, 5Wi7, nh 
Geo. H., . General Printing | 


nk Corp., 
100 Sixth Ave., Fag York, N. Y.—5W2, 5W6, 5WS8, 
5W13, 5W14, 5Wwi5, 5Wi6, 5WI17, 5Wi8... ia 


Morrison Printing Ink Co., 1011 Power Ave., ‘Cleveland, 
0.5W2, 5W6 5W8, 5W10. 
~ 2 Gray, 95 Morton St., New York, N. Y.—5W6, 


Prescott, H. S., 238 D ht St., Springfield, Mass.—5W6, 
5W8, Swi 6W bag “3 

Reynolds Metals Gor 19 Rector St., New York, N. Y.— 

Relat, Lewis, Inc., 72 Union St., Newark, N. J.—5W6, 

Rabeta & Porter, Ine., 402 S. Market St., Chicago, Il.— 


5W6, 5W8. 
n, H. D., Co., 78 20th St., Brooklyn, N. Y.—5W1, 
SW, "5W3, 5W5, 5W6, 5W7, SWS, 5W10, 5W1i, 5W13. 
mes J. H.&G.B., Inc., 47 Watts St., New York, N. Y. 
2, 5W6, 5W7, 5W8, 5W13, 5Wid. 
ir & Carroll Co., Inc., 591 Eleventh Ave., New York, 
~ Y.—5W6, 5W8. 


Sinclair & Valentine Co., 611 W. 129th St., New York, 
N. a eel 5W2, 5W3, 5W4, 5W5, 5W6, 5W7, 5W8, 
ws, 5 5W11, 5W12, “SWi3, 5W14, 5W15, 
5wi6, owit, 5Wi8... . pe - eee. 19, Des. 

Sleight Metallic Ink oe. 3rd St., uuedtiphia, 
Pa.—5W1 5W4, 5W6, swe swe. 5W9, 5W13 

Steel City ting Ink Co.. Penn Ave. ~ Water St., 
Pittsburgh, Pa.—5W2, 5W6, 5W8, 5 

Stokes, The A., Co., Hudson, 0.—5W6, oOWT. “5W11, 5Wi4, 


Sree NY Printing Ink Co., Inc., 295 Lafayette St., New 
Y.—5W2, 5W6, 5W7, 5W8, 5W11. 
Ink & Color Co., 26 Front St., Brooklyn ,N.Y— 
1, 5W2, in Wie 5W6, 5W7, 5W8, 5W9, 5wi0, 5W11, 


Swi, 5W13 
on Div. General Printing Ink Corp., 

Park ‘Ave. & 146th St., Bronx, New York, N. Y—5W1., 
5W2, 5W3, 5W4 5W5, 5W6, 5W7, 5W8, Wo. 5W10, 
5W11, 5Wi2, 5W13, 5W14, 5W15. 

Wilson, W. + "Printing Ink Co., 4608 Vernon Bivd., Long 
Island City, N. Y.—5W6, 5W8. 

Winslow Ink. Corp., 124 White St., New York, N. Y.— 
5W2, seth 5W10, 5W13. 

Wood, Nod han & Virkus Co., Inc., 112 Charlton St., New 


Y.—5W6, 5W7, 5Wil, 5W14, 5W17. 
INTAGLIO oho a i INKS 
See under Inks 











JOB PRESS FEEDERS 
See under Feeding, Be olding and Delivery 5Q. 


KNIVES, INK 
See under Tools 5TT. 


Equipment and Supplies: 


MILLS, INK 
See Ink Mills 5X, 








KNIVES, MAKEREADY 
See under Tools 5TT 





KNIVES, OVERLAY 
See under Tools 5TT. 





L 


LABEL PRINTING PRESSES 
See under Printing Presses 5LL. 








LETTER FOLDERS 
See under Feeding, Folding and Delivery 5Q. 





LETTERPRESS INKS 
See under Inks 5W. 





LIFTS AND PAPER TIERING MACHINES 
See Paper Cutting and Processing 4D. 





LIFTS FOR FORMS 
See Composing Room 1DD. 





LIGHTING UNITS 
See Composing Room 1GG. 





LINE-UP AND REGISTER TABLES 
See Composing Room IP. 





LITHOGRAPHIC INKS 
See under Inks 5W. 





LITHOGRAPHIG PRINTING PRESSES 
See under Printing Presses 5LL. 





LITHOGRAPHIC ROLLERS 
See under Rollers 5NN. 


MOTORS AND CONTROLS 5CG 
sg sac Type Feuntes, 200 Elmora Ave., 
.. Inside ide Back ¢ 

Pai Electric Co., 1806 Med St. , St. Louis, Mo, 
Cline Electric Mfg. Co., 

me West a 
Cutler-Hammer, Ine. “542 ‘N. “12th St., Mil ‘ 
Duplex Printing Press Co., Battle Creek, Mich, 
Fairbanks, Morse & Co., 900 8S. Wabash Ave Chi 
Emerson Electric Mfg. Co., The, 1820 Washin, 

St. Louis, Mo. 
5, Electric Co., 1 asin Rd., 
Ideal Ceiaabiide ri o 

Tll.—Adjustable Prosser. 0, 4016 Pak Ave 


ss 08d Electric ORs 2011 Hastings St., 


Cac Electrie’ Co., 55 Venlo St., ‘New! York, No 
Marathon Electric Mfg. Corp., 131 shina : 
Wausau, Wis. 6 ny bh. 
mg A hoteller Co., a ¢ Gay 
olan Machinery Corp., 1333 Devine Home 
po ahateg ge Electric Co., 408 S. Hoyne bee, Bi 
et os s os W. Bruce St., Oe ‘Wis. . 
lance HKiectric neeri 1 vanhee. 
Sas oe Go. 4041 ape is ait “ 
uare 0 ic’ ts, a 
U. 8. Electrical Motors, Inc., 200 E 
Angeles, Calif. 





MOUNTING SYSTEMS FOR PLATES 
See Composing Room 1U, 





MULTIPLE BILLING PRESSES 
See Printing Presses 5LL. 





N 





LOCKUP ACCESSORIES, CHASES AND 
QUOINS 
See Composing Room IF. 


oy: + agoami EQUIPMENT AND SUPPLIES 





American Type onaes. 200 Elmora Ave., Elizabeth 
N. J. _. Inside Back Cover, Dec. 
Angle Steel Stool Co., ‘127 ‘Oak St., Plainwell, Mich. 
ar Labricating Cor., 4301 Twenty-Second St., Long 
eevee B P. '&Co., 1302 Creighton Ave., Ft. Wayne, Ind. 
an Ad am, Sons, Inc., 52 Vanderbilt ‘Ave., New York, 


Hallancer Oiler Sales, 503 Curtis Bldg., Detroit, Mich. 
5 ~ tages Mfg. Co., 2061 on Ave., ~ Cee 
Aye 2 ec. 


Manzel Brod, Co., 265 Babeock St., Buffalo, N. Y. 
Morrow Lubricator Co., 180 N. Wacker Drive, Chicago, 


Ill. 
Pure Oil Co., The, 35 W. Wacker Drive, Chicago, Ill. 
ae Lathe & Grinder, Inc., 20 Riverview Rd., Brighton, 
ass. 


NEUTRALIZERS FOR PRESSES 
See under Heaters and Neutralizers 5Y, — 





NEWSPAPER AND MAGAZINE CONVEY¢C 
See Conveyors 5J. 


NEWSPAPER FOLDERS 
See under Feeding, Folding and Delivery! 


NEWSPAPER PORTABLE COLOR FOU 
TAINS 4 











NEWSPAPER PRESS REELS AND Te 
See Paper Reels and Tensions 5GG. = 


NEWSPAPER PRINTING PRESSES 
See under Printing Presses 5LL. . 


NEWSPRINT TRUCKS 
See under Trucks 5UU. 


NON-RETURNABLE CORE CHUCKS 
See Chucks 5H. 














7 


M 


MAGAZINE AND NEWSPAPER CONVEYORS 
See Conveyors 5J. 








MAGAZINE FOLDERS 
See under Feeding, Folding and Delivery 5Q. 





MAGAZINE PRESS REELS AND TENSIONS 
See Paper Reels and Tensions 5GG. 





MAGAZINE PRINTING PRESSES 
See under Printing Presses 5LL. 





MAGNIFIERS AND REDUCERS 5BB 


Bache, Semon, & Co., 636 Greenwich St., New York, N. z 
oy Lomb Optical Co., 685 St. Paul 8t., Rochester 





JOB PRINTING PRESSES 
See under Printing Presses 5LL. 


JOGGER BOXES 5Y 
Southworth Machine Co., 30 Warren Ave., Portland, Me. 





D ~dnac og rior 650 W. eee Ave., RIE 
mich <2 


Levoy, B i oe ‘608 ‘Fifth in. New York, N. 'y. 
Ortleb achivers Co., 3818 Laclede A ve., St. Louis, Me. 
Page, Robert R., 225 'E. 24th St., New York, N 

Zeiss, Carl, Inc., "485 Fifth Ave., New York, N .Y. 





JOGGING MACHINES 5Z 


Altair Machinery Corp., 55 Vandam St., New York, N. Y. 
canes Stripping Machine Co., 505 Jackson St., Topeka, 


ieee Automatic Machinery Co., Westerly, R. I. 
Southworth Machine Co., 30 Warren Ave., » tA Me. 
Stolp-Gore Co., 710 W. Jackson Bivd., Chicago, Ill. 





K 


KNIVES FOR FOUNTAINS 
See under Fountains and Accessories 5S. 
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MAKEREADY KNIVES 
See under Tools 5TT. 





MAKEREADY PASTE 
See under Adhesives 5A. 


MAKEREADY STANDS AND TABLES 
See under Cabinets, Racks and Chairs 5G. 


MATCH BOOK COVER PRINTING PRESSES 
See under Printing Presses 5LL. 


METALLIC INKS 
See under Inks 5W. 
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NUMBERING DEVICES, COUNTERS AND 
DATERS 
See Composing Room 1H. 





O 





_OFFSET INKS 


See under Inks 5W. 


OFFSET PREVENTING EQUIPMENT see 

5EE1 Spray Guns. 
5EE2 Spray Solutions. 

Acme Gear & Machine Co., 7th & Wood Sts., Phi 
Pa.—5EEI1, 5EE2. 

American Type Founders, 200 Chaos Ave., — $a 
N. J.—5EE1, 5EE2. .. inside Back Cover, 

Anchor Chemical Co., 509 Fifth lve. New York, N. 


5EE2. 

Beegh Mfg. Co., 461 Eighth Ave., New York, N. 
5EE1, 5EE2. 

Burdett any Co., 19 N. Loomis St., Chicago, Ill. .. «. 38 

Cleanprint, Inc., 225 Varick St., New York, N. 


5EE1, 5EE2. 
Orsie Corp., 143 W. 20th St., New York, N. ¥- 


Devere Co., 2000 Clark St., Racine, Wis.—5EE2. 
DeVilbiss Co., The, 300 Phillips Ave., Toledo, 0: 


5EE2. 
Doyle, J. E., Co., 5 W. 6th St., Cleveland, 0. 
me? Frooemes, 1 ne., 728 Dearborn St., 

5 
Indiana ‘Chemical & Mfg. Co., 517 S. Alabama St., Indian-” 


lis, Ind 
ie John, 61 Duane St., New York, N. ¥. 
eT ORES, Inc., 3432 Ravenswood Ave., 
5EE1, 5 
Midwest Printers Supply Co., 139 E. Third St., 


i,,0. 
offen 'B & Co., 608 3 Dearborn St., Chi 
Olsen’ Mark Corp., 124 White St., New York, Ne tt: 

5EEI, 5EE2. 2 
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nat t and Supplies Index 
Tiguipment and Supp 


Airbrush Co., 1911 Diversey Parkway, Chicago, 


EE2. 
ey ties Inc., 1770 Canalport Ave., Chicago, III. 


ites ae Parts & Supplies, Inc., 225 High St., Boston, 


Ri Machinery Co., Div. General Printing Ink 

Batherford Sixth Ave., New York, N. Y.—5EE1, 5EE2. 

eae c The, 18th & Indiana Ave., Philadel iphia Pa. 
Simeo Co., The, 4929 York Rd., Philadelphia, 

‘lags Metalic ‘Ink Co., 538 N. 3rd St., Philadelphia, Pa. 


“Sprayomatic Epes em 1120 Harrison Ave., Cincin- 
“pati, O.—5EE1, 5EE 
~ $ta-Hi Corp., 1020 unis St., Los Angeles, Call. _ 
; SEI, 5EEZ.. «+ 1-2-3-4 
fe Biminator & Printing Press Heater Co., 239 ra 
York, 

os ge Ink one Co., 26 Front St., Brooklyn, N. Y.— 

Co., 239 Centre St., New York, N. Y. 

| uh Heats Co., 33 &. Market St., Chicago, Ill 
Waeksire Spencer Steel Co., 41 E. 42nd S8t., New York, 





ET PRINTING PRESSES 
cy under Printing Presses 5LL. 
J ae 

SET ROLLERS 
ag under Rollers 5NN. 








ING SYSTEMS AND SUPPLIES 
See Lubricating Equipment 5AA. 








OVERLAY KNIVES 
Whee under Tools 5TT. 





OVERLAY SYSTEMS 5DD 

Collins, A. M., Mfg. Co., 226 Columbia Ave., Phila- 
delphia, Pa. 

Duro Overay 1 Process, 110th & W. Denis Ave., Hale’s 

Graphic Arts Laboratories, 549 W. Randolph St., Chi- 


oe Mark Corp., 124 White St., New York, N. Y. 
eteeeCameo Overlay Corp., 1374 Massachusetts Ave., 


Cambridge, Mass. 
W to Overlay Mfg Mfg. Co., 1639 N. MeVicker Ave., Chicago, 
Il 





_ 


OXIDIZERS, INK 
See under Heaters and Neutralizers 5V. 





P 


PACKING FOR TYMPANS 
See under Cylinder and Tympan Packing 5L. 








PAPER BALERS 
See Waste Paper Balers 8L. 





PAPER CONDITIONING 
See under Miscellaneous 8A. 





PAPER GAUGES 
See ppaees Gauges and Testing Instruments. 
5U. 





PAPER LIFTS AND TIERING MACHINES 
See Paper Cutting and Processing 4D. 





PAPER REELS AND TENSIONS (FOR NEWS- 
PAPER AND MAGAZINE PRESSES) 5GG 
Cameron Machine Co., 61 Poplar St., Brooklyn, N. Y. 
Cline Electric my: Co., 211 West Wacker Drive., 
Chicago, Ill... . 8-9 
Goss ong Press ‘Co., be The, 1535 's. "Paulina St. ee 
Chicago, ill....... <oit 
“ gg & C0, Ine. ea 910 E. 138th ‘St., “New York, 
_98-99-100-101 
ig ies. ‘400 W. ‘Madison St., ‘Chines: Ill. 
Scott, Walter, & Co., South Ave., Plainfield, N. J. 
Wood Newspaper Machinery Corp., 501 Fifth Ave., New 
TEE Sy ci. oe-pdincty nach bcos Gade ak en eee 





PAPER ROLL TRUCKS 
See under Trucks 5UU. 


PAPER SHEET SCALES 
See pea Gauges and Testing Instruments 








PAPER SHEET SIZE TESTER 
See Gauges and Testing Instruments 5U. 


PAPER STRENGTH GAUGES 
~ —_— Gauges and Testing Instruments 








PAPER STRETCH GAUGES 
a Gauges and Testing Instruments 





PAPER THICKNESS GAUGES 
= | eae Gauges and Testing Instruments 


PAPER TYMPANS 
See under Cylinder and Tympan Packing 5L. 





PASTE FOR MAKEREADY 
See under Adhesives 5A. 





PASTERS, FLYING, FOR PRESSES 
See Flying Pasters 5R. 





PATENT ROLLERS 
See under Rollers 5NN. 





PENCIL PRINTING PRESSES 
See under Printing Presses 5LL. 





si teil CREASING AND CUTTING 
See Composing Room 1X, 





PERFORATING, SLITTING AND SCORING 
ATTACHMENTS 5FF 

American Type deeciesen 200 — Ave., Elizabeth 
N. J.. Inside Back Cover, Dec. 


een Stripping ‘Machine Co., “505 Jackson St., Topeka, 


Davidson Paheeee Corp., 7157 68th Place, Glendale, 
Brooklyn, N 

Hamilton Tool Co., 220 N. ‘‘B” St., Hamilton, O. 

Hoff, Leslie D., 488 Summer Ave., Newark, N. J. 

Morgan Expansion Roller Truck Co., P. 0. Box 216, Holly- 
wood, Calif. 

Myover-Stryker Co., Freedonia, Kan. 

Steel, B., 411 E. Pico St., Los ‘Angeles, Calif. 





PLANOGRAPHIC INKS 
See under Inks 5W. 





PLATE GAUGES 
ee Gauges and Testing Instruments 





PLATE MOUNTING SYSTEMS 
See Composing Room 1U, 





PLATEN PRINTING PRESSES 
See under Printing Presses 5LL. 





PLATE PRINTING INKS 
See under Inks 5W. 





PLATE TRUCKS 
See under Plate Making 2G. 





PORTABLE CLEANING BLOWERS 
See Composing Room 1D. 





PORTABLE COLOR FOUNTAINS, NEWS- 
PAPER 


See under Fountains and Accessories 5S. 





POWDERS, BRONZE 
See under Inks 5W. 





POWDERS FOR BRONZING 
See Inks 5W. 





i rc FOR RAISED LETTER PRINT- 
See Raised Letter Printing Machines 5MM 





PRESS BLANKETS 
“s under Cylinder and Tympan Packing 





PRESS BRAKES 
See Brakes for Presses 5E. 





PRESS COUNTERS 5HH 
Durant Mfg. Co., 1925 N. Buffum ad bee 9539 3 Wis. 


Maxson Automatic Machinery Co., y, R. 1. 
Production Instrument Co., 710 W. be we oa Blvd., Chi- 


cago, Ill. 
Struthers Dunn, Inc., 1315 Cherry St., Philadelphia, Pa. 
Redington, F. B., Co., 112 8. Sangamon 8t., Chicago, Ill. 





PRESSES, DIE CUTTING 
See Die Cutting Presses 5M. 





PRESSES, EMBOSSING 
See Embossing Presses and Equipment 5N. 





ee ae EQUIPMENT AND 
See Lubricating Equipment 5AA, 





PRESS PUNCHES 
See Composing Room 1KK. 





PRESS SPEED INDICATORS 
See ana Gauges and Testing Instruments 





PRESS TRANSMISSIONS 
See Transmissions for Presses 5SS. 





PRINTING PRESS BEARINGS 
See Bearings 5C. 





PAPER TIERING TRUCKS 
See under Paper Cutting and Processing 4D. 


1941 PRINTING EQUIPMENT Engineer 


PRINTING PRESS MOTORS 
See Motors and Controls 5CC. 


Catalog Number 


big i Fg PRESSES 5LL 

5LL46 Aniline. 

5LL 1 Automatic. 

5LL 2 Bag. 

5LL 3 Bank Note. 

5LL 4 Bottle Cap. 

5LL 5 Card. 

5LL 6 Carton. 


5LL47 Continuous Form, 
5LL 9 Cylinder. 

5LL10 Envelope. 

5LL11 Envelope Blank. 
5LL12 Fanfold. 

5LL13 File Folder. 
5LL14 File Form. 
5LLI5 Flat Bed. 

5LL16 Form Letter. 
5LL17 Fruit Stamping. 
5LL18 nl 

5LL1 


5LL20 Tomek Card, 


5LL23 Lithographic. 
5LL24 Magazine. 
5LL44 Make: ong 
5LL48 Multiple illing. 
5LL51 Match Book Cover. 
5LL25 Newspaper. 
5LL26 Offset. 
5LL27 Pencil. 
5LL45 Photogelatin. 
ro Platen. 

L29 R “ead Form. 
orL30 Roll Feed. 
5LL31 Roll Form. 


tary. 
5LL33 Rotogravure. 
5LL34 Sales Book. 
5LL35 Sheet Feed. 
5LL49 Snapout. 
5LL36 S Ity. 


pe. 
5LL39 oe 
5LL40 T 
5LL50 Typewriter Ribbon attachment for 
laten Presses. 
5LL41 Vertical. 
5LL42 Web. 
5LL43_ Wrapper. 
ae ew Corp., 92 Bleecker St., New York, 


—B5 
Altair Lv on Corp., 55 Vandam St., New York, N. Y. 
—5LL12, 5 , 5LL30, 5LL32, 5LL34. 


American Type Founders, 200 Elmora Ave. a 
N. J.—5LL1, 5LL9, "BLLI9, ae Li2t, sLi26, SLL2é Sek 


Ampere arte Ament Machine ee, pri: N. J. —SLLI, 


5LL36. 

Apex eae Corp 142 W. 24th St., New York, N. Y. 
—5LL1, 5LL27, 5LL36. 

Babcock Printing "Press Corp., The, 38 Pequot Ave., New 
London, Co..—5LL1, 5LL9, 5LL15, 5LL30, 5LL35 
5LL32, 5LL36. 

cites Re, Inc.,212S. huey § pepe 
Pa.—5LL2, 5LL30, 6LL32, 5 5LL46. . . 89 

Barkley Associates, 176 Federal St., Boston, ‘Sens 


5LL36. 

Bathrick & Palmer Co., 1317 py ge 8t., Elkhart, Ind. 
6LL1, pene 5LL7, 5LL22, 5LL36, 5LL40. 

Brandtjen Aaa eM TE inc., Como at Gaultier St., St. 
Paul, Minn . .52-53 

— Machinery ra ‘Grand Haven, “Mich.— 


Champa Corp, 62 ‘Outwater lank: Garfield, N. J. ~5LL2, 
5LL3, 5LL5, 5LL6, 5LL7, 5LL8, 5LL9, 5LL10, 5LL12, 
5LL18, oS 22. 5LL24, 5LL26, 5LL29; 5LL30, 5LL31, 
5LL32, 5LL33. 

Chandler 2 Price Co., 6000 Carnegie Ave., Cleve- 
land, O.—5LL1, 5LL9, Ltr §LL11, oes 5LL21, 
5LL23, 5LL26, 5LL28, , SLL36. . nside Front 


Chpeee: William H., 227 Mulberry St., Newark, N. J.— 


Machinery Co 377 Broadway, 
a ba N. Y.—5LL1, 5LL9, 5L 22, 5LL28, 5LL36, 


LL43. 

Commercial Iron Works, 242Porter St., Los Angeles, Calif. 
Pipe 5LL32. 

Cottrell, B., & Sons Co., Westerly, R. !.—5SLL1, 
5LL2, SULe: "5LL22, SLL 5LL30, 5LL32, 5LL33, 
5LL36, 5LL36, 5LL42 44-45-46 

Craftsmen Machinery cn o Atlantic ‘hes Boston, 
Mass.—5LL19, 5LL21, 5LL28. 


Duplex Printing Press Co., Battle mace, _ te aos 
5LL25, 5LL32, 5LL42 . 65 

Excello Machine Co., 1243. Madison ‘da. sg. z. Grand 
Rapids, Mich —bLLE6, 5LL9, 5LL35. 

Fort Stanwix Mfg. Co., Ine., $33 Webster St., Rome, 
N. Y.—5LL4, 5L1L36. 

General Printing Machinery Corp., 29 Ryerson St., Brook- 
lyn, N. Y.—5LL18: 

Goss Printing Press Co., The, 1535 S. Paulina St., 
Chicago ill “yr sis, 5LL24, 5LL25, 5LL30, 
5LL32, 5LL33, 5LL ae) 


Gout rg Co., sii 5 N. Division St. ‘Buffalo, XN. ¥i 


Grill’ Toeapbell, on? Walsh, Inc., 50 E. 21st St., New 

or ‘ 

Hamilton Tool Co., The, 220 N. “B” St., Hamilton, 0.— 
5LL32, 5LL36, 5LL47. 


Calmbia Printin; 
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Harris Potter Co., 4510 E. 71st 2 Me 


land, O.—5LL9, SLL10, SLLI5, 5LL18 SLL26, 
5LL32, 5LL45. .. 2 . -s .--4, Dec. 
ae og | os Mac dines Pied "298 E. 45th St., New 
York, N 1, 5LL8, 5LL10, 5LL21, 5LL28. 
Heinrich, H “ies 200 Varick St., New York, N. Y. 
5LLI1, Lig. SLLi8 5LL30 sL182, 8 
Henschel, C . Co., 229 W. M neal 8, , Mirwnakee, 


1 LLSO. aL 2, stL36. SLLAa. 5 


ie R., & Co., inc., 910 E. 138th St., eer jos N.Y. 
—S5LL3, 7, 5LLI8, 5LL23, a 5LL25, 5LL26, 
5 A .... -98-99-100-101 
Hooper, F. X., Co., Inc., Glen ‘Arm, Md.—5LL1, 5L1L4, 
5LL6, 5LL26, 5LL36, 5LLA0, 5LL42. 
Hudson Industrial Co., 27 E. 22nd St., New York, N. Y.— 
2, 5LL33, 5LL36, 5LL46. 
Hudson-8h Machine Co., Green Bay, Wis.—5LL1, 
5LL2, 5LL10, 5L122, 5LL30, 5LL32, 5LL33, 5LL36, 
noua 5LL46 
hes Machine Co., 93 Beekman Rd., Summit, N. J— 


Inman Mfg. Co., Ine., Amsterdam, N. Y.—5LL32. 

MS i er) Iataglio C Corp., 17 E. 45th St., New York, 

Inereiona Paper Box oe Co., 315 Main &t., 
Nashua, N. H.—5LL6, 5L1L26. 

Ke Co., The W. A, '45 Crown St., Meriden, Conn.— 


idder Pri 121 Broadway, Dover H.— 

5LL1, 5LL2, SULA, 5LL5, 5LL7, 5L1L12, SLLI3, We his, 
5LL20, 5LL22, 5LL24, 5LL26, "5LL28, 5LL29, 5LL30, 
5LL31, 5LL32, 5LL34, 5LL35. 5LL36, 5LL37, 5LL38, 
5LI39, 5LL42, 5LIA3, 5LL46, 5LL47, 5LLA8, 5LLA9. 

Kienzie & Merrick Mfg. Co., The, 1214 S 3rd St., Minne- 
apolis, Minn. —SLLI, 5LL9, 5LL19. 


L. C. Machinery Co., Inc., 460 W. 34th St., New York, 
N. ¥— BLT, SLL2, 5LL5, 5LL6, 5LL7, 5LL9, 5LLI2, 
5LL22, 5LL30, 5LL31, 5LL32, 5LL33, 5LL34, 5LL37, 
5LL39, 5LL42, 5LL43, 5LL46, 5LL47, SLLS1.......66 


ere 2 Press Mfg. Co., Ist & Ross Sts., Pittsburgh, 

Lorenz, lowe Co., 30 Rose St., New York, N. Y.—5LL45. 

Loyster, James A., Cazenovia, N. Y.—5LL4, 5LL5, 
5LL7, 5LL36, 5LL39. 

Meisel Press Mfg. Co., 944 Dorchester Ave., Boston, 
Mass.—5LL2, fia, "5LL7, 5LL13, 5LL20, 5LL24, 
5LL32, 5LL36, 5LL38, 5LL39, 5LL42. . . 81 


Miehle Printing Press & Mfg. Co., 14th St. & South 
Damen Ave., Chicago, ifi.—SLL1, 5LL3, SLL5, 
5SLL6, 5LL7, SLL8, SLL9, SLL11, 5LL15, 5SLL16, 
5LL18, 5LL20, 5LL21, 5LL22, 5LL23, 5LL24, 5LL25, 
5LL26, 5L ; LL34, 5LL35, 5LL36, 5LL37, SLL39, 
5LL41, 5LL43, 5LL49, 5LL51,. : 40A-40B 


Miller clare Press & Mfg. Co., “1117 Reededale St., 
Pittsburgh .—5LL1, 5LL9, 5LL15, 5LL21, 5LL28. 
eK rge, Inc., 57 E. Ninth St., New York, N. Y. 


— Mfg. Co., Inc., 4363 Woodward Ave., Royal 
Mich.—5LL2, "SLLI8, 5LL32, 5LL36, 5LLA6. 
44 Era Mfg. Co. "The, 375 Eleventh Ave., Paterson, 
N. J.—5LLI, 5L14, 5LL5, 5LL7, 5LL8, 5L112, 5L120, 
5LL21, 5LL22, 5L123, 5L1L26, 5LL28, 5LL29, 5LL30, 
5LL34, 5LL36, 5LL37, 5LL38, 5LL39, 5142, 5LL43, 
5LLA7, 5LL48, 5149. 
= ark Corp., 124 White St., New York, N. Y.— 


Package Mchy. Co., Springfield, Mass.—5LL6, 5L1L32. 

P. Sealing & Label Co., 141 E. 25th St., New York, 
N. Y.—5LL38. 

Paper Converting Machine Co., Green Bay, Wis., 5LL1, 
5LL6, 5LL36. 

Partington, Inc., Sta. H, Cincinnati, O—5LL19. 

Pine-Ihrig Machine Co., 36 Marion’ 8t., Oshkosh, Wis.— 
5LLI, 5LL5, 5LL7, 5LL30, 5142. 

Pleger, John Co., 609 W. Lake St., Chicago, Ill.— 
5LL36, 5LL39. 

Post Mig. Works, 671 Diversey Parkway, Chicago, III. 

Potdevin Machine Co., 1221 38th St., ae N. Y.— 
5LL2, 5LL7, 5LL22, 5LL30, 5LL33, 51: 

Rathbun & Bird, 85 Grand St., New York, of “Y.—5LL50 

Ray Bros., 22 Front 8t., Ashland, Wis. —5LL37, 5LL39. 

Rotogravure Engineering Co., "299 Marginal 8t., East 
Boston, Mass.—5LL18, 5LL33. 
Rutherford Machine Co., Div. of General _Printing 
Ink Corp., 100 Sixth Ave., New York, N 5LL40. 
Sanlin Offset Press Mfg. Corp., 38 E. 29th St, New York, 
N. Y.—5L1L26, 5LL35. 

Saranac Machine Co., 376 W. Main St., Powe Harbor, 
Mich.—5LL1, 5LL6, ae 5LL32, L36. 

Schmutz Mfg. Co., 1600 W . Pia: in S8t., “Las, Ky.— 
5LL2 SLL7, 5L119, 5LL32, 5LL36, 

Scott, Walter, & Co., South Ave., Piatafield. N. J.—5LLI18, 
sLizs, SLL, 5LL25, 5LL26, 5L1L30, 5.132, 5133, 


shee Micnine “Toot Co., 1151 Temple St., Los Ange 
Calif.—5LL29, 5LL30, 5LL31, 5LL34, 5LIAS, SPC 
8 —— Machine Co., 1192 Merchandise Mart, Chicago, 
Specialty Automatic Machine Co., 200 Boston Ave., 
Medford, Mass.—5LL1, 5LL5, 5LL30, 5LL35, 5LL36. 
eee Envelope Co., 17 W. Benedict Ave., So. Ardmore, 
1. Pa.—5LLI1 10, 5LL32. 
sean d Process Corp., 734 W. Lexington St., Chicago, 
Ill. ~ BLL, 5LL32, 5LL35. 
Staude, E. G.. Mfg. Co., 2675 University Ave., St. Paul, 
Minn.— 36, 
nes & brary Co., Frankford, Philadelphia, Pa.—5LL10, 
Swift, Georg e W., ny ? gar caad N. J—5L1L4, 5LL12, 
5LL20, aLL36, 5LL 
Thomson-National Pres, Co., Inc., Dean Ave., Franklin, 
ass.—5. 
ere & Kuehnle, 253 Pear) St., New York, N. Y.— 


Vandercook & aout 900 N. Kilpatrick Ave., Chicago, 
1.—5LL9. _.....184 and Inside Back Cover 
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Verner, B., & Co., 298 Broadway, New York, N. Y.— 
SLLi, 5LL9, 5LL15, 5LL21, 5LL35, 5136. 

Waldron, John, Corp., New Brunswick, 'N.J. —5LLI, 5LL2, 
5LL6, 5LL7. 5LL30, 5LL36, 5LL32, 543. 

Webendorfer-Wills Co., 2 South St., Mt. Vernon, N. Y. 
—5LL9, 5LL21, 5LL26, 5LL30, 5LL35, 5LL36. 

Gh ya eg Mchy. Co., 480 8. Green St., Chicago, 

Willard Mfg. Corp., 28 W. 23rd St., New York, N. Y.— 
5LL26, 5LL35. 

Willsea Works, 1042 University aT Rochester, N. Y.— 
5LL1, 5LL6, 5LL7, 5LL30, 5LL3: 

Wood Newspaper Machinery hea. ” $01 Fifth Ave., 
oy peal ¥.—5LL7, 5LL18, 5LL24, 5LL25, nie, tis 


Wrigley, Thos., Co., 609 W. ike St.,  Chlinen:: “ge 
5LL39. 


Young Engineering Co., 2741 N. Janssen Ave., Chicago, 
ii.—5LL1, 5LL3, 5LL6, 5LL11, 5LL12, 5LL18, 5LL20, 
5LL22, 5LL23, 5LL24, 5LL26, 5LL29, 5LL30, 5LL32, 
5LL33, 5LL34, 5LL36, 5LL37, 5LL38, 5LL39, 5LL43, 
5LL46, 5LL47, 5LL48, 5LL49, BLL51.. ; "104 





PROCESS INKS, THREE COLOR 
See under Inks 5W. 





PULLEYS, VARIABLE SPEED, 5KK 

Horton Mfg. Co., 3016 University Ave., 8. E., Minneapolis, 
inn. 

Nolan Machinery Corp., 1333 E. Dominick St., Rome, N. Y. 

Reeves Pulley Co., Columbus, Ind. 





PUMPS (AIR AND INK) 5JJ 
American Publishers Supply, P. O. Box 131, West 
Lynn, Mass.. .... . . 94-95 
American Type Founders, 200 Elmora ‘Ave., "Elizabeth, 
N. J.. Inside Back Cover, Dec. 
Beckfield Roles ‘Soman ‘Blower Co., 704 Second Ave., 
Pittsburgh, Pa. 
Bowser, S. F., & Co., 1302 Creighton Ave., Ft. Wayne, Ind. 
DeVilbiss Co., The, 300 Phillips Ave., Toledo, O 
Duplex Printing Press Co., Battle Creek, Mich.. ...... ..65 
— Morse & Co., 900 8. Wabash Ave., Chicago, 


Goss Printing Press Co., ™, _ S. si a 
Chicago, Hil... . ame 

Hoe, R., & Co., lne., “910 E. 138th ‘St., ‘New. York, 
N.Y... 98-99-100-101 

Rellineswerth. William, "Machine Oe. 207 Holliday St., 
Baltimore, M 

Leiman Bros., Inc., 23 Walker St., New York, N. Y. 

Paasche Airbrush Co., 1911 Diversey Parkway, Chicago, Ill. 

Photo Engraving Equipment & Supplies, 406 E. Alcott 
8t., Liem spe om Pa. 

Pine-Th rig Machine Co., 36 Marion St., Oshkosh, Wis. 

Quimby Pump Co., Inc., 340 Thomas St., Newark, N. J. 

ogee matin Products Co., 1120 Harrison Ave., Cincinnati, 

0. 





PUNCHES, PRESS 
See Composing Room 1KK. 


Q 


QUOINS, CHASES AND LOCKUP ACCES- 
SORIES 
See Composing Room IF. 











RACKS, CABINETS AND CHAIRS 
See under Cabinets, Racks and Chairs 5G. 





RACKS FOR ROLLERS 
See under Cabinets, Racks and Chairs 5G. 





RAISED LETTER PRINTING MACHINES 
AND POWDER 5MM 
5MMI1 Machines. 
5MMz2 Supplies. 
5MM3 Textile Transfers. 
American Type Founders, 200 Elmora Ave., Elizabeth, 
N.J.—5MM1, 5MM2, 5MM3. . Inside Back Cover, Dec. 
Devere Co., 2000 Clark St., Racine, Wis. 
Embossograph Process Co., Ine., 251 William St., New 
York, N. Y.—5MM1, 5MM2, 5MM3. 
Flexo Mfg. Co., Inc., 35 Howard St. New York, N. Y. 
— Machinery Corp., 1333 E. Dominick St., Rome, 


N: ¥. 
Stokes, The A., Co., Hudson, O—5MM1, 5MM2, 5MM3. 
Wood, Nathan & Virkus Co., Inc., 112 Charlton St., New 
York, N. ¥.—5MM1, 5MM2, 5MM3. 





REDUCERS AND MAGNIFYING GLASSES 
See Magnifiers 5BB. 





REDUCERS FOR PRINTING INKS 
See under Inks 5W. 





REELS AND TENSIONS 
See Paper Reels and Tensions 5GG. 





REGISTER AND LINE-UP TABLES 
See Composing Room IP. 


1941 PRINTING 


REGISTER FORM PRESSES 
See under Printing Presses 5LL. 





—_ i 

REGISTER TESTERS FOR WEB 
s c OPE : S, STROBO. 
ee under Gauges and Testi 
ie ng Instruments 





REGLET AND FURNITURE 
See Composing Room IL. 





i: 
REWINDING AND SLITTING EQU ENT 
See Slitting and Rewinding SR mi 





ROLL FEED PRINTING PRESSES 
See under Printing Presses 5LL. 





ROLL FORM PRINTING PRESSES 
See under Printing Presses 5LL. 





ROLL LEAF FEEDERS 


See under Feeding, Folding and and Delivery 5Q, ; “a 








ROLL PAPER FEEDERS 
See under Feeding, Folding and Delivery 59, 





ROLLER CONDITIONING DEVICES 5YY 
one ts Type eqieee 200 Elmora Ave., Eli: 


zabeth, 
_ Inside Back Cover, Dee. ee 


Frazier Peossanas rey 728 8. Deeslines St.. Chicago, Til, 


Paasche Airbrush Co. , 1909 Diversey Parkwa: Chicago z 
Ill. " Pas 





—__.. 


ROLLER COOLING FANS 
See Fans 5P. 





ROLLER GRINDING EQUIPMENT (RUBBER) 
“S00. Roller Grinding Equipment — 


ROLLER RACKS 

See under Cabinets, Racks and Chairs 5G. 
Micra 
ROLLER SETTING GAUGES 

ee Gauges and Testing Instruments 


ROLLERS 5NN 
5NN1 Composition. 
5NN2 Covered. 
5NN3 Hand. 
5NN4 Offset-Lithographic. 
5NN5 Patent. 
5NN6 Rubber. 
5NN7 Synthetic Resin-like. 

American Roller Co., 1342 N. Halsted St., Chicago, IlL— 
5NN1. 

Bingham Bros. Co., 406 Pearl St., New York, N. ¥.— 
5NN1, 5NN2, 5NN3. 

Bingham’s, Sam’l, Son Mfg. Co., 636 Sherman St., 
Chicago, IHll., with branches in principal printing 
centers throughout the —* —5NN1, 5NN2, 5NN3, 
5NN4, 5NN5, 5NN6, 5NN a . 51 

California Ink Co., The, 545 Rak: St., an Prensa 
Calif—5NN1, 5NN2, 5NN3, 5NN4, BNND. 5NN6, 


5NN7. 

eit ‘Roller Co., 554 W. Harrison St., Chicago, Ill— 
5NNI, 5NN2, 5NN3, S5NN4, 5NN5, SNNG, NNT 

Dayton Rubber "Mfg. Co, The, 2380 W. Riverview Ave., 
Dayton, O.—5NN4, 5NN7. 

Duplex Printing mean 6. Battle Creek, Mich.— 
5NN1, SNNG. . . 

General Tire & Rubber Co. Wa ioc. Jed: _5NN4, "5NNS, 
5NN6, 5NN7. 

Godfrey Roller Co., 211 N. Camac St., Philadelphia, Pa. 
—5NNI, 5NN3, 5NN4, 5NN6. 

Goodyear Tire & Rubber Co., The, 1144 E. Market St., 
Akron, O.—5NN4, 5NN6. 

Goodrich, B. F., Co., (Niles & Nelson, Inc.), 434 8. Main 
St., Akron, 0. —5NN6, NN7. 

Hamilton Mfg. Co., Two Rivers, Wis.—5NN3. ..... 74-75 


Hart, 8 ag hee Co., a Greene St., New York, N. ¥. 
—5NN1, 5N 

Hesse, le Co., ‘The, 3176 E. 13th St., Cleveland, 0.— 
5NNI, NN2. 

Ideal Roller & Mfg. Co., 2512 W. 24th St., re 
l.—5NN2, 5NN3, 5NN4, 5NN5, 5NN6, BNN7... . .36 

Maigne, O. J., Co., 356 Pearl St., New York, N, ‘ea 
5NN1, 5NN2, 5NN3, 5NN4, 5NN5, 5NN6, 5NN7. 

Manhattan Rubber Mfg. Pole Raybestos-Man 
Inc., Passaic, N. J.—5N 

Milwaukee Printers Roller ‘S.. 422 S. Fourth St., Mil- 
waukee, Wis.—5NN1. 

Morrill, Geo. H., Co., Div. Gen’l Prtg. Ink Corp., 
Dayco rollers for newspaper presses, 100 ixth 
Ave., New York, N. Y.—5NN4, 5 is'ats 


Niles 4 Nelson, Inc., 75 West St., New York, N. ¥.— 


5NN 
bg = Railer Co, Co., 4408 Detroit Ave., Cleveland, 0.—5NNI, 
5 











eid'y Hoy Cotp.. 33 Purchase 3 Boston, Mass.— 


5NN1, 5NN4, 5NN5, 5NN6, 5NN 
Rapid Roller Co., 2558 S. Federal St., age fl. 
—5NNI1, 5NN2, "5NN4, 5NN5, 5NN6, 5NNZ. . . 6 
Roberts & Porter, Inc., 402 S. Market St., Chicago, i 
5NN3, 5NN4. 
eats Ral elle Co. 2859 Detroit Ave., Cleveland, 0.— 
5NN3, ; A 
Scott, Welter. ‘& Co., South Ave., Plainfield, N. J— 
Fabric covering for composition rollers. 
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: t and Supplies Index 
Equipment an upp 


& G. B., Inc.—5NN3, 5NN4. 
Beboid. Binters Roller Co., 505 8. 3rd St., Minneapolis, 
— 1. 
ted Bt, Robber . Products, Inc., 1790 Broadway, 
N. Y.—5NN6. 
een Balle Co., Whitney Power Block, Cleveland, 
Ohio—5NN1, 5NN3, 5NN5. 
Vandercoo Sons, 900 N. Kilpatrick Ave., Chicago, 
i. ao . 184 and Inside Back Cover 
Vogt Roller Co., Ine., 292 8. 12th St., Louisville, Ky.— 
§NN1, S5NN2, 5NN3, 5NN4, SNNS, 5NN6. 
Vulcan Proofing a Lo St. & Ist es Brooklyn, 
N. Y.—5NNG, 5N gore aM 
Western Roller & te Co., 1716 saeagiiiees ‘St., 
lo.—-5NN1. 
Wild PE evcee, Inc., 5 Purchase St., Boston, Mass.— 
5NN1, 5NN2, 5NN3, 5NN4, 5NN5, 'BNNG, 5NN7. 
Winn & Goodman, 440 ‘Sansome St., San Francisco, Calif. 
5NN1, 5NN3. 
a 
ER TRUCKS 
Mies ander Fountains and Accessories 5S. 











Y PRINTING PRESSES 
Mie ender Printing Presses 5LL. 





TOGRAVURE INKS 
eg under Inks 5W. 








TOGRAVURE PRINTING PRESSES 
Mase under Printing Presses 5LL. 





RUBBER ROLLER GRINDING EQUIPMENT 
500 


Mfg. Co., 177 Osborne St., Bridgeport, Conn. 
Dust ess Fuipmeni Co., 4021 19th "St. nae | 5 ., Wash- 
ington, D: 
Goss Ping ‘Press Co., ™ 1535 S. Paulina St., 
Chicago, Ill.... .. 
Sebastian Lathe Co., 'p, ‘0. “Box 1017, Cincinnati, ah 
South Bend Lathe W ‘orks, 100 F. Madison St., South Bend, 
Ind. 





RUBBER ROLLERS 
See under Rollers 5NN. 








S 





SAFETY CANS (FOR Se asta FLUIDS, 
WIPERS AND WASTE) 5 


American Type Founders, 200 eee Ave., Elizabeth, 

Se Se . Inside Back Cover, Dec. 
Angle Steel Stool Co., “17 Oak St., Plainwell, Mich. 
Justrite Mfg. Co., 2061 Southport Ave., Chicago, 

th.. . 23, Dec. 
Triumph Becipanent Baciane rs, ‘507 S. 4th St., i Minneapelé 

Minn, 





SAFETY GUARDS 500 
American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J. . Inside Back Cover, Dec. 
Reliable Pristing Taviose nt Co., The, Erie Bldg., Cleve- 
d, 


n 

Turner Printing Machinery, 2630 Payne Ave., Cleve- 
land, Ohio. 

SALES BOOK PRINTING PRESSES 
See under Printing Presses 5LL. 











SCALES FOR PAPER SHEETS 
. Sale Gauges and Testing Instruments 
5 


SCLEROSCOPE 
— Gauges and Testing Instruments 








SCORING, PERFORATING AND SLITTING 
ATTACHMENTS 
See Perforating, Slitting and Scoring 5FF. 


SEATS AND STOOLS 
See under Cabinets, Racks and Chairs 5G. 


SECTIONAL PLATE MOUNTING SYSTEMS 
See Composing Room 1U. 














SHEET FEED PRESSES 
See under Printing Presses 5LL. 


SHEET HE ATERS 
See under Heaters and Neutralizers 5V. 


SHEET NEUTRALIZERS 
See under Heaters and Neutralizers 5V. 

















SHEETS, DRAW 
See under Cylinder and Tympan Packing 5L. 5L. 











SLITTING AND REWINDING EQUIPMENT 


saad -seggamana Supply, P. O. Box 131, West 

Lynn, M . 94-95 
— Type Founders, 200 Elmora ee. , Elizabeth, 

. Inside Back Cover, Dec. 

leas E. C & Gs. “438 8. Illinois St., Indianapolis, Ind. 

Cameron Machine Co., 61 Poplar St., Brooklyn, N. Y. 
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Champlain Corp., 62 Outwater Lane, Garfield, N. J. 

Detroit Edge Tool Co., 433 Mt. Elliott Ave., Detroit, 
Mich. 

Goss Printing Press Co., The, 1535 S. Paulina St., 
Chicago, Ill. 

Hamilton Tool Co., The, 220 N. St eetinn: 0. 

Inman Mfg. Co., Inc., j orto NY as 

Jacques, John, & Son, 93 Webster St., Worcester, Mass, 

Kidder Press Co., Inc., 121 Broadway, Dover, N. H. 

e-em M. D., Co., 28 Industrial St., Rochester, 


Kohler Bros., 400 W. Madison St., Chicago, Il. 

Lester & Wasley Co., Inc., 282 Franklin St., Norwich, 
Conn. 

Meisel Press Mfg. Co., 944 Dorchester Ave., vai 
Mass.. ..81 

Morgan Bactaion ‘Roller Truck Co., P. 0. ‘Hot: 216, 
Hollywood, Calif. 

Pine-Ihrig Machine Co., 36 Marion St., Oshkosh, Wis. 

Potdevin Machine Co., 1221 38th St., Brooklyn, N. Y. 

Rosback, F. P., Co., Benton Harbor, Mich. 

Simonds Worden White Co., 1101 Negley PI. ‘Dagte, Oo. 
—Knives only. . 42 


9 canes? Co., ‘2741 N. ‘Jenecen Ine, , Chicago, 
. 104 





SLITTING, PERFORATING . AND SCORING 
ATTACHMENTS 
See Perforating, Slitting and Scoring 5FF. 





SNAPOUT PRESSES 
See Printing Presses 5LL 





SPECIALTY FOLDERS 
See under Feeding, , Folding and Delivery 5Q. 





SPECIALTY INKS 
See under Inks 5W. 





SPECIALTY PRINTING PRESSES 
See under Printing Presses 5LL. 





SPEED INDICATORS 
— Gauges and Testing Instruments 





SPLICING COMPOUND 
See under Adhesives 5A. 





STATIC ELIMINATORS 
See under Heaters and Neutralizers 5V. 





STOOLS AND SEATS 
See under Cabinets, Racks and Chairs 5G. 





STRENGTH GAUGES FOR PAPER 
See under Gauges and Testing Instruments 





STROBOSCOPE 
See under Gauges and Testing Instruments 





SUPPLIES 5WW 
5WWI1 Rotary Press Knives. 
5WW2? Slitters. 

Simonds Worden White Co., 1101 Negley Pl., Dayton, 
0.—5WW1 42 


Peewee eee meme eee eae ew eeeeeeeseeeees 





SYNTHETIC RESIN-LIKE ROLLERS 
See under Rollers 5NN. 





T 





TABLES, LINE-UP AND REGISTER 
See Composing Room IP. 





TACHOMETERS 
See under Gauges and Testing Instruments 
U. 





TAG PRINTING PRESSES 
See under Printing Presses 5LL. 


TAPE 
See under Belts, Belting and Tape 5D. 








TAPE CEMENT 

See under Adhesives 5A. 
TAPE MOISTENERS 

See Mailing and Shipping 7J. 








TAPE PRINTING PRESSES 
See under Printing Presses 5LL. 





TEMPERATURE INDICATORS 
See Miscellaneous 8A. 





TENSIONS AND REELS 
See Paper Reels and Tensions 5GG. 





TESTING INSTRUMENTS AND GAUGES 
See under Testing Instruments and Gauges 


TEXTILE TRANSFERS 
See Raised a. Printing Machines and 
Powders 5MM 
TEXTILE TRANSFER INK 
See under Ink 5W. 





oa. MACHINES AND POW- 
See Raised Letter Printing Machines 5MM. 








THICKNESS GAUGES FOR PAPER 
a «and Gauges and Testing Instruments 





THREE-COLOR PROCESS INKS 
See under Inks 5W. 





TICKET PRINTING PRESSES 
See under Printing Presses 5LL. 





TIERING MACHINES AND PAPER LIFTS 
See Paper Cutting and Processing 4D. 





TOOL CABINETS 
See under Cabinets, Racks and Chairs 5G. 





TOOLS 5TT 
5TT1 Ink Knives. 
5TT2 Makeready Knives. 
5TT3 Overlay Knives. 
5TT4 Platemakers Tools 


American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—5TT1, 5TT2. . . Inside Back Cover, Dec. 


Cottrell, C. B., & Sons Co., Westerly, R. 1... .. 44-45-46 
~—— Electric Co., 522 8. Clinton St., Chicago, Ill. 


—5TT4. 
Meiingg Lite Supply Co., 1623 John St., Cincinnati, 
Wesel Mie. Co., 893 Providence Rd., Scranton, Pa.— 
§ , 





TRANSFERS oy pare INKS 
See under Ink 





TRANSFERS, TEXTILE 
See under Raised Letter Printing Machines 
and Powders 5MM, 





TRANSMISSIONS FOR PRESSES 5SS 
Fairbanks, Morse & Co., 900 S. Wabash Ave., Chicago, 


Graham Transmission, Inc., 2711 N. 13th St., Milwau- 
kee, Wis. 
Horton Mfg. Co., 3016 University Ave., 8.E., Minneapolis, 


inn. 
Ideal Comrgutator Dresser Co., 4016 Park Ave., Sycamore, 


Link-Belt Co., 307 N. Michigan Blvd., Chicago, Ill. 
Oilgear Co., 1301 W. Bruce St., Milwaukee, Wis. 

Reeves Pulley Co., Columbus, Ind. 

Rockwood Mfg. Co., 1801 English Ave., Indianapolis, Ind. 





TRUCKS 5UU 
Form, See Composing Room 1DD. 
Form Lifts, See Composing Room 1DD. 
5UU1 Newsprint. 
5UU2 Paper Roll. 
5UU3 st gp Tiering. 
See also Paper Cutting and Processing 


4D. 
Plate, See Plate Making 2G. 


Automatic Transportation Co., 101 W. 87th St., Chicago, 
Ill.—Electrie trucks, paper roll and bale handlers. 

sr Rye Co., 716 N. First St., St. Louis, Mo.—- 
U 


—_ uae Works, 437 8. Senute Ave., Indianapolis, 

n — 

Cline Electric Mfg. Co., 211 West Wacker Drive., Chi- 
cago, ill. -BUUT, 5UU2, 5UU3.. .. 89 


Cutler-Hammer, La _ N. 12th St., ‘Wiiniies: Wis. — 
5UU1, 5UU2, 5U 

Easton Car & ach Co., Easton, Pa.—5UU. 

Economy Engineering Co., 2641 W. Van Buren St., Chi- 

porung —5UU1, 5UU2, 5UU3. 

Biel Parker Electric Co., 4517 St. Clair Ave., Cleveland, 

Goss Printing Press Co., The, 1535 S. Paulina St., 
Chicago, H1i.—5UU1, 5UU2, 5UU3. 21 


Lewis-Shepard Co., 227 Walnut St., “Witertows: ‘Sta, 
Boston, Mass. —5UUI1, 5UU2, 5UU3. 

Norman, William A., 185 N. Wabash Ave., Chicago, [1).— 
5UU1, 5UU2. 

Nutting Truck Co., Faribault, Minn.—5UU1, 5UU2, 5UU3. 

7 er Machine Co., 2009 Cuming St., Omaha, 

oh 

Revolvator Co., p State St., North Berge. N J— 
5UU1, 5UU2, 5UU3. 

Rotary Lift Co., ar055 Kentucky St., Memphis, T an.— 
5UU1, 5UU2, 5UU3. 

Rouse, H. B., & Co., 2216 N. en Ave., — 
i.—5UU3.. 39 


Service Caster: & Truck Co.. 620 N. Seeman 4 hives: 
Albion, Mich.—5UU1, 5UU2, 5UU3. 
Tucker-Dorsey Mfg. Corp., 302 S. State St. In’ ,anapolis, 


Yale & Towne Mfg. Co., 4530 Tacony St. Philadelphia, 
Pa.—5UU. 





TRUCKS, PAPER 
See Paper Cutting and Processing 4D. 
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Pressroom — Bindery 


Equipment and Supplies Ind 
ee 





TYMPAN AND CYLINDER PACKING 
See under Cylinder and Tympan Packing 5L. 


TYMPAN PAPER 
See under Cylinder and Tympan Packing 5L. 


TYPE HIGH GAUGES 
See under Gauges and Testing Instruments 








§ 


VARIABLE SPEED PULLEYS 
See Pulleys 5KK. 








VARNISHES FOR INKS 
See under Inks 5W. 





TYPE WASHES 
See Composing Room I1FF. 


TYPEWRITER RIBBON ATTACHMENTS 
FOR PLATEN PRESSES 
See under Printing Presses 5LL. 








U 





UNDERPACKING 
See under Cylinder and Tympan Packing 5L. 


VIBRATORS FOR INK ROLLERS 
See under Fountains and Accessories 5S. 





WwW 





WASHES FOR TYPE 
See Composing Room IFF. 


WASTE SAFETY CANS 
See Safety Cans 5PP. 





WATER COLOR INKS 
See under Inks 5W. 





WEB PRINTING PRESSES 
See under Printing Presses 5LL, 





43555 
WEB REGISTER TESTING D 
STROBOSCOPES he 





WIPER SAFETY CANS 
See Safety Cans 5PP. 





WIPING CLOTHS 5VV 
Callaway Mills, 295 Fifth Ave., New York, N, Y, 





WASTE PAPER BALERS 
See Waste Paper Balers 8L. 


WRAPPER PRINTING PRESSES 
See under Printing Presses 5LL. 








Adhesives 
Assembling Machines 
See Gathering Machines 6L 
Balers 
See Waste Paper Balers 8L 
Binding Materials 
6B1i Cloth 
6B2 Leather 
6B3 Leather Substitutes 
6B4 Tape 
6B5 Thread and Twine 
Board 
See Paper and Printing Stock 3 
Board Bevelers 
Book Smashing and Compressing 
Machines 
Case Machines 
6E1 Case Back Forming . 
6E2 Case Bending 
6E3 Case Feeding 
6E4 Case Making 
Collating Machines 
See Gathering Machines 6L 
Continuous Trimmers 
Counters, Dating and Numbering 
Devices 
See Composing Room 1H 
Crimping, Creasing and Scoring 
Machines 
Drilling and Drill Slotting Machines 
Eyeletting Machines 
Feeders and Folding Machines 
See Pressroom 5Q 
Foil and Leaf 


P-Double-E Filing System 
6—Bindery Index 


KEY FOR BINDERY INDEX 


6L Gathering Machines 
Gauge Pins 
See Pressroom 5T 
6M _ Gluing and Pasting Equipment 
6M1 Glue Pots and Kettles 
6M2 Gluing 
6M3 Gumming 
6M4 Labeling 
6M5 Lining 
6M6 Mounting 
6M7 Paper Covering 
6M8 Pasting 
6M9 Stripping 
Knotting, Looping and Stringing 
Machines 
Loose Leaf Binders and Parts 
Motors and Controls 
Paging and Numbering Machines 
Paper 
See Paper and Printing Stock 3 
Paper Cutters 
patie 1a Cutting and Processing 
4 


Patch Machines 
Perforating Machines 
Perforating, Punching and Round 
Cornering Machines 
Presses 
6T1 Backers 
Baling 
See Waste Paper Balers 8L 
6T2 Banding and Bundling 
6T3 Die Stamping 
6T4 Embossing 


6T5 Pallet 
6T6 Plate 
6T7 Standing 
6T8 Tabbing 
6HH Process Binding 
6U Round Corner Cutters 
6V Rounding and Backing Machines © 
6W Ruling Machines and Accessories 
6X Sewing Machines 
6X1 Machines 
6X2 Needles 
6Y Shears and Blades 
6Y1 Shears 
6Y2 Blades 
6Z Slitting and Rewinding Machines 
6AA Stabbing Machines 
Stapling Machines 
6BB1 Machines 
6BB2 Wire 
Stitching Machines 
6CC1 Machines 
6CC2 Wire 
Supplies 
6DD1 Index Tabs 
Tables 
6EE1 Gathering 
Tipping Machines 
Tools, Hammers, Bone Folders, 
Polishers, Etc. 
Trucks 
See Paper Cutting and 
Processing 4D 
Type 
See Composing Room 1EE 





BINDERY EQUIPMENT AND SUPPLIES CROSS-INDEX 


A 





ADHESIVES 6A 
American Roller Co., 1342 N. Halsted St., Chicago, Ill. 


= Type Founders, 200 Elmora Ave., "Elizabeth, 
ae eS . Inside Back Cover, Dec. 


ots Mig. Co., The, 110 E. “42nd St., New eg ee 
Bingham Bros., 406 Pearl St., New York, N. 

Buckeye Paste Co., 270 8. Wall St., Columbus, Sb. 
Burrage, Robt. R., 15 Vandewater eo Jn York, je gh 
Devere Co., 2000 Clark St., Racine, W 

Findley, The F. G., Co., 1243 N. 10th St., Milwaukee, 


Wis. 
Fuller, E. C., Co., 28 Reade St., New York, N. Y. 

e Bros. & Lane, Inc., 1335 W. Lake St., Chicago, Il. 
Godfrey Roller Co., 211 'N. Camac St., Philadelphia, Pa. 
Green’s Paste Works, 2912 S. Salina St. Syracuse, N. Y. 
Hart, William C., Co., 137 Greene St., New York. N. Y. 
Hoyt, Arthur §., Co., 175 Fifth Ave., New York, N. Y. 
Invis'o Products Div. Erie Foundry Co., Erie, Pa. 
Johnson, The Wm. R., Co., 72 Columbia’ St., Seattle, 


Wash. 
Le Page’s, Inc., Gloucester, Mass 
Lox Mfg. Co., '3316 E. 3ist St., Kansas City, Mo. 
Maigne, O. J., Co., 356 Pearl St., New York, N. Y. 
ee Adhesive Corp., 820 Greenwich St., New York, 


140 


Orchard, Robert N., 429 Wayne St., Detroit, Mich. 
Osgood-Globe Corp. 33 Purchase St., Boston, Mass. 
Paisley Products, Inc., 1770 Canalport Ave., Chieago, III. 
8. 8. Rubber Cement Co., 3438 Halsted St., Chicago, III. 
Union Rubber & Asbestos Co., 232 Allen St., Trenton, N.J. 
Williamson Glue & Gum Works, 2327 W. 18th St., Chicago, 


Winn & Goodman, 440 Sansome St., San Francisco, Calif. 





ASSEMBLING MACHINES 
See Gathering Machines 6L. 





AUTOMATIC CUTTING MACHINES 
See Paper Cutting and Processing 4F. 





B 





BACKING PRESSES’ 
See under Presses 6T. 


BACKING AND ROUNDING MACHINES 
See under Rounding and Backing Machines 








BALERS, WASTE PAPER 
See Waste Paper Balers 8L. 


BANDING AND BUNDLING PRESSES 
See under Presses 6T. 





BEVELERS, BOARD 
See Board Bevellers 6C. 





BINDING MATERIALS 6B 
6B1 Cloth. 
6B2 Leather. 
6B3 Leather Substitutes. 
6B4 Tape. 
6B5 Thread and Twine. 
6B6 Banding. 


Aigner, G. J., Co., 
6B1. 


Coated Textile Mills, Inc., 
Pawtucket, R. I—6B3. 
ai ak ap," o., The, 45 South St., 
6BI 
Fuller, E Co., 28 Reade St., New York, N. Y—6BE 
6B2, 6B3, ‘6B4, 6BS. 5 
Gane Bros. & Lane, Inc., 1335 W. Lake St., Chicago, TI 
-6B1, 6B3, 6B4, 6B5. ’ 
Hope Webbing Co., Providence, R. I.—6B4, 6B6. 
Latex Fiber Industries, Beaver Falls, N. Y.—6B3. 
Meyer, John C., Thread Co., 1449 Middlesex Sty 
Lowell, Mass.—6B5. a 


503 S. Jefferson St., Chicago, UL 
Columbus & York Aves, 
Mt. Vernon, N. Y= 


~ 
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Mid-States Gummed Paper Co., 2433 S. Damen Ave., 
Chicago, Ill.—6B4. 


FOR SHEARS ; 
See Gaier Shears and Blades 6Y. 








oe ———_—_— 
BLOWERS, PORTABLE 
fee Composing | Room 1D. 





; OS 
oo Paper and Printing Stock 3. 





a ———_—— 
BOARD BEVELERS 6C 
‘Crawley Book Machinery Co., 328 Keturah St., Newport, 


Hearne, 12 Wooster St., New York, N. Y. 
a es! Co. 28 Reade St., New York, N. Y. 
Pleger, John J., Co., 609 W. Lake St., Chicago, Ill. 
nl 








STOCK 
Mee Peper and Printing Stock 3. 





INE FOLDERS 
Tools 6FF. 


BOO COMPRESSORS 
Bironder Book Smashing and Compressing 


Machines 6D. 
US ea 
OOK SMASHING AND COMPRESSING 
MACHINES 6D ‘ 
h Corp., 55 Vandam St., New York, N. Y. 
Sine chine Co. 716 N. First St., St. Louis, Mo. 
Fuller, E. C., Co., b8 Reade St., New York, N. Y. 
Harris mane Potter Co., 4510 E. 71st St., Cleveland, 
Ohio. Be: , Dee. 
— Seat, William, " Madhive Jitlea: 297 Holliday 
t., Baltimore, Md. 
Paez, John J., ‘Co., 609 W. Lake St., Chicago, Ill. 
Machine Co., Div. Harris oe? Potter Co., 
3 Washington St. ’ Dayton, “ bi 
Standard Machinery Co., Mystic, Cuan. 











ASS TYPE 
acs Composing Room 1EE. 





BUNDLING AND BANDING PRESSES 
See under Presses 6T. 





C 





CANS, SAFETY 
See Composing Room 1Y. 





CASE MACHINES 6E 
6E1 Case Back Forming. 
6E2 Case Bending. 
6E3 Case Feeding. 
6E4 Case Making. 
Crawley Book Machinery Co., Newport, Ky.—6E1, 6E2, 
6E3, 6E4. 
Fuller, E. C., Co., 28 Reade St., New York, N. Y.—6E1, 
6E2, 6E3, ‘6E4. 
Meyers, og W., Co., 


Pleger, John J., Ot. 609 W. a St., Chicago, Ill. 

Sheridan, T. W. & C. B., , 129 Lafayette St., New 
York, N. Y.—-6E3, 6E4, 

Smyth Mfg. Co., T he, 9 Sigourney St., Hartford, Conn.— 
6E1, 6E2, 6E 3, 6E 

Brolp-Gore, Inc., 10 "W. Jackson Blvd., Chicago, Ill.— 


1828 Milwaukee Ave., Chicago, 





CLOTH 
See Binding Materials 6B. 





COLLATING MACHINES 
See Gathering Machines 6L. 


CONFETTI MACHINES 
See Perforating, Punching and Round 
Cornering Machines 6S. Also Slitting 
and Rewinding Machines 6Z. 








CONTINUOUS TRIMMERS 6F 

Fuller, E. C., Co., 28 Reade St., New York, N. Y. 

Harris gaiay Potter Co., 4510 E. 71st St., Cleveland, 
Ohio : 4, Dec. 


Seybold Machine Co., Div. Harris ‘Seybold Potter Co., 
3 Washington St. ., Dayton, O 


eae. T.W.&C.B., Co., 129 Lafayette St., New York, 
Smyth Mfg. Co., 9 Sigourney St., Hartford, Conn. 





CONTROLS FOR MOTORS 
See Motors and Controls 60. 


COUNTERS, DATING AND NUMBERING 
MACHINES 
See emnposing Room 1H. 


CREASING MACHINES 
under Crimping, Creasing and Scoring 
Machines 6G. 








CRIMPING, rate AND SCORING 
MACHINES 6 


Altair Machinery ‘oni 55 Vandam St., New York, N. Y. 
ee & sa Como at Gaultier St. ys 
Minn 52-53 


Chandler & Price Co., "The, ‘6000 Carnegie Ave., Cleve- 
land, Ohio. . ? “Inside Front Cover 
ine & W soley Co., aes 282 Franklin St., Norwich, 
onn, 


* Pleger, John 3 Co., 609 W. Lake St., Chicago, Il. 


Rosback, F, , Co., "Benton Harbor, Mich. 





CUTTERS, PAPER 
See Paper Cutting and Processing 4F. 


Chea Machine Co., The, 100 Fourth St., Racine, 


Davidson Manufacturing Corp., 1020 W. Adams St., 
Chicago, Ill. 

Dexter Folder a cs sta N. be wens 
Machine. . 


Dudley, Kenneth E, 7. ‘1205 ‘Hamilton 'Bivd., aan 


town, 
Fuller, E. C., Co., 28 Reade St., New York, N. Y. 
New Leia .. Co., 375 Eleventh Ave., Bg N. J— 


Sna 
Rosbeck. , Co., eR Harbor, M 
Sheridan, T se W. &C.B , Co., 129 pone St., New 


York, N. Y. 
Smalley-General Co., 1700 Sixth St., Bay City, Mich. 








CUTTERS, ROUND CORNER 
See Round Corner Cutters 6U. 





D 





DATING MACHINES 
See Composing Room 1H. 





DIE STAMPING PRESSES 
See under Presses 6T. 





DRILLING AND DRILL SLOTTING MA- 
CHINES 6H. 


American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.. Inside Back Cover, Dec. 


Berry Mishiae: Cas. 716 N. “First St., St. Louis, Mo. 
Challenge Machinery Co., Grand Haven, rs, PA 


Fuller, E. C., Co., 28 Reade St., New York, Y. 
Gane Bros. & Lane, Inc., 1335 W. Lake St. Chicago, Ill. 


wae Seybold Potter Co., 4510 E. 71st St., Cleveland, 
Ohi ~ de ae Dec. 


siaieg Pradente: Ba. 485 Shien St. Roghedtek: N. Y. 
Mick, Walter K., Co., 500 Robert St., St. Paul, Minn. 
Nolan Machinery Corp., 1333 E. Dominick St., Rome, 
Nygren-Dahly Co., 218 N. Jefferson St., Chicago, Ill. 
Pioneer Mfg. Co., 1212 Jackson St., Toledo, O........69 
Rosback, F. P., Co., Benton Harbor, Mich. 
Seybold Machine Ce., Div. Harris hig Potter Co., 
813 Washington St., Dayton, O.. .27 


Semen Machine Co., 30 Ware yee Pill 
e. 





E 


EMBOSSING PRESSES 
See under Presses 6T. 








EYELETTING MACHINES 6J 

Bates Mfg. Co., The, 30 Vesey St., New York, N. Y. 

Fuller, E. C., Co., 28 Reade St., New York, N. Y. 

Stimpson, Edwin B., Co., 793 Kent Ave., Brooklyn, N. Y. 

— Machine Co., Inc., 100 Foundry St., Wakefield, 
met . 





F 


FEEDERS AND FOLDING MACHINES 
See Pressroom 5Q 








FEEDERS, ROLL LEAF 
See Pressroom 5Q. 





FOLDERS, BONE 
See Tools 6FF. 





FOLDING MACHINES 
See Pressroom 5Q 





FOIL AND LEAF 5K 

All Purpose Gold Corp., 320 Bridge St., Brooklyn, N. Y. 

Diamond Decorative Leaf Co., 710 Van Duzen St., Staple- 
ton, Staten Island, x. 

Gane Bros. & Lane, rae 1335 W. Lake St., Chicago, IIl. 

Grauert, R. W., Inc., 66 W. Broadway, New York, N. Y. 

Griffin, Campbell, Hayes, Walsh, Inc., 50 E. 21st St., 
New York, N. Y. 

a & Co., 817 Filbert St., Philadelphia, en 

Kemp, W. H., 'Co., 350 Hudson St., New York, #3 

Kirin Co., The, 605 W. Washington Blvd. » Chicago, 

Til. 


Peerless me Leaf Co.; Inc., 4511 New York Ave., Union 
City, N 

Reynolds Metals Co., 19 Rector St., New York, N. Y. 

Simplex Gold Stampi ng Press Co., Ine., 425 Fourth Ave. 
New York, N. Y. 

Swift, M., & Sons, Inc., 10 Love Lane, Hartford, Conn. 

Wehrung & Billmeier Co., 3624 Lincoln Ave., Chicago, Ill. 





G 


GATHERING MACHINES 6L 


American en Founders, 200 Eimora Ave., Elizabeth, 
N. J.. : Inside Back Cover, Dec. 
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GATHERING TABLES 
See under Tables 6EE. 





GAUGE PINS 
See Pressroom 5F. 





GLUE 
See Adhesives 6A. 





GLUING AND PASTING EQUIPMENT 6M 
6M1 Glue Pots and Ketties. 
6M2 Gluing. 
6M3 Gumming. 
6M4 Labeling, 
6M5 Lining. 
6M6 Mounting. 
6M7 Paper Covering. 
6M8 Pasting. 
6M9 Stripping. 


Acme Electric Heating Co., 1217 Washington St., Boston, 
Mass.—6M1. 


American Type Founders, 200 a Ave., Elizabeth, 
N.J.—6M1, 6M2, 6M7. . . Inside Back Cover, Dec. 


Bracket Stripping Mislinn Co., 505 Jackson St., Topeka, 

ans.— 

Chambers Bros. Co., 52nd & Media Sts., Philadelphia, 
Pa.—6M2, 6M3. 

Chicago Printers Machinery Works, 609 W. Lake St.; 


Sef I. 
per ; . C., 3630 Bloomington Ave., Minneapolis, Minn. 


M 
Doepel, 3. E., Co., 626 Race St., Philadelphia, Pa— 
6M2, 6M8. 


, 


Durbrow & Hearne, 12 Wooster St., New York, N. Y.— 


6M2. 
Fuller, E. C., Co., 28 Reade St., New York, N. Y.—6M2. 
_ ‘Bree. & 1 Lane, Inc., 1335 W. Lake ax. Chicago, 
Hollingsworth Willian, Mchy. Co., 227 Holliday St., 
Ba!timore, Md.—6M2, 6M3. 
—— Industrial Co., 2 EB, 22nd St., New York, N. Y.— 


6M3. 

International Paper Box Machine Co., 315 Main &t., 
Nashua, N. H. 

Kleen-Stik’ Products, Inc., 500 Sansome St., San Fran- 
cisco, Calif. —6M3. 

Nassau Ruling Co., 137 Jackson St., Hempstead, N. Y. 
—6M3, 6M9. 

Parry, S. R., Machine Co., 222 Mill St., Rochester, N. Y. 

Philadelphia Thermometer Co., 915 ,Filbert 8t., Phila- 


Co. Lake St., Chicago, IllL— 

6Mi, 6M2, 6M3, és. 6M? 6M8, 6M9. 

Potdevin Machine Co., 1221 38th St., Brooklyn, N. Y— 
6M2, 6M3, Sy 6M8, 6M9. 

Rosback, F. Co., Benton Harbor, M 

Rotogravure ER Co., 299 Marginal a E. Boston, 
Mass.—6M3, 6M9. 

— Electric Co., 340 W. Huron St., Chicago, Tll.— 


Safety ~—— nate oe Faribault, Minn.—6M1. 
Sheridan, W.&C ; Co., 129 Lafayette St., New 


ork, a = 
> Mfg. Co., The, 9 Sigourney St., Hartford, Conn.— 
6 


2. 

Specialty —— Machine Co., 200 Boston Ave., 
Medford, M 

Standard Tose 2 Box Machine Co., Inc., 133 Bleecker St., 
New York, N. Y. 

Sta-Warm Electric Co., Ravenna, O.—6M1, 6M3. 

Stuebing Automatic Machine Co., "2425 Spring Grove Ave., 
Cincinnati, O.—Metal edging. 

Waldron, John, Corp., New Brunswick, N. J—6M2, 6M3. 

Wrigley,’ Thomas, Co., 609 W. Lake St., Chicago, Tl. 


Nie. 





GOLD FOIL 
See Foil 6K. 





GUMMING EQUIPMENT 
See under Gluing and Pasting Equipment 





H 





HAMMERS 
See Tools 6FF. 


HAND POLISHERS 
See Tools 6FF. 











IMITATION FOIL 
See Foil 6K. 
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INDEX TABS 
See Supplies 6DD. 


PALLET PRESSES 
See under Presses 6T. 





K 


KETTLES AND POTS FOR GLUE 
—— * ead Gluing and Pasting Equipment 


KNOTTING, To AND STRINGING 
MACHINES 6 








Altair sag cmeg4 ad 55 Vandam St., New York, N. Y. 


Faller, E. C., Co., 28 Reade 8t., New York, N. Y. 
National Bundle Tyer Co., 24 Adrian St., W. Blissfield, 


Mich, 
Smyth, Joseph E., 720 8. Dearborn St., Chicago, Ill. 





L 


LABELING MACHINES 
See under Gluing and Pasting Equipment 








LEATHER SUBSTITUTES 
See Binding Materials 6B. 





LETTERING PALLETS 
See under Presses 6T. 





LIFT TRUCKS 
See Paper Cutting and Processing 4D. 





LINING MACHINES 
oe To Gluing and Pasting Equipment 





LOOPING, KNOTTING AND STRINGING 
MACHINES 
See Knotting, Looping and Stringing Ma- 
chines 6N. 





LOOSE LEAF BINDERS AND PARTS 6JJ 

Spiral Binding . x Lafayette St., New York, N. Y. 
Stimpson, Edwin 793 Kent Ave., Brooklyn, N. Y. 
Tenacity Mfg. Co., Bane  theper& Bloewa} Sts., Lockland, 0. 





M 





MOTORS AND CONTROLS 60 
American Type a 200 Elmora Ave., Elizabeth, 


N. J... "Inside Back Cover, Dec. 


Century Electric Co., ‘1806 Pine St., St. Louis, Mo. 

Cline Electric -_ Co., 211 rasa Wacker Drive, Chi- 
cago, Hil... . 8 

Emerson Eleetre Mfe. Co., “The, "1820 ‘Washington ‘ie 
St. Louis 

Fairbanks, Morse & Co., 900 Wabash Ave., Chicago, Ill. 


General Electric Co., 1 River Rd., en: eth 
Kimble Electric. Co., “2011 Hastings St. - Chicago, 


Krug Electric Co., 55 ‘Teadam ‘St., Man “York, N.Y, 

Marathon Eleetrie Mfg. Corp., 131 W. Washington St., 
Wausau, Wis. 

Monitor Controller Co., 51 S. Gay St., Baltimore, Md. 

Northwestern Electric Go., 408 S. Hoy ne Ave., Chicago, 


Ill. 
Relianee Electric & Engineering Co., 1088 Ivanhoe Rd., 
eve 
U. 8. Electrical Motors, Inc., 200 E. Slauson Ave., Los 
Angeles, Calif. 


MOUNTING MACHINES 
See under Gluing and Pasting Equipment 








N 
NEEDLES FOR SEWING MACHINES 
See Sewing Machines 6X. 


NUMBERING AND PAGING MACHINES 
See Paging and Numbering Machines 6P. 


NUMBERING MACHINES 
See Composing Room 1H. 














P 


PAGING AND NUMBERING MACHINES 6P 
Altair Machinery Corp., 55 Vandam St., New York, N. Y. 


ne bags dense) 200 Elmora Ave., Elizabeth, 
N. J . Inside Back Cover, Dec. 

Force, Wn. A. % Co., 216 ‘Nichols Ave., pate, N. Y. 

Fuller, E. C., Co., 28, — 8t., New York, ie & 

Hickok, W. 0., Mig. , Harrisburg, Pa, 

Hoole Machine ° eee Works, Inc., 30 Main S&t., 
Brooklyn, N 

McAdams, yohn~ & Sons, 20 Knight St., Norwalk, Conn — 

Nygren-Dahly Co., 218'N. Jefferson St., Chicago, Il. 
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Dec. 


PAPER 
See Paper and Printing Stock 3. 





PAPER BALERS 
See Waste Paper Balers 8L. 





PAPER CUTTERS 
See Paper Cutting and Processing 4F. 





PAPER RULING MACHINES 
See Ruling Machines and Accessories 6W. 





PASTE 
See Adhesives 6A. 





PASTING AND GLUING EQUIPMENT 
See Gluing and Pasting Equipment 6M. 





PASTING MACHINES 
— Gluing and Pasting Equipment 
6M. 





PATCH MACHINES 6Q 


Fuller, E. C., Co., 28 Reade St., New York, N. Y. 
Wakefield Machine Co., 100 Foundry St., Wakefield, Mass. 





PERFORATING MACHINES 6R 


American Type omannetae 200 Elmora Ave., Elizabeth, 

N. J.. Inside Back Cover, Dec. 
Bates Mfz. ‘Co., The, 30 Sis St., New York, N. Y. 
Fuller, E. C., Co., 28 Reade St., New York, N. Y. 
Harris Seybold Potter Co., 4510 E. 7ist St., Cleve- 

land, O.. era * Dec. 
Jones, iene ‘hea "608 8. Danitions: St., Chicago, Ill. 
Lester & Wasley Co., The, Norwich, Conn. 

Nygren-Dahly Co., 018 N. Jefferson St., Chicago, Ill. 

—” F. P., Co., Fifth and Park Sts., Benton Harbor, 
ic 

Seybold Machine Co., Div. Harris eerie Potter Co., 

813 Washington St. " Dayton, 2." .27 
Southworth Machine Co., 30 Warren ‘da, ‘Portland, 


Me. 
Stimpson, Edwin B., Co., 53 Franklin Ave., Brooklyn, N. Y. 
Steel, B. W., 411 E. Pico St., Los Angeles, Calif. 





PERFORATING, PUNCHING AND ROUND 

CORNERING MACHINES 6S 
Altair Machinery Corp., 55 Vandam St., New York, N. Y. 
American Perforator Co., The, 625 W. Jackson Blvd., Chi- 

cago, Ill. 

American Type a soma: 200 Eimora Ave., Elizabeth, 

N. J.. . Inside Back Cover, Dec. 
Berry Machine Co 0., 716 N. First St., St. Louis, Mo. 
Challenge Machinery Co., Grand Haven, Mich........13 
Chicago Printers Machinery Works, 609 W. Lake S&t., 

Chicago, Ill. 

—— Machinery Co., 307 Atlantic Ave., Boston, 

Mass. 

Cummins Perforator Co., 4740 Ravenswood Ave., Chicago, 


Ill. 
Excello Machine Co., 1243 Madison Ave., 8. E., Grand 
Rapids, Mich. 
Fuller, E. C., Co., 28 Reade St., New York, N. Y. 
Gane Bros. & Lane, Inc., 1835 W. Lake St.. Chicago, Ill. 
Hamilton Tool Co., 220 'N. “B” St., Hamilton, 0. 
Harris — Potter Co., 4510 E. 71st St., Cleve- 
land, O.... ... .4, Dec. 
Helmold, J. Fr, & ere SO 1462 \thaliewaies Ave., 
Chicago, Ill. 
Jones, James H., Corp., 608 S. Dearborn St., Chicago, IIl. 
Lester & W asley Co., Norwich, Conn. 
Mick, Walter K., Co., 500 Robert St., St. Paul, Minn. 
Nygren-Dahly Co., 218 N. Jefferson St., Chicago, Ill. 
Pleger, John J., 609 W. Lake St., Chicago, III. 
ee: J. A., Co., 903 N. Pitcher St., Sees, a 


— F. P., Co., Fifth & Pak Sts., Reset Harbor, 
Mich 

Seybold Machine Co., Div. Harris Annies Potter Co., 
813 Washington St. ., Dayton, O..... .27 

Southworth Machine Co., 30 Warren aie Portland, 


e. 
Spiral Binding Co., 148 Lafayette St., New York, N. Y. 





PLATE PRESSES 
See under Presses 6T. 





PLATFORM TRUCKS 
See Paper Cutting and Processing 4D. 





POTS AND KETTLES, GLUE 
See under Gluing and Pasting Equipment 





PRESSES 6T 
6T1 Backers. 
Baling, 

See Waste Paper Balers 8L. 
6T2 Banding and Bundling. 
6T3 Die Stamping. 
6T4 Embossing. 
6T5 Pallet. 
6T6 Plate Printing. 

See also Pressroom 5LL. 
6T7 Standing. 
6T8 Tabbing. 


Equipment and Supplies Indie 
a 


Altair Machinery Corp., 55 Vandam St. 

—6T1, 6T3, 6T4, » New York, if 
er Type Founders, 200 Elmora Ave., Elizabeth, 

N. J. 6T1, 672, 673, 674, 6T5, 6TE, 6T7, 6T. 

Inside Back Cone Dee, 

Anderson, C. F., & Co., 3225 Calumet Ave. ., Chicago, Ti, 
Berry Machine Co., 716 N. First St., St. Louis, Mo.—6T7. 2a 
Boehner Binder Co., 214 Fox St. , Aurora, Til. ~$T3, 64. § 
Brandtjen & Kluge, oy Como at Gaul 

Paul, Minn.—6T3, 6 — St., St. 


Bunn, B. H., Co., a py am 76th, ; 
oe ‘Chicago, — 


Chandler & Price Co., The, 6000 Carne * Rs is 
land, O.—6T3, 6 6T4.. = i ide Freer 
eg a a ake Mehy. ‘Corp., 377 oneal New York, 


Craviley Book Machinery Co., Newport, Ky.—6T1, 
ah Folder Co., Pearl River, N. Y.—6T1, are, 6T3, 


Fuller, E. C. Co., 98 Pusile St., “Nev Yo ne 
oot OT8, 674. ; ew York, N Yom, 
ane Bros. ane, Inc., 1335 W. Lake § hica 20, 
Pr fi 6T4, 6T5. ae —o 
ardner A., Inc., 709 Pine St., St. Louis, M 
Gerrard Co. Inc., 9915 W. 47th 8t., Chintane Tee 
Grif, Conmpbell, Haves, Walsh, Inc. , 50 E. 21st St., New 
or 


a ee Potter Co., 4510 E. 7ist St., Cleveland, 
ak 
sr ip . 0. Mfg. ‘Co., ‘Besbieies Pa.—6T1, 6TS, 


6T7. ee 
vonee, ne H., Corp., 608 8. Dearborn St., Chicago, Ii,— 
, 6T4. pe 
og pat Co., The, 605 W. Washington Blvd., Chicago, — 
Liberty Folder Co., Sidne y, O. i 
a gain L. W., Co., 1838 Milwaukee Ave., Chicago, 
—$T : 
Olsen Mark Corp., 124 White St., New York, N. Y.—6T3. 
Peerless Roll Leaf Co., Inc., 4511 New York Ave., Union 
City, N. J.—6T3, 6T4. 
Pleger, John J., Co., 609 W. Lake St., Chicago, Il.—6T1, 
Potdevin Machine Co., 1221 38th St., Brooklyn, N. ¥, 
Roovers Bros., Inc., 3611 14th Ave., Brooklyn, N, ¥.— 
6T4, 6T5, 6T6. 
Schroeter, J. H., & Bro., Inc., 223 Central Ave., 8. W., 
Atlanta, Ga.—6T1, 6T7. 
Seybold Machine Co., Div. Harris Seybold Potter 
ee , 813 Washington St., ee, 0.—6T1, oy 
7 


Sheridan, T. W. & Cc. B. 4 129 Lafayette St., “Nee 
York, N. Y.—6T1, 6T3 

Simplex Gold Stamping. Pres ‘Co, Inc., 425 Fourth Ave., 
New York, N. Y.— 6T4. 

Smyth Mfg. Co., The ° Sigourney St., Hartford, Come 

Standard Machine ary Co., The, Mystic, Conn. —6TI, 6 
6T4, 6T7. 

Thomson-National Press Co., Franklin, Mass.—6T3, 6T4, 


PROCESS BINDING 6EE 

General Binding Corp., 231 S. Green St., Chicago, Ill. 

Kamket Corp., 401 Broadway, New York, N. 

Nygren-Dahly Co., 218 N. Jefferson St., Chicago, Il— 
Punch heads for various systems, punch blocks for various 
sizes and styles of holes. 

— Binding a ., 732 Sherman St., Chicago, * 





oe Binding Ca. 148 Lafayette St.. New ‘York, NOY 
Trussell Mfg. Co., ’ Poughkeepsie, N. 


PRESSES, BALING 
See Waste Paper Balers 8L. 





PRINTING PRESSES 
See under Pressroom 5LL. 


PUNCHING, PERFORATING AND ROUND | 
Cc ORNERING MACHINES 
See Perforating, Punching and Round © 
___ Cornering Machines 6S. 


R 
RECORDERS, TIME CLOCK _ 
See Miscellaneous 8J. 


REWINDING AND SLITTING MACHINES 
See Slitting and Rewinding Machines 6Z. 


ROLL LEAF FEEDERS 
See Pressroom 5Q. 




















ROUND CORNER CUTTERS 6U 
Altair Machinery Corp., 55 Vandam St., New York, N. ¥. 
American Type genic, 200 Elmora Ave., Elizabeth 

N, J.. _Inside Back Cover, Dee. 
Challenge Machinery Co., Grand Haven, Mich.. ......18 — 
Fuller, E. C., Co., 28 Reade St., New York, N. Y. 
wie Vile Seybold Potter Co., 4510 E. 71st St., Crs 

’ 

Lassco Products, as 485 sate St., ‘Rochestet, N. ¥. 
Pleger, John J., Co., 609 W. Lake St., Chicago, Il. 
Seybold Machine Co., Div. Harris pam Potter Co., 

813 Washington St., Dayton, 0.. ... i 
Southworth Machine Co., 30 Warren yang “Portland, Me, 
ROUND CORNERING, PERFORATING AND 

PUNCHING MACHINES 

See Perforating, Punching and Round 

Cornering Machines 6S. 





1941 PRINTING EQUIPMENT Engineer Catalog Number~ 








i 


Mas eS 
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ROUNDING AND BACKING MACHINES 6V 


Altair Corp., 55 Vandam St., New York, N. Y. 
sa Meck Machinery Co., 328 Keturah St., Newport, 


Ky. . 
Fuller, E. C., Co., 28 Reade St., New York, N. Y. 
Pleger, iohn’ J., Go, 4 W. Lake St., Chicago, Il. 
Sheridan, T W. & C. B., Co., 129 Lafayette St., 
:'y. 
hn oe te Co., The, 9 Sigourney St., Hartford, Conn. 
Standard Mchy. Co. . My stic, Conn. 


— — —————__——_ 
RULING MACHINES AND ACCESSORIES 6W 


hi Corp., 55 Vandam St., New York, N. Y. 
Altair ark Co", 1490 Franklin St., Detroit, Mich.—Rul- 


New 





nie Ec. Co., 28 Reade St., New York, N. Y. 

Gane Bros. & Lane, Inc., 1335 W. Lake St., Chicago, IIl. 
Hickok, W. 0., Mfg. Co., Harrisburg, Pa. 

Hicfbladh Corp., The, 40 Court St., Boston, Mass. 

McAdams, John, & Sons, 20 Knight St., Norwalk, Conn. 

Meyer, John C., Thread Co., 1449 Middlesex St., ‘Lowell, 


Mass 
& Son, 7025 83rd St., Glendale, L. I., N. Y. 
a tata Machine Co., 200 Boston Ave., Med- 
ford, 


Zanetti, J., P Shachine Works, 1701 Kirkwood Ave., San 
Francisco, Calif. 





S 


FETY CANS 
ace Composing Room LY. 








SCORING MACHINES 
See under Crimping, Creasing and Scoring 
Machines 6G. 











SEWING MACHINES 6X 
6X1 Machines. 
6X2 Needles. 


pee Machine Corp., 
Fuller, E. C., Co., 28 Reade St., New York, N. Y—6X1, 


55 Vandam St., New York, 


6X2. 

Meyer, John C., Thread Co., 1449 Middlesex St., Lowell, 
Mass.—6X. 

Oversewing Machine “ioe 770 E. Washington Blvd., Los 
Angeles, Calif—6X 

Pleger, John J., Co., tg W. Lake St., Chicago, III. 

Smyth, Joseph E., 720 S. Dearborn St., Chicago, Ill.— 
6X1, 6X2. 

Smyth Mfg. Co., The, 9 Sigourney St., Hartford, Conn. 

a Ca Co., "Inc, 710 Jackson, Blvd., Chicago, Il.— 


Union ‘Special Sewing Machine Co., 402 N. Franklin St., 
Chicago, Ill 





SHEARS AND BLADES 6Y 
6Y1 Shears. 
6Y2 Blades. 
— bia Founders, 200 Elmora Ave., Elizabeth, 
. Inside Back Cover, Dec. 


bine are ‘Ca. 2 Coes St., ‘Werenter, Mass. 
Chicago Printers ashi W orks, 609 W. Lake St., 
Chicago, Il. 
cate wr, Tool Co., 433 Mt. Elliott Ave., Detroit, 
ich.—6Y2. 
Durbrow & Hearne, 12 Wooster St., New York, N. Y. 
“ares E. C., Co., 28 Reade St., New York, N. Y.—6Y1, 


te Bro ‘ire, Lane, Inc., 1335 W. Lake St., Chicago, Ill.— 
6Y1 

Hickok, or 0: Mfg. Co., Harrisburg, Pa.—6Y1. 
TaN John, & Son, 93 Webster St., Worcester, Mass.— 


Jones, avd e One 608 S. Dearborn St., Chicago, Ill. 
Knowlton, M. , 28 Industrial St., Rochester, N. Y.— 
6Y1, 6Y2. 

Loyd, John, Co., 87 Walker St., New York, N. Y.—6Y2. 

Robinson, John T., Co., Hyde Park, Mass 

ear cys Co., The, 21 W. Pleasant’ St., “Springfield, 0.— 
1, 6Y 

arth Mig Co., The, 9 Sigourney St., Hartford, Conn.— 

6 


Taber Instrument Co., North Tonawanda, N. Y. 
Wapakoneta Machine Co., The, Wapakoneta, 0.—6Y2. 





SIGNATURE BUNDLING PRESSES 
See under Presses 6T. 





SKIDS FOR TRUCKS 
See Paper Cutting and Processing 4D. 





SLITTING AND REWINDING MACHINES 6Z 
American Publishers Supply, P. O. Box 131, West Lynn, 
Mass. - 94-95 


American Type Founders, ‘200 Elmora ‘Ave., ‘Elizabeth, 
meds... Inside Back Cover, Dec. 
Atkins, E. C. ‘& Co., 438 Ilinoie St., Indianapolis, Ind.—~ 
ives only. 
ron Machine Co., 61 Poplar St., Brooklyn, N. Y. 
Champlain Corp., 62 Outwater Iane, Garfield, N. J. 
Davidson on Perforator Corp., 7157 68th Pi., Glendale, Brook- 


Fuller. tr C., Co., 28 Reade St., New York, N. Y. 
Gane Bros. & Lane, Inc., 13835 W. Lake St., Chicago, Ill. 
ag A ating Press Co., The, 1535 S. Paulina St., 
icago, | 
Hamilton hea ‘fn: "920 N. “4B” St., Hamilton, 0. 
Hooper, F. X., Co., Inc., Glen Arm, Md. 
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Catalog Number 


Inman Mfg. Co., Inc., Amsterdam, N. Y. 

Jacques, John, & Son, 93 Webster St., Worcester, Mass. 
Kidder Press Co., Ine., 121 Broadway, Dover, N. ‘i. 
Knowlton, M. D., Co., "28 Industrial St., Rochester, N. Y. 
Kohler Bros., 400 W. Madison St., Chicago 1. 

Lester & Wasley Co., 282 Franklin St., ~ Rereich, ees 
McAdams, John, & Sons, 20 Knight St., Norwalk, Conn. 


— Press Mfg. Co., 944 a Ave., —, we 


Pine-Ihrig “Machine Co., 36 BMesion 'St., ‘Oshkosh, Wis, 
Potdevin Machinery Co., 1234 38th St., Brooklyn, N. Y. 
Rosback, F. P., Benton Harbor, Mich. 
Simonds Worden White Co., 1101 Negley PI., 
O.—Knives only. . 
Staude, E. G., Mig. Co., 


Minn. 


2675 Universi ides St. Paul, 


— Engineering Co., 2741 N. Janssen Ave., Ge, 





SLOTTING MACHINES 
See Drilling and Drill Slotting Machines 6H. 





SMASHING MACHINES 
See Book Smashing Machines 6D. 





STABBING MACHINES 6AA 
American is sawrp a 200 Elmora Ave., Elizabeth, 

N. J. _. Inside Back Cover, Dec. 
Fuller, E. C., Chis 28 Reade St., New York, N. Y. 
Hickok, W. 6., Mig. Co. , Harrisburg, Pa. 





STANDING PRESSES 
See under Presses 6T. 





STAPLING MACHINES 6BB 
6BB1 — 
6BB2 W: 


Acme Staple ~ 
6BB1, 6BB2. 
American Steel & Wire Co., 

O.—6BB2. 


1643 Haddon Ave., Camden, N. J.— 
Rockefeller Bldg., Cleveland, 


are 23 Type Founders, 200 Elmora Ave., Elizabeth, 

- 7 Inside Back Cover, Dec. 
Phe Mfg. Co., The, 30 Vee St., New York, N. Y. 
Boston Wire Stitcher Co., Division St., East Greenwich, 

R. I.—6BB1, 6BB2. 
Chicago Printers Machinery Works, 609 W. Lake St 


Chicago, Il. 
103rd St. & Torrence Ave., 


Chicago Steel & Wire Co., 
Chicago, Ill—6BB2. 
Co., 28 Reade St., New York, N. Y. 
E. H., Co., 10 Hoyt St., Norwalk, Conn.— 


Fuller, E. C., 
6BBI, 6BB2. 
439 Dwight St., Holyoke, 


Hotchkiss, 

Prentiss, George W., & Co., 
Mass.—6BB2. 

Seneca Wire & Mfg. Co., Fostoria, O.—6BB2. 





Wickwire Spencer Steel Co., 500 Fifth Ave., New York, 
N. Y.—6BB2. 
STITCHING MACHINES 6CC 
6CC1 Machines. 
6CC2 Wire. 
New York, N. Y. 


Altair Machinery Corp., 55 Vandam St., 
—6CC1, 6CC2 
American Steel & Wire Co., Rockefeller Bldg., Cleveland, 
American Type Founders, 200 Elmora Ave., Elizabeth, 
N. J.—6CC1, 6CC2. . Inside Back Cover, Dec. 


Boston Wire Stitcher Co., Division St., East Greenwich, 
R. I—6CC1, 6CC2. 

Chicago Printers Machinery Works, 609 W. Lake St., 
Chicago, Ill. 

Chicago Steel & Wire Co., 103rd St. & Torrence Ave., 

Chicago, Ill.—6CC2. 

Christensen sete Co., The, 100 Fourth St., Racine, 


Wis.—6CC1 
Pearl River, N. Y. 


Dexter Folder Co., 
Fuller, E. C., Co., 28 Reade St., New York, N. Y. 


= Bros. & Lane, Inc., 1335 W. Lake St., Chicago, Ill.— 
15 Vandewater St., New York, 


N. Y.— 
Harris Seybold Potter Co., 4510 E. 7ist St., Cleveland, 
Hotchkiss, E. H., Co., 10 Hoyt St., Norwalk, Conn.— 

rege i N. 

New ton Wire Stitching Machine Co., 608 S. Second 
~ ich, W. R., Mfg. Co., 2955 N. Rockwell St., Chicago, 
gentich Wire & Mfg. Co., Fostoria, O.—6CC2. 

ig, T. W. & C. B., 129 Lafayette St., Mee. York, 


Gitzendanner-Muller Co., 
1, 6CC2. 
0.—6CC1, 6CC2. . parei Dec. 
Hoffert oa Co., Rasine: Wis “6CC1, 6CC2, 
6CC1, 6CC2. 
International Paper Box Machine Co., 315 Main St., 
Jones, J. H , Corp., 608 S. Dearborn St., Chicago, Il.— 
6CC1, 6CC2. 
St., Camden, N. J.—6CC1 
Nygren-Dahly Co., 218 N, Jefferson St., Chicago, Ill. 
Ill. 
ha Geo. W., & Co., 439 Dwight St., Holyoke, Mass.— 
6 
a F. P., Co., Fifth & Park Sts., Benton Harbor, 
Seybold Div., hmong galt yy Co., 813 Wash- 
ington St., Dayton, O0.—6CC1, 6CC2. . ae 
N. Y. 
Stolp-Gore Co., Inc., 710 W. Jackson Blvd., Chicago, Ill. 
bes i ire Spencer Steel Co., 500 Fifth Ave., New York, 


Dayton, 
evant 


STRINGING, KNOTTING AND LOOPING 
MACHINES 

See Knotting, Looping and Stringing Ma- 
chines 6N. 





STRIPPING MACHINES 
7 4 peak Gluing and Pasting Equipment 





SUPPLIES 6DD 
6DD1 Index Tabs, 


Aigner, J. J., Co., ome. idiqomnS a Chicago, Ill.—6DD1. 
Coes, Loring, Co., 72 Coes St., 
Disston, enry & Fey te Tower Philadelphia, Pa. 
Pollen C. Co, 28 Reade 8 New York, N. Y. 
Gane Bros. & Lane, Inc., 1 335 W. Lake 8 Chicago, Il. 
Griffin, Campbell, Hayes, Webb "ine. 50 E. "21st St., New 
York, N. Y.—Aluminum binding screws, loose | 
Linzer, "David-& Sons, Inc., 10 ‘Aster PL, New York, N. Y - 
Mc Adams, John, & Sons, 30 Knight 8t., Norwalk, Conn. 





T 


TAB CUTTING MACHINES 
See Perforating, Punching and Round 
Cornering Machines 6S. 








TABBING PRESSES 
See under Presses 6T. 





TAPE 
See Binding Materials 6B. 





TABLES 6EE 
6EE1 Gathering. 
American Type See 200 Elmora Ave., Elizabeth, 
2: . Inside Back Cover, Dec. 
Angle Steel ‘Stool Co., 127 “Oak 8t., vgs howe gh 
Becker-Kowalick Co., 1716 W. Hubbard St. 
— — Machinery Works, 609 a Lake yo 


run eo C., loo. 28 Reade St., New York, N. Y. 


Hamilton Mfg. Co., Two Rivers, ope . 74-75 
Hickok, W. O., Mfg. Co., Harrisbw 
Jampol ‘Oe. The, 728 61st St., Br 
Low, John ., Co., 223 W. Madison sn : Chicas, Ii. 


Pleger, John J., Co., 609 W. Wate St., Chicago, I. 





TIPPING MACHINES 1GG 


Breoeett Sent Stripping Machine Co., 
() 

Fuller, E. ie ts. Tye Reade St., 
Marresford, Wm. F , 377 Fourth St., Ni 
Parry, S. R., 222 Mill St., Rochester, N. 


The, 505 Jackson S8t., 


New York, N. Y. 
Falls, N. Y. 





THREAD AND TWINE 
See Binding Materials 6B. 





TIME CLOCKS, RECORDERS 
See Miscellaneous 8J. 





TOOLS 6FF 

Hammers, Bone Folders, Polishers, etc. 
Atkins, E. C., & Co., 438 S. Illinois St., ing 5 gy Ind. 
Durbrow & Hearne, "12 Wooster St., New York, N oY. 
Fuller, E. C., Co., 28 Reade St., New York, N. Y. 
Hickok, W. %s Mfg. Co., Harrisburg, Pa. 





TRIMMERS, CONTINUOUS 
See Continuous Trimmers 6F. 





TRUCKS 
See Paper Cutting and Processing 4D. 





TYPE 
See Composing Room IEE. 





WwW 


WIRE FOR STAPLING MACHINES 
See under Stapling Machines 6BB. 








WIRE FOR STITCHING MACHINES 
See under Stitching Machines 6CC. 











Maitling-Shipping 


Equipment 





P-Double-E Filing System 


_7—Mailing and Shipping Index 


KEY FOR MAILING AND SHIPPING INDEX 


7A Adhesives 
7B Addressing and Mailing Machines 
7B1 Addressing 
7B2 Mailing 
7B3 Strip Printing 
7B4 Wrapper Printing and 
Wrapping 
Banding and Bundling Presses 
See 6T Bindery 
Co ted Board 
See Paper and Printing Stock 3 
Galleys 
Bee Composing Room 1M 
Glue Heaters and Pots 
See Bindery 6M 


Inks 

See Pressroom 5W 
Mailing Wrapper Pasting Device 
Newspaper Stuffing Machines 
Packaging and Tying Machines 
Paper Balers 

See Waste Paper Balers 8L 
Proof Presses 

See Composing Room 1V 
Rollers for Proof Presses 

See Pressroom 5NN 
Safety Cans 

See Composing Room 1Y 


7F Scales 
7F1 Platform 
7F2 Postal 
7G _ Stitching Machines and Wire 
7H Tables 
7J Tape Moisteners 
Time Clocks, Recorders 
See Miscellaneous 8J 
Trucks 


See Paper Cutting and Pr Sy 
4D i 


Wire and Strapping 
Wrappers 
See Paper and Printing Stock 3 





MAILING AND SHIPPING EQUIPMENT AND SUPPLIES CROSS-INDEX 


A 





ADHESIVES 7A 

American Roller Co., 1342 N. Halsted » me Ne Ill. 
Arabol Mfg. Co., 110 E. 42nd St., New York 

Buckeye Paste Co., 270 8. Wall St., Columbus, O 

Findley, The F. G., Co., 1243 N. 10th St., Milwaukee, Wis. 
Greene’s Paste Works, 2912 S. Salina St., Syracuse, N. Y. 
Hoyt, Arthur S., Co., Inc., 175 Fifth Ave., "New York, N. Y. 
Le Page’s Inc., ” Gloucester, Mass. 

ee & Adhesives Corp., ‘820 Greenwich St., New York, 


N 
Paisley eae Ine., 1770 Canalport Ave., Chicago, IIl. 
Union Rubber & Asbestos Co., 232 Allen 'St., Trenton, 


N. J. 
Wing’s, Chauncey, Sons, 78 Pierce St., Greenfield, Mass. 


ADDRESSING AND MAILING MACHINES 7B 
7B1 Addressing. 
7B2 Mailing. 
7B3 nae Printing. 
7B4 Wrapper Printing and Wrapping. 
ie C. F., & Co., 3225 Calumet Ave., Chicago, 


ley Associates, 176 Federal St., Boston, Mass.—7B4. 
Camp oe E. F., The, 1107 W. 54th St., Los Angeles, 
Cheshire Mailing Machines, 111 W. Washington St., Suite 
1812, Chicago, [ll—7B1, 7B2. 
— Addressing b Machine Co., 143 Albany St., Cambridge, 
ass.— 
International 1 petal Supply Co., Brooklyn, N. Y.—7B2, 


7 
Marsh Stencil Machine Co., 707 E. B St., Belleville, Ill.— 


Netonal Cash Register Co., Dayton, Ohio,—7B2, 7B3. 
— Postal Meter Co., Los Angeles, Calif. —7B2, 


Package pariah & Label Co., 141 E. 25th St., New York, 


pasar: Printing Machine Works, 600 S. Broadway, St. 
Louis, Mo.— 
Pitney-Bowes Ainial Meter Co., 757 Pacific St., Stamford, 
Conn.—7B 
Uae Fie Co., Stamford, Conn.—7B2. 
ay Meter Corp. ., 247 Park Ave., New York, N. Y. 





Wings 8, Chauncey, Sons, 78 Pierce St., Greenfield, Mass.— 
3 


’ ’ 





AUTOMATIC NEWSPAPER STUFFING MA- 
CHINES 
See Newspaper Stuffing Machines 7D. 





B 
BALERS FOR WASTE PAPER, 
See Waste Paper Balers 8L. 


BANDING AND BUNDLING PRESSES 
See Bindery 6T. 


BOARD, CORRUGATED 
See Paper and Printing Stock 3. 


BOX SEALERS 
See Stitching Machines and Wire 7G. 


BUNDLING PRESSES 
See Bindery 6T. 




















C 





CARTON SEALERS 
See Stitching Machines and Wire 7G. 
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CORRUGATED BOARD 
See Paper and Printing Stock 3. 


PASTING DEVICE FOR MAILING WRAP: 
See Mailing Wrapper Pasting Device 7C, 





G 





GALLEYS 
See Composing Room 1M. 


GLUE 
See Adhesives 7A. 








GLUE HEATERS AND POTS 
See Bindery 6M. 








INKS 
See Pressroom 5W. 





INSERTING MACHINES 
See Newspaper Stuffing Machines 7D. 





M 





MAILING MACHINES 
See under Addressing and Mailing Ma- 
chines 7B. 


POTS FOR PASTE Bet), 
See Bindery 6M. 


PRESSES, BANDING AND BUNDLING 
See Bindery 6T. 


PRESSES, PROOF 
See Composing Room 1V. 


PROOF PRESSES 
See Composing Room IV. 














R 


ROLLERS FOR PROOF PRESSES 
See Pressroom N. 








S 





SAFETY CANS 
See Composing Room 1Y. 


SCALES 7F 
7F1 Platform. 
7F2 Postal. : 
Fairbanks, Morse & Co., 900 S. Wabash Ave., Chicago, ~ 
Ill.—7F1, 7F2. 
Read Machinery Co., Inc., York, Pa. 
Toledo Seale Co., Toledo, O. 








MAILING TABLES 
See Tables 7H. 





MAILING WRAPPER PASTING DEVICES 7C 


Nashua Package Sealing Co., Inc., Nashua, N. H. 
Pleger, John J., Co., 609 W. Lake St., Chicago, IIl. 





MOISTENERS FOR TAPE 
See Tape Moisteners 7J. 





N 


NEWSPAPER STUFFING MACHINES 7D 








P 





PACKAGING AND TYING MACHINES 7E 
Anderson, C. F., & Co., 3225 Calumet Ave., Chicago, III. 


Bunn, B. H., Co., Vincennes Ave. at 76th, Chicago, Ill. 


Gerrard Co., "Inc., 2915 W. 47th St., Chicago, Ill. 
Maxson Automatic Mehy. Co., Westerly, I. 
National Bundle Tyer Co., 24 "Adrian St, W. Blissfield, 


Aic 
Signode Steel Strapping Co., 2600 N. Western Ave., 
Chicago, Il 





PAPER BALERS 
See Waste Paper Balers 8L. 


SECTION INSERTING MACHINES 
See Newspaper Stuffing Machines 7D. 
STITCHING MACHINES AND WIRE 7G 


American Type een 200 Elmora Ave., Elizabeth 
N. J. Inside Back Cover, Dec. 


ae Wire Stitcher Co., “Division St., East Greenwich, 


R. I. 
Christensen Machine Co., 100 Fourth St., Racine, Wis. 
a “wees: Potter Co., 4510 E. 71st St., Cleveland, 

Ohi . 4, Dees 





suka Machine Co., ‘Div. ‘Harris is Soybold Potter be. 
Dayton, O. . 27 


STRIP PASTING MACHINES F 
See under Addressing and Mailing Ma- 
chines 7B. : 


STUFFING MACHINES FOR NEWSPAPERS 
See Newspaper Stuffing Machines 7D. 











T 





TABLES 7H 

Angle Steel Stool Co., 127 Oak St., Plainwell, Mich. 
Hamilton Mfg. Co., Two Rivers, Wis.. ... 04, 08 
Jampol Co., The, 728 61st St., Brooklyn, N. y. 


TAPE MOISTENERS 7J ; 
Ever Ready Label Corp., 141 E. 25th St., New York, N. ¥- 
Nashua Package Sealing Co., Inc., Nashua, N. H. 








PASTE 
See Adhesives 7A. 


TIME CLOCKS, RECORDERS 
See Miscellaneous 8J. 





PASTE POTS 
See Bindery 6M. 


TRUCKS ; 
See Paper Cutting and Processing 4D. 
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Mailing -Shipping-Miscellaneous 





Equipment and Supplies Index 
a 


TYING ‘G AND PACKAGING MACHINES. 
See Packaging and Tying Machines 7E. 





WwW 





S, SAFETY 
ASTE CAN S : 
vag oA Composing Room 1Y. 


WIRE AND STRAPPING 7K 


— Steet & Wire Co., 103rd St. & Torrence Ave., 

hicago 

Jones, James H., Corp., 608 S. Dearborn St., Chicago, Ill. 

Signode Steel Strapping Co., 2600 N. Western Ave., 
Chicago, 





WIRE FOR BALING 
See Waste Paper Balers 8L. 





SS ———_——_ 
PAPER BALERS 
wast yacte Paper Balers 8L. 


WIRE FOR STITCHING MACHINES 
See Stitching Machines and Wire 7G. 


WRAPPERS 
See Paper and Printing Stock 3. 





WRAPPER PASTING DEVICES 
See Mailing Wrapper Pasting Device 7C. 


WRAPPER PRINTING MACHINES 
See under Addressing and Mailing Ma- 
chines 7B. 








WRAPPING MACHINES 
See under Addressing and Mailing Ma- 
chines 7B. 








P-Double-E Filing System 


8—Miscellaneous Index 


KEYS FOR MISCELLANEOUS INDEX 


Air Conditioning 
8B Architects and Engineers 
8N Auctioneers 
8C Bag Making 
8M Books 


Box and Carton 

Macerating Machines 
Machinery Dealers 

Paraffining, Varnishing, Waxing 
Power Generating Equipment 


8P Production Methods 
8H Silk Screen and Stencil 
8J Time Clocks, Recorders 
8K Vibration Eliminating 
8L Waste Paper Balers 





8A AIR CONDITIONING 
EQUIPMENT, AND SUPPLIES 


Advance Mfg. Co., Inc., 350 N. 26th St., Louisville, Ky. 
a Conitioning Supply Co., 4060 Superior Ave., Cleve- 





0. 
Anes, Inc., 549 W. Washington Blvd., Chicago, Il. 
American Blower Corp., 6000 Russell St., Detroit, Mich. 


Type Founders, 200 Elmora Ave., Elizabeth, } 
— - _. Inside Back Cover, Dec.” 


Aqua-Sorb Co., 21 8. 16th St., | East Orange, N. J. 


ristol Co., The, Waterbury, C 
Baitslo Forge Co., 490 etd Beeyg: Buffalo, N. Y. 





8C BAG MAKING 
EQUIPMENT AND SUPPLIES 





Ace Electrotype Co., 1501 Superior Ave., Cleveland, Ohio. 
on Machine Co. ., Akron, Ohio. 
American Evatype Corp., Deerfield, Ill. 
a ig bho: enareste 200 Elmora Ave., yoy 
N. J Inside Back Cover, Dec 
Ames Bag “Machine ‘Co., E. ‘66th St. and Euclid Ave., 
Cleveland, O. 


Champlain Corp., 62 Outwater Lane, Garfield, N. J. 
Cottrell, C. B., & Sons, Westerly, R.1.......... . 44-45-46 








Cambri ig Pili Co., 3732 Grand Central Terminal, 


N 
Carrier Cor Corporation, §. Geddes St., Syracuse, N. Y. 


Emerson Electric Mfg. Co., 1824 Washington St., St. Louis, 
0. 


paexo C Co., Foxboro, Mass. 
Frasier Processes, Inc., 728 8. Dearborn St., Chicago, Ill. 


Hall Mfg. Co., Cedar Rapids, Iowa. 
Johnson Service Co., Milwaukee, Wis. 
Logan Engineering Co., 4912 Lawrence Ave., Chicago, IIl. 


Poe we Electric Mfg. Corp., 131 W. Washington St., 
usau, W: 
Palsy D. I. "Mfg. Co., Wausau, Wis. 


Offen, B., & Co., 608 S. Dearborn St., Chicago, Ill. 


Paasche Airbrush Co., 1911 Diversey Pkwy., Chicago, Ill. 
Parke-Cramer Co., 970 Main St., Fitchburg, Mass. 


R. I. Humidifier & Vent. Co., 99 Chauncy St., Boston, Mass. 
Russell Electric Co., 340 W. Huron St., Chicago, Ill. 


Southworth Machine Co., 30 Warren Ave., Portland, Me. 

gon Eng ineering Works, 289 Roosevelt Ave., Paw- 

Static Eliminator and Printing Press Heater Co., 239 Centre 
8t., New York, N. Y. 

Sturtevant, B. F., Co. Hyde Park, Boston, Mass. 


The C.J., Mfg. Co., Park & Nostrand Aves., Brook- 






































Unit Heater & Cooler Co., The, Wausau, Wis. 
Utility Heater Co., 239 Centre St., New York, N. Y. 


Econo Products, Inc., 59 Halstead St., Rochester, N. Y. 


Goodrich, B. F., Co., The, 434 8. Main St., Akron, O. 
Goodyear Tire & Rubber Co., 1144 E. Market St., Akron, 








Heinrich, H. H., 200 Varick St., New York, N. Y. 
Hensebel, C.B., Mfg. Co. , 229 W. Mineral St., Milwaukee, 
is 
Hudson-Sharp Machine Co., Green Bay, Wis. 
Lake Erie ag anti Box 568, ere pire: 
Buffalo, N. Y... . 97 
E: My - epeaeth gy Co., tne. 460 W. 34th St, Now York, a os 








Melind, Louis, Co., 362 W. ” Chicago A Ave., "Cleon. Il. 
ep Mfg. Co., 4863 Woodward Ave., Royal Oak, 
ich. 








Para-Flex Plate Corp., 220 W. 19th St., New York, N. Y. 
Parazin Printing Plate Co., Burke Bidg., Rochester, N. Y. 
Potdevin Machine Co., 1221 38th St., Brookiva, N. ¥. 

Process Rubber Plate Co., 522 8. Clinton St., Chicago, Ill. 


ye chatiot Machine Co., 13th & Callowhill Sts., Phila- 
elphia, Pa 
Boston Printing Press & Machine Co., East Bridgewater, 


ass. 
— Wire Stitcher Co., Division St., East Greenwich, 


ees ers emeet feecpan tine a 
Minn... ... _ 52468 





Champlain Corp., ‘62 Outwater Lane, Garfield, N. Z. 

Chandler & Price Co., The, mpeenete Cleve- 
land, Ohio. . nside Front Cover 

Chicago Box Machine Works, ‘1810 W. paar a Chicago, 


Chicago Stet Wire Co., 103rd St. & Torrence Ave., 
0, © 

Pav oreeindy Machine Co., The, 100 Fourth St., Racine, Wis. 
Connell & Dangler Machine Co., 371 St. Paul St., Rochester, 


Cottrell, C. B., & Sons Co., Westerly, R.1.. .. .. .. .44-45-48 


Dexter Folder Co., Pearl River, N.Y..................58 


Econo Products, Inc., 59 Halstead St., Rochester, N. Y. 
Excello Machine Co., 1243 Madison "Ave., 8.E., Grand 
Rapids, Mich. 


Fort Stanwix Mfg. Co., 633 Webster St. N. Y. 
Fuller, E. C., Co., 28 Reade St., New York, N. none 


Hr ds, be mat 2915 Ag 47th oie gtr hong Il. a 
Goodrich, B. Akron, 
Goodyear Tire & Rubber or bon The, 1144 Mae eee St., 


on, 
— Sane — genie E. 71st St., oe 
Heinri HH. 200, Varick Bt. New York, N. Y. 
Hobbs ote Op 26 Salisbury St. Worcester, Mass. 
Hooper, F. = 0,58 Inc., Glen prey 




















Republic Roarevee & Designing Co., 311 N. Des Plaines 
t., Chicago, 


Inman Mfg. Co., Amsterdam, N. Y. 
Tneouationsl Paper Box Machine Co., aa = H. 





Co., 600 W. Main St., Louisville, Ky. 


Schmutz Mfg. 
uipment Co., 2815 W. Irving Park Rd., 


Stereotype 
Chicago, Ill. 


Union Special Machine Co., 402 N. Market St., Chicago, Ill. 
Waldron, John, Corp., New Brunswick, N. J. 
— Engineering Co., 2741 N. Janssen Ave., Cee, 




















Willsea Works, 1042 University Ave., Rochester, N. Y. 
Wing, L. J., Mfg. Co., 154 W. 14th St., New tuk N. ¥. 


York Ice Machinery Corp., York, Pa. 
Young Radiator Co., Racine, Wis. 


8B ARCHITECTS, ENGINEERS 


American Type Founders Co., 200 Elmora Ave., Eliza- 
beth, N. J.. . Inside Back Cover, Dec. 


Austin Co., 16112 Euclid rene ‘ Clavelioed. Ohio. 


Barkley Associates, 176 Federal St., Boston, Mass. 
Boyar-Schultz Corp., 2110 W. Walnut St., Chicago, Ill. 


Excello Machine Co., 1243 Madison Ave., S. E., Grand 
Rapids, Mich. 


me Processes, Inc., 728 8. Dearborn St., New York, 


























po R, and Associates, 612 N. Grove Ave., 


Thomas, James William, 3868 Carnegie Ave., Cleveland, O. 


8N AUCTIONEERS 











8M BOOKS 


Commercial eh Publishing Co., 34 N. Ritter Ave., 
Indianapolis, 
Porte Publishing Co., 952 E. 21st St., South, Salt Lake 


City, Utah. 
Printing Parana Engineer, 1276 W. Third St., Cleve- 


land, 














8D BOX AND CARTON 
EQUIPMENT AND SUPPLIES 





Ace Electrotype Co. ar Superior At, Cleveland, Ohio. 
Adamson Machine Co., Akron, Ohi 
Altair Machinery Ges. 55 Vandam, it New York, N. Y. 
American Evatype Co., Deerfield, I! 
a Tye ip INE 200 piri base ig wos 

N. J . Insid ck Cover, Dee. 





Freeman, § 1 T., & Co. h St., Phil 
oe , & Co., 1808 Chestnut St., Phila- 


Sabooak Printing ioe Cin “The, 38 reer St., New 
London, Conn. 


1941 PRINTING EQUIPMENT Engineer Catalog Number 


Kidder Press Co., Inc., 121 See 
Knowlton, M. D. Co., 28 Industrial fag Being N. ¥. 


—_ Erie S43 amtaes Corp., Box 568, — ps . 
ts c. Ma Machinery ‘ Ine, 460 w. 34th St. ‘New York, a 








Maal Pr ores Mf. Oo. ou ‘ane rey Baan Mas 


Melind, Levis, Co., "362, W. “Chicago ‘het ‘Chicago, Il. 

Miehle Printing Press & ee Co., 14th St. & South 
Damen Ave., Chicago, lil...... . .40A-40B 

Miller Printing Machinery Co., 1117 Reedsdale ‘St, Pitts- 


burgh, Pa. 
Morgan Machine Co., Culver Rd. & University Ave., 
Rochester, N. Y. 





Keak hae Mfg. Co., 4363 Woodward Ave., Royal Oak, 
ic 





Fobich, W. R., Mfg. Co., 2855 N. Rockwell St., Chicago, 


., Spri id, Mass. 
Inc., 1770 Canalport Ave., Chicago, Il. 
tlle Cot dream 
arf Fite Cop. 220 W. 19th St., New N. Y. 

2 q Rocher, N. Y. 

i ea oe 36 Masi St., Oshkosh, Wis. 
Prentiss, George W., & Deh St. Holyoke, Mass. 
Printing Machinery Co., ee 6 Commercial Sq., Cin- 
cinnati, O. 
Process Rubber Plate Co., 522 S. Clinton St., Chicago, Ill. 
Regobie enw Engraving & Designing Co., 311 N. Des Plaines 


Richards, J. A A., Co., 908 N. Pitcher St, Kalamazoo, 
Robinson, John T., Co., Hyde Park, Mass. 





145 











Miscellaneous 











ge Machine Co., 376 W. Main St., Benton Harbor, 
Sontt, Walter, & Co., South Ave., Plainfield, N. J. 


— Machine Co., Div. a er Co., vo 


Washington St., Da: 


1a a a W. &C.B., Co., 153 Salapette ‘St., New’ York, 
Spelt yy pea Machine Co., 200 Boston Ave., West 


Machin Co., The, Mystic, Conn 

| Paper Box M ach. Co., The, 133 Bleecker St., 
New York. N N. Y. 

sp E. G., Mfg. Co., 2675 University Ave., St. Paul, 


Strsotyne Equipment Co., 2815 W. Irving Park Rd., 


Ill. 
Stoke nich Co., Frankford, Philadelphia, Pa. 


Thomson-National Press Co., Inc., Dean Ave., Franklin, 
Mass. 


Waldron, John, Corp., New Brunswick, N 
Western Printing Mehy. Co., 430 8. Green St., ; Chicago, Ill. 
—— Glue and Gum Works, 2327 W. 18th St., 


tl. 
Werks, 1042 University Ave., Rochester, N. Y. 
— Engineering Co., 2741 Janssen Ave., ner, 




















8E MACERATING 
MACHINES 


Blomfeldt & Rapp Co., 108 N. Jefferson St., Chicago, Ill. 
Taylor, Stiles & Co., Riegelville, N. J. 
Young Engineering Co., 2741 N. Janssen Ave., aie 

















8F MACHINERY DEALERS 


eer , The M. L., Co., 1639 Superior Ave., Cleveland, ee 





Allied Thiating & Binding Machines: aa 371 Chester 
Ave., Cleveland, Ohio. 
American Steel ay} he 3131 5 aan Ave., 
Long Island City, N ..19, Dec 
— Tye Founder 200 Elmora Ave., Elizabeth, 
.. Inside Back Cover, Dec. 


Bat, E Fr. Machine Co., 142 Oliver St., conse Mass. 
M. E., 6523—20th Ave .E., tle, Wash. 

— aum, Russell Ernest, 615 Chest Bt. Philadelphia, Pa. 

Beall, Jas. I., 31 W. Market St. n, O. 

Brintnall, Harry W., Co., 430 oud: 5t., San Francisco, 


Ji 
Bush Krebs Co., Inc., 408 W. Main St., Louisville, Ky. 


- bell Printing Press ae Parts, 118 199th St., St. 
ans, New York, N. Y. 
Saw & Knife, Ine., 506 S. Broadway, St. Louis, 


a a ve Maintenance Co., 549 W. Randolph St., 
icago, 
Chicago Printers Machinery Works, 609 W. Lake S&t., 


Chicago, 
— Machinery Co., 307 Atlantic Ave., Boston, 











Damon & Peets, 56 Beckman St., New York, N. Y. 
=i Printers ‘Supply Co., Inc., 88 Hernando St., Mem- 
pens ren & Hearne, 12 Wooster St., New York, N. Y. 


Einnehmer & age — = E. 45th St., New York, N.Y. 
— Heati: Madison Ave. ie’ Southgate, 
Los Angeles, 


Farnsworth, John, ae Bidg., oma 
Frank lin Printers Supply Co., 608 Cherry St., Phiisdelphia, 


Fuller, E. C., Co., 28 Reade St., New York, N. Y. 
pone, William, Inc., 78 Roebling St., Brooklyn, 


Gorton, Clifford W., Co., 242 George St., New Haven, 
nn. 
Griffiths, John, Co., Inc., 145 Nassau St., New York, N. Y. 

















Mid-West Printers Machine Works, 610 Federal St., 
Chicago, Ill. 
Midwest Printers Supply, Inc., 139 E. Third St., Cincinnati, 


0. 

Miles Machinery Co., 18 E. 16th St., New York, N. Y. 

Milwaukee Printers Roller Co., 422 §. Fourth St., Mil- 
waukee, Wis. 

ee Type Foundry, 703 E. Murdock Ave., 
Wichita, K 

Model Press Co., “York, Pa. 


Nissenbaum, Irving, Inc., 114 W. 27th St., New York, N. Y. 


Omaha Printers Bangly Co., 1122 Harney $t., Omaha, Neb. 
Ortleb eee 3818 Laclede St. St. Louis, Mo 


Pabich, W. R., Co., 2855 N. Rockwell St., Chicago, Ill. 

Pacific’ Pas Pin & Type Foundry Co., 442 Sansome 
St., San Francisco, Calif. 

Parry, S. R., 224 Mill St., Rochester, N. Y. 

Patchen & Hoefler, 40 Aqueduct St., Rochester, N. Y. 

ey Bt ae Machine Works, 600 8. Broadway, 
t. uis, 

Payne & Walsh, 82 Beekman St., New York, N. Y. 

Photo Engraving Equipment & Supplies, 406 E. Alcott 8t., 
Philadelphia, 

Printers’ Equipment Mfg. Co., 3053 123rd St., Toledo, O. 

Printers’ Machinery & Supply Co., 583 W. Congress ‘St., 
Detroit, Mich. 

— Supply Corp., 1142 Maple Ave., Los Angeles, 


Printers Supply Service, 719 S. Dearborn St., Chicago, Ill. 

Printers Trading Post, ‘606 Broadway, Kansas City, Mo. 

oes Press Parts & ‘Supplies, Inc., 225 High St., Boston, 
ass 


Reid, east & Co., 2271 Me snisn Ave., Chicago, 
Hl. . 23, Dec 














Sobawkc: ‘ks W.. ‘461 ‘Eighth hee, ten ‘atte N. Y. 


Schroeter, J. H., & Bro., Inc., 223 Central Ave., S.W., 
Atlanta, Ga. 

Smith, Francis X., Co., 952 E. 98rd St., Brooklyn, N. Y. 

Southeastern Printers Supply Co., 267 Trinity Ave., S.W., 
Atlanta, Ga. 

Standard Process Corp., 734 W. Lexington St., Chicago, 


Il. 
Stephens, Samuel & Wickersham Quoin Co., 174 High St., 
Boston, Mass. 
Stewart, Don, Co., 441 Clay St., San Francisco, Calif. 
Stolp-Gore Co., 710 W. Jackson Bivd., Chicago, il. 


Thornton, Seth & Co., 606 Broadway, Kansas City, Mo. 

Tompkins Printing Equipment Co., 705 S. Dearborn St., 
Chicago, Ill. 

Turner Printing Machinery, 2630 Payne Ave., Cleveland, 


Type and Press of Illinois, 220 S. Jefferson St., Chicago, Ill. 
Verner, B. V., & Co., 298 Broadway, New York, N. Y. 
Walker, E. H., Supply Co., 1315 Fourteenth St., Washing- 
1716 Arapahoe St., 














on, D. C. 
Western Roller & Machinery Co., 
Denver, Colo. 


Ziegler, Robert & Son Machine Co., 2319 Chestnut St., 
St. Louis, Mo. 











8G PARAFFINING, 
VARNISHING AND WAXING 


8G1 Paraffining. 
8G2 Varnishing. 
8G3 Waxing. 


ert Products Co., 142 W. 24th St., New York, N. Y.— 





Bingham’s, Sam’l, wad 7: Co., 636 Sherman St., 
Chicago, Ill... . ..51 


— Machine Co, 59 Poplar St. “Brooklyn, } N. Y.— 

1, 8 

Chambers Brothers Co., 52nd and Media Sts., Philadel- 
phia, Pa.—8G1, 8G2, 8G3. 


Dayton Rubber Mfg. Co., 
Dayton, Ohio. 


Embossograph Process Co., 
York, N. Y.—8G2. 








2380 W. Riverview Ave., 





Inc., 251 William St., New 





Hall, Thomas W.., Inc., 120 W. 42nd St., New rus. wg ap 
Hansen, H. Alfred, 610 aoe Ave., Boston, M 

Hartnett, R. W., Co., 1025 Cherry St., Philadelphia, Pa. 
Heidelberg Printing "Machiners Corp., 288 E. 45th S8t., 

New York, N. 

Heinsohn, A. E., 1443 Blake St., Denver, Colo. 

sora J. D., Co., 551 Fulton 8t., Chica 0, hs 
Hood-Faleo Corp., 295 Varick St., New York, 


Independent ng ag Machinery Co., 300 —— Blvd., 
Kansas City, 

Jennings, Hillory, 619 N. Beach 8t., Little Rock, Ark. 

Johnson Printing Equi ment Co., Douglas Ave. & M.C.R. 


R., Kalamazoo, Mich. 
Jones, James H., Corp., 608 8. Dearborn 8t., Chicago, Ill. 


Kelsey Co., The, 45 Crown St., Meriden, Conn. 


Lavery, Chas., 69 E. Long St., Columbus, O. 

Lawson, E. P. "Co., Inc., 426 W. 33rd St., New York, N. Y. 
Lindner, E. G., Co., 419 Wall St., Los Angeles, Calif. 
Linotype ie Bene Co., 237 Lafayette St., New York, 

















“—. Hamilton R., Co., 11th & Race Sts., Philadel phia, 
2. 
et Moore Tracy, Inc., 28 E. Fourth St., New York, 


146 


Ft. Stanwix Mfg. Co., Inc., 
Fuller, E. C., Co., 28 Reade Re co ‘Fork, N.Y, 


a, C. B., & Co., 229 W. Mineral St., Milwaukee, 


is. 

Hollingsworth, William, Machine Co., 227 Holliday St., 
Baltimore, Md.—8G2. 

Hooper, F. 5 Co., Inc., Glen Arm, Md.—8G1, 8G2, 8G3. 

Sones Industrial Co., 97 E. 22nd St., New York, N. Y. 

Hudson-Sharp Machine Co., Green Bay, Wis.—8G3. 


— Roller & Mfg. Co., 2512 W. 24th St., er wr 








International Benet ek ibides Ce, 315 “Main ‘St., 


Nashua, N. H.—8Gl. 
Knowlton, M. D., Co., 28 Industrial St., Rochester, N. Y. 


Miles Mein Co., 18 E. 16th St., New York, N. Y.— 
8G, 8 8G3. 


Naz-Dar i 4014 N. Rockwell St., Chicago, Ill. 


Paasche Airbrush Co., 1911 Diversey Pkwy., Chicago, III. 
Potdevin Machine Co., 1221 38th St., Brooklyn, N. Y. 
Rapid Roller Co., 2558 S. Federal St., Chicago, Ill... 76 


Reorenwe Engineering Co., 299 Marginal St., E. Boston, 
al ass. 
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Rutherford Machinery Co., Div. G 
Corp., 100 Sixth Ave., New York, Ub ai Printing Tak 


Standard Process Corporation, 734 
Chicago, Ill. Ai W Leringtn 8, 


Wagner, Chas., Litho Machinery C 
oon an. Co.), 51 Park Ave. ” Hoboken Nee a 





















8G3 
Waldron, John, C New B 
—— t) orp., New Brunswick, N, J.—8GI, 8G2,_ 
SSS 


80 POWER GENERATING 
EQUIPMENT 7 


x a 
Fairbanks, Morse & Co., 900 S. Wabash Ave., Chicago, 
Waverly 8, 
































International Engineering Works, Ine., 
Framingham, Mass. 





















8P PRODUCTION METHODS 


ee 
Production Standards Corporation, 737 N. Michigan 
Chicago, Ill "3 dn, 







































8H SILK SCREEN 


Colorgraphie Corp., 180% E. Wayne 8t., Ft. Wayne, Ind, 


i eit Sie es 
Goodyear Tire & Rubber Co., The, 1144 E. M. . 
Akron, O. at Re 


Marsh Stencil Machine Co., 707 E. B St., Belleville, Til, 
Naz-Dar Co., 4014 N. Rockwell St., Chicago, Ili. 
Precision Finishing Machine Corp. of Va., Lynchburg, Va. Va. 


Ruxton Products, Inc., Div. Interchemical Co 
Eighth St., Cincinnati, Ohio. ty Oe 


Selectasine Corp., 2728 W. Van Buren St., Chi Th ae 
—— illiams Co., The, 101 Prospect Ave., Ci 
io 



































8J TIME CLOCKS, Recorders ~ 


Amthor Testing Instrument Co., Inc., 10 Leo Pl., Brooklyn, 


Automatic Time Stamp Co., 139 Atlantic Ave., Boston, 
ass. 
Bristol, Co., The, Waterbury, Conn. 


Gineinnadi Time Recorder Co., The, 1733 Central Ave, 
Cincinnati, O. 


Esterline-Angus Co., The, P. 0. Box 596, Indianapolis, Ind, 
Gerrard Co., The, 2915 West 47th St., Chicago, Ill. 
Joslin, A. D., Mfg. Co., Manistee, Mich. 

Kastens, Henry, 418 W. 27th St., New York, N. Y. 

ee 4 Corp., The, 2 mes Road, New Hartford, 





























Pein Sinteuaaiak Co., 712 W. Jeckinnt Blvd, “Chicago, 





rene, R. R., 400 W. Madison St., +) Cone 





Simplex Time Recorder Co., gna Mass 
Stromberg Electric Co., 293 W. Erie St., "Chicago, Ih. 
Stromberg Time Corp., 109 Lafayette St., New York, N.Y. 


Tork Clock Co., Mt. Vernon, N. Y. et 











8K VIBRATION 
ELIMINATING EQUIPMENT — 


Cork Insulation Co., Inc., 155 E. 44th St., New York, N. ¥. 
Coyne, Vibession Control, Inc., 250 West 49th St., New 
or 


Electrocon Corp., 6 Varick St., New York, N. Y. 
Goodrich, B. F., Rubber Co., 434 S. Main St., Akron, 0. 
Korfund Co., The, 4815 32nd Place, Long Island City, N.Y. 
Maywald-Fleming, Inc., 305 Hoboken Rd., Carlstadt, N. J. 
Vibration Eliminator Co., 8 Astoria Bldg., Astoria, N. ¥. ~~ 


























8L WASTE PAPER BALERS 
ae eee meri: 200 — Ave., Elizabeth 
-J.. Inside Back Cover, Det. Bee. 
Business Men’s ‘<a Peas Co, ~ Wayland, Mich. 
Economy Baler Co., Ann Arbor, Mich. 
(ae Bros. Co., 3150 W. Burleigh St., Milwaukee, a . 
is. ee a 
Minnich Machine Works, Landisville, Pa. d ; 


Signode Steel Strapping Co., 2600 N. Western Ave 
Chicago, Ill. 
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Trade Name Index 


FOR PRINTING EQUIPMENT, SUPPLIES AND PAPER 


(Companies listed are manufacturers, suppliers and dealers indiscriminately) 


In compiling this index, PRINTING EQUIPMENT Engineer has exercised every precaution to see that all names and addresses published in this index are correct 


A 








eee 

ABC—Air conditioning ousinenent. American Blower Corp. 
8000 Russell St., Detroit, Mich. 

Absorbo—Vibration eliminator. Korfund Co., 4815—32nd 
Pi., Long Island City, New York. 

Cord rubber belts for line-casting machines. 
Linstype Parts Co., 203 — St., New York, 
N.Y.. 

Ace Offset black ink. Sinclair & Valentine Co., eit 
W. 129th St., New York, N. Y. tea "49, Dec. 

r—Magenta trichromatic okie " United Color & 

sl Co. Div. Interchemical Corp., Newark, N. J. 
me—Cork cylinder press blankets. Acme Press Blanket 

— 160 N. Wells St., Chicago, Ill. 
e—Glue pots, gilding wheels and embossing plates. 

Peeks Electric Heating Co., 1217 Washington St., Boston, 
Mass. 
eme—Press blankets, out rubber, synthetic and com- 

‘ bination for job, book and ree flatbed and web 
presses. Acme Press Blanket 117 N. Wells St., 

Chicago, Ill. 
me—Stapling machines and staples for — Acme 

Meteple Co., 1643 Haddon Ave., Camden, N 

Acousti-Booth—Acoustically treated diosa tbat 
booth. Burgess Battery Co., 500 W. Huron St., Chicago, 
I. 

Acraplate—Molding and vulcanizing presses for rubber 
plate and resinous matrix production. Lake Erie 
Engineering Corp., P.O. Box 568, Kenmore Station, 
Buffalo, N.Y... . 

Add-A-Color— Rubber cotaiiner blocks. ae ‘Rubber 
Plate Co., 522 S. Clinton St., Chicago, Ill. 

Adere—Daters. Wm. A. Force & Co., 216 Nichols Ave., 
Brooklyn, N. Y 

Afco—Etched plate cleaner. Fergusson Laboratories, 444 
Chestnut St., Philadelphia, Pa. 

Afco Ink-Zip—For cleaning rubber and synthetic rollers. 
Fergusson Laboratories, 896 Drexel Bldg., Philadelphia, 
Pa. 

Aicher—Die cutting press. Harry W. Brintnall Co., 430 
Howard St., San Francisco, Calif. 

Air Head—An air-driven router. Onsrud Machine Works, 
Inc., 3900 W. Palmer St., Chicago, Iil. 

Ajustaflux—Drossing flux. Metals Refining Co., 1717 
Summer St., Hammond, Ind. 

Ajustaflux No. 2—Line-casting machine pl unger and mouth- 
iece | ong Metals Refining Co., 1717 Summer St., 
ammond, 

Albany salina Tallow lubricating compound. Adam 

Cook's Sons, Inc., 52 Vanderbilt Ave., New York, N. Y. 

Alcoa—Aluminum plates for offset printing, powder and 
paste for silver ink, bronze powder. Aluminum Co. of 
America, 2116 Gulf Bldg., Pittsburgh, Pa. 

Align-O—Process binding with perfect page om a 
Spiral Binding Co., 148 Lafayette St., New York, N. Y. 

All Buckle—Folder. Russell Ernest Baum, 615 Chestnut 
St., Philadelphia, Pa. 

All-measure Liner—Adjustable for linotype or intertype 
molds. Precision Steel Co., 23 Park Ave., Paterson, N. J. 

All Purpose—Linotype for hand set, slug cast job and 
display work. Mergenthaler Linotype Co., 29 Ryerson 

- $t., Brooklyn, N. Y. : 

All Steel—Welded ivoclia All Steel Welded Truck ‘Cen. ; 
1149 Railroad Ave., Rockford, III. 

Alltone—Curved halftone zinc plates, printed from direct 
in conjunction with newspaper stereo plates. A. L. Engel, 
e/o Oakland Tribune, Oakland, Calif. 

Alnor—Pyrometers. Illinois Testing Laboratories, Inc., 
420 N. La Salle St., Chicago, II. 

Aloxite—Offset preventing tympan paper. 
Co., Niagara Falls, N. Y. 

Alpha—Continuous tone photography dry plates. . G. 
Cramer Dry Plate Co., Lemp & Shenandoah Aves., St. 
Louis, Mo. 

Amcodater—Hand dating machine. American Numbering 
Machine Co., Atlantic & Shepherd Aves., Brooklyn, N.Y. 

American—Bookbinders’ wire. American Steel & Wire Co., 
Rockefeller Bldg., Cleveland, Ohio. 

American—Counting machines and press seat. F. B. 
Redington Co., 112 S. Sangamon St., Chicago, Ill. 

American—Lead and rule cutter. H. B. Rouse & Co., 
2214 N. Wayne Ave., Chicago, Ill. Sie atciiin lee 

American—Numbering machines. insite Numbering 
Machine Co., Atlantic & Shepherd Aves., Brooklyn, N.Y 

American—Printers’ rollers and adhesives. American 
Roller Co., 1342 N. Halsted St., Chicago, Ill. 

American—Roughing machine for stippling, graining, 

pebbling, roughing and embossing printed and litho- 

graphed sheets of paper. John J. Cavagnaro, 5th & Essex 

Sts., Harrison, N. J. 


Carborundum 
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according to the information furnished. For that reason, we cannot be responsible for errors or omissions. 


American—Static neutralizer. Printing Press Parts & 
Supplies, 225 High St., Boston, Mass. 


American—Type Founders. Printing, offset and photo- 
engraving equipment and supplies. American Type 
en 200 Elmora Ave., Elizabeth, N.J............ 

. Inside Back Cover, Dec. 


hastings Visible—Hand aa machines. American 
Numbering Machine Co., Atlantic & Shepherd Aves., 
Brooklyn, N. Y. 


American—Wood type. ag ‘Wood Type Mfg. Co., 
270 Lafayette St., New York, N. Y. 


Ameripol—Synthetic rubber. B. F. Pagal Rubber Co., 
434 8. Main St., Akron, Ohio. 


Amprinko—Printing inks. American Printing Ink Co., 
2314 W. Kinzie St., Chicago, Ill. 

Amsco—Electric welded steel chases. American Steel 
Chase Co., 3131 ee Ave., Long Island City, 
De ....-19, Dec, 

Anchor—A aie ‘widhe ihr Chemical Co., 509 Fifth 
Ave., New York, N. Y. 

Ragertan Took nuts. Laminated Shim Co., Glenbrook, 

onn,. 

Anderson—Upright trucks, drying racks, banding presses, 
bundling presses, automatic magazine wrapping machine, 
timetable folding machine, catalogue folding machine, 
fibre sign pasting and folding a po celluloid cutting 
machine, celluloid press. C. F . Anderson & Co., 3225 
Calumet. Ave., Chicago, Ill. 

Angle-meter—For measuring, setting and sawing angles 
from base materials, rules and stereotype screens as 
well as from slug lines of type. David Reisz, P. O. 
Box 5941, Cleveland, Ohio. . a .. ..23, Dec. 

Angle Steel—Cabinets, trucks, tables, furniture for printing 
—- Angle Steel Stool Co., 127 Oak St., Plainwell, 

ich. 


Aniliner—Anilin or fluid ink press. Kidder Press Co., 
Dover, N 

Anilox—Printing ink for anilin presses. International 
Printing Ink, 75 Varick St., New York, N. Y.. ..67 

Apcolene—Offset blanket wail Andou Teindeid Oil 
Corp., 31 N. Summit St., Akron, Ohio. 

Apex—Multicolor printing machines for printing on round 
or rolling surfaces, one, two or three colors in one opera- 
tion. Also presses for printing on flat surfaces. Apex 
Products Co., 142 W. 24th St., New York, N. Y. 

Apex—Stereotype cork molding blankets. Russell Products 
Co., 702 Harrison Bldg., Philadelphia, Pa. 

A.P.L.—All purpose Linotype. Mergenthaler Linotype 
Co., 29 Ryerson St., Brooklyn, N. Y... 32-33 

A.P.S.—Cork molding blankets and gummed packing 
felts. American Publishers Supply Co., Box 13 
West Lynn, Mass.. 

Aqua-Sorber— Delnanidifier. 
St., East Orange, N. J. 

Aquatex—Seamless cotton knit tubing for offset and litho- 
graphic rollers. Godfrey Roller Co., 215 N. Camac St., 
Philadelphia, Pa. 

Arabol—Book adhesives and remoistening gums. Arabol 
Mfg. Co., 110 E. 42nd St., New York, N. Y. 

Aridifier—Compressed air cleaning and drying device. 
wi Engineering Co., 4912 Lawrence Ave., Chicago, 
ll. 


‘AqueGerd Co., “o1 $. 16th 


Arrowhead—Black and colored inks. Howard Flint Ink 
Co., Clark Ave. & M. C. R. R., Detroit, Mich........34 
ee Howard Flint Ink Co., Clark Ave. 
& M.C. R. R., Detroit, Mich.. 
Art—Register hooks for patent base. _ Challenge Machin- 
ery Co., Grand Haven, Mich.. ——_. 
ATF—Abbreviation of firm name. ‘American ‘Type 
Founders, 200 Elmora Ave., Elizabeth, N. J.. 
és . Inside Back Cover, Dec. 
Atlantic Brand— Gas carbon black. Charles Eneu John- 
son & Co., 10th & Lombard Sts., Philadelphia, Pa.. . .30 
Auburn—Balls and bearings. M. D. Knowlton Co., 28 
Industrial St., Rochester, N. Y. 
tic plate clamp for newspaper and 
magazine printing presses. Wood Newspaper Machin- 
ery Corp., 501 Fifth Ave., New York, N.Y........ 14-15 
Autoformer—For vacuum forming and electrically bak- 
ing dry mats. Sta-Hi aauncsetey 1020 Crocker St., 
Los Angeles, Calif.. 3 . 1-2-3-4 
Autogrip—For conveying large type forbes. ‘Southworth 
Machine Co., 30 Warren Ave., Portland, Me. 
Automatic—Machine for engraving illustrations on news- 
paper stereotype bases. Lynch Corp., Anderson, Ind. 
Automatic—Numbering machines. Wm. A. Force & Co., 
216 Nichols Ave., Brooklyn, N. Y. 
Automatic Register Guide—For platen presses. Auto- 
matie Register Guide Co., Box 3116, Birmingham, Ala. 
Automatic—Saws and saw on 738. Oh service. Auto- 
matic Saw ere Co., 735 E 
apolis, Ind.. 


Rimenl Aut 





hio pies Indian- 
ecb saee 


Automatrix—A a me molding press. Watson Stillman 
Co., le, N. J. 





Autopaster—(Automatic Junior) web spl 
machinery. Wood Newspaper Machinery Corp., 50 
Fifth Ave., How York, DB, Niseic's $3 Vetccemcnnuseeee 
Autoplat Junior, Pony; curved sterestype 
plate casting machinery. Wood 
Corp., 501 Fifth Ave., New York, N. Y... . 14-15 


Autor—Lift truck. William F. Marresford, 377 Fourth 8t., 
Niagara Falls, N. Y. 


Autoreel—Web roll hand! —— ‘ood News- 
ee ee eee doesioctey 
Z an aa ee 
Wood Newspaper meee "Cor finsot Buin Ave. Aves 
New York, N. Y.. 
Autoshift—Automatic : zine shift. Intertype 
360 Furman St., q 3, ee Comms 


Outside Back Cover 
Autospacer—Deviee 6 on 1 Intertype ‘which automatically 
quads right, left or centers a line. ge 360 
Furman St., oe Wee Wek t ies ide Back Cover 
Autostart—Motors. U. 8. Electrical ese Inc., 200 E. 
Slauson Ave., Los Angeles, Calif. 
Axel Holmstrom-—Etching machines. Axel Holmstrom, 
328 Chestnut St., Philadelphia, Pa. 
Ayimer—Photoengraving solutions. B. Spee 108 W. 





Lake St., Chicago, fll... .. . Perererry FS 
A-Z Al ng yey oy plates). “Atlantic Zine 
Works, Inc., Rolled Plate Metal Co., 210 Van Brunt 
St., Brookdyry We: Vor os e055. asec ovine de'senneaceeQe 
B 





Backote—Acid resisting plating on back of photo- 
engraving zinc plates. Atlantic ine Works, ee 
Plate Metal Co., 210 Van Brunt St., Brookiyn, N.Y.. 

Baldwin—Ofiset press roller cleaner, ink agitator, kas 
ve ba Gegenheimer, Inc., 78 Roebling St., Brook- 
yn, N. ft. 

Ballard—Process for plating rotogravure press cylinders. 
mage Process Corp., 734 West Lexington St., Chicago, 


my: Bearing—Roller cores. om C. Hart Co., 137 
Greene St., New York, N. Y 
B & A—Type wash. E. H. Walker Supply Co., 1315—14th 
St., Washington, D. C, 


B & K (Formerly Miller)—An automatic press feeder. 
eee & uae, Como at Gaultier pr St. Paul, 
ios ce. . 52-53 


B& K—Platen presses, (open) ‘and automatic . Brandt. 
Jen & Kluge, | Inc., + Como at Gaultier St. ‘St Paul, 


Minn...... . 
ntam—Beari tam: Bentiogs "3702 W. 
ne St., seth Bend Ind. Cop. 
Barker—Two, three or four color roll feed rotary —_ 
with hydraulic rewind for printing coffee bags, ete 
Electrotyping and oem ag — machines. 


Color plate register ~ fy gence 
Inc., 212 S. ‘Darien a, iladelphia, Pa.. . ..89 

Barkley—Special machinery. Barkley Associates 
Machinery, 176 Federal St., Boston, Mass. Special 

Bates—Hand numbering machines and — Bates 
Mfg. Co., 30 Vesey St., New York, N 

Bauer—Foundry type. Bauer Type Seales, Inc., 235 E. 
Rees St., New York, N. Y. 

Baumgartner Universal—Offset press. American Rotoprint 
Corp., 1935 Euclid Ave., Cleveland, Ohio. 

Baum Cee Pe machine. Russell Ernest Baum, 
615 Chestnut St., Philadelphia, Pa. 

Bausch & Lomb—Paper fiber microscope, wide field bino- 
cular microscope, micro-projector, papermaker's 
magnifier, peemievoneies outfit, opacimeter, or 
light microscope lamp. -_ & Lomb Optical Co. 
Lomb Park, Rochester, N 

Beacon—Bakelite molder. aaa ee 
Box 131, West Lynn, Mass.. 

Beda—Mechanical Ben Day wealiig wend Graphic 
Arts Research Foundation, se. Kinzie St., Chicago, Ill. 

Belmont—Type metals, iron , electrotypers’ foil and 
copper anodes. Belmont Sme ting & Refining Works, 
Inc., 318 Belmont Ave., Brooklyn, N. Y. > 

Belt-Pull—Belt dressing. Rockwood Mfg. Co., 1801 
English Ave., Indianapolis, Ind. 

Ben Day—Shading mediums. Ben Day, Inc., 118 E. 28th 
St., New York, N. Y. 

Beregh—Anti-offset spray equipment. Beregh Mfg. 
Co., 461 8th Ave., New York, N. ¥ 
Berger—Convertible and wedgelock steel shelving, office 
uipment, aie, flexi-built bins, double door ward- 
oak Berger Mfg. Co., Div. Republic Steel Corp., 
Canton, Ohio. 
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Berloy—Cabinets, work tables and steel shelving. Berger 
Manufacturing Co., Div. Republic Steel Corp., 
Canton, O. 

Berte—(Jean) process of printing from rubber plates. 
Wallace & Tiernan Products, Inc., 11 Mill St., Belleville, 

Bestine—Solvent and thinner for frisket adhesives. Union 
Rubber & Asbestos Co., 232 Allen St., Trenton, N. J 


Best-Test—White-rubber Re cement. 6 niga Rubber & 
Asbestos Co., 232 Allen Trenton, N 


Humidified— mats. hee Paper Co., 
. Washington St., Indianapolis, Ind. 


aie and roller bearings for all printing equipment 
paper machinery. Bearings Industries Corp., 1834 
Broadway, New York, N. Y. 


—Typographic machines, large size stock figure 
=> x2 machines. American Numbering Machine Co., 
Atlantic Shepherd Aves., Brooklyn, N. Y. 


Big Chief—S type metal remelting furnace. United 
Metals, 200 Diamond St., Brooklyn, N.Y... .62 
Big 


DE sertge for dust removal. B. F. Sturtevant 
de Park, Mass. 

Bijur—‘‘High-Pressure,” ‘‘Continuous,” “One-Shot” and 
automatic hydraulically-operated lubricating systems. 
peed Lubricating Corporation, 4301 Twenty-second St., 

Long Island City, New York. 


Bindex—Binders in plastic. General Binding Corp., 231 
8. Green St., Chicago, Ill 
Bindex—Cold process padding compound. Osgood-Globe 
., 33 Purchase St., Boston, Mass. 


Bingham—Rollers, glues, padding compounds. Bingham 
Bros. Co., 406 Pearl St., New York, N. Y. 

‘Black and White Matrices—Process for blackening ref- 
erence edges of cng a tae machine matrices and 
motor whitening the reference characters. Matrix 

Sambatan tere ‘State Bidg., New York, N.Y... 41 


Black Cross—Type metal cleanser. Black Cross Metal 
Cleanser Co., 128 Moss Ave., Highland Park, Mich. 


Black Face—Drawsheet, 0.024 in. gauge, pyroxylin 
ane Tingue, Brown & ~ 114 E. 23rd St., New i 

Black Rock—Rubber ‘tale grin didn. pales, ‘Gan. 
Black Rock Mfg. Co., 177 Osborne St. , Bridgeport, Conn. 

Blanchard Putesinter— Automatic lubricating system for 
— Rivett Lathe & Grinder, Inc., Brighton, Boston, 


Blankot—Wash for offset printing press blankets. Martin 
Driscoll & Co., 610 Federal St., Chicago, Ill. 

Blatchford—Type metals, plate mounting —. 

E. W. Blatchford Co., Branch National Lead Co., 
Park Row, New York, N ec aie 

Bliss—Wire stitching snachinen. Boston Wire Stitcher ©o., 
Division St., East Greenwich, R. I. 

as Boy— phic numbering machines. American 

om “any Co., Atlantic & Shepherd Aves., 
oor nits 

Blue ania cterestype molders. American Pub- 
lishers Supply, Box 121, West Lynn, Mass....... . 94-95 

Blue Label—Routing cutters, carbon steel cutters. John 
Royle & Sons, Straight & Essex Sts., Paterson, N.J.. ..92 

Blu-print—Process for making blue prints on glass by 
contact. Harold M. Pitman Co., 51st Ave. & 33rd St., 
Chicago, Ill. 

Blue Ribbon—Stereotype (baked-on) mats for adver- 
tisers. Silvertone Process ‘ya 9 Rockefeller Plaza, 
New York, N. Y.. ca 

Blue Star—Matrix sealing tape. " Eastern [Newspaper 
a al 9603 Northern Bivd., Corona, L. |., New 


Bluestone—Tailboard meer tor. diewsotepe antinn box. 
United Stereotype Supply Corporation, 14 Cambria St., 
Boston, Mass. 

Blue Streak—Trade name for new series of Linotype 
machines. ee Linotype ~ 29 Ryerson 
St., Brooklyn, N .» 82933 

Bobemeter—For gauging ‘endo lates. Bobetadiie Mfg. 
Co., 64 Fernwood Dr., Dayton, O 

Bolton--Paper cutter knife. John W. his & Sons, Inc., 
Lawrence, Mass. 

Booth’s—Zinc cut cement, green keyboard rubber 
rollers for linotype and intertype machines, engravers’ 
concentrated rubber cement (stripping cement). E. 

. Booth Rubber — 364 Rockefeller Bidg., Cleve- 
land, Ohio... 

Bostitch—Staplers ‘ead; ane. "Masten ‘Wire 
Stitcher Co., Division St., East Greenwich, R. I. 

Boston—Wire stitchers ma wire, staplers and staples. 
Boston Wire Stitcher Co., East Greenwich, R. I. 

Bound Brook—Graphited-bronse bushings, bearings and 
washers. Bound Brook Oil-less Bearing Co., Bound 
Brook, N. J. 

Bowser—Ink and oil pumps. 8S. F. Bowser & Co., Ft. 
Wayne, In 

Brackett—Stripping machines, tipping machines, tape end 
trimmers, scoring and creasing machines. Brackett 
Stripping Machine Co., Topeka, Kan. 

ns + abpeparesaties Dexter Folder Co., ron River, 

5, Ak ..58 

Breez-air—Industrial raat “Buffalo Farge Co., 490 Broad- 
way, Buffalo, N. Y. 

ge a Buffalo Forge Co., 490 Broad- 
way, B N. 

Breezo-fin—Unit heaters. Buffalo Forge Co., 490 Broad- 
way, Buffalo, N. Y. 
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Briar—Brown offset ink. Fuchs & Lang Mfg. Co., Div. 
oe Printing Ink Corp., 100 Sixth Ave., New York, 


Bri a leaf and roll leaf equipment. Griffin, 
a aa Hayes, Walsh, Inc., 50 E. 21st St., New York, 


Brown Face—Drawsheet, 0.016 in. gauge, duck with 
pyroxylin coating. Tingue, ~~ & Co., 114 E. 23rd 
St., New York, N.Y.. ~ : 

Buckeye—A composing stiek, ‘y. B. era & aes za 
N. Wayne Ave., Chicago, Ill... .. ..39 

Bull Dog—Gauge pins. Western Roller & Moby. La. 1716 
Arapahoe St., Denver, Col. 


Bulldog—Lithographic rollers (semi-synthetic rubber). 
— Roller & ga Co., 2512 aoa 24th St. per eats. 


Burdett eniiataties on ont sluctvotonl rane gas ieee” 
radiant heat anti-offset ink drying ae 
Burdett Mfg. Co., 19 N. Loomis St., Chicago, lil. 


Burgess Chrome—A une ary mat. eee cali 
lose Co., Freeport, 

Bur-Paste_—Bookbinders paste Robert R. tl ti 15 
Vandewater St., New York, N 


Business Men’s Paper Retinitis paper balers. Busi- 
ness Men’s Paper Press Co., Wayland, Mich. 





C 


Calumet—Filing cabinets. C. F. Pease Co., 2638 W. Irving 
Park Road, Chicago, Ill. 

Camachines—Slitting and roll-winding machines, splicers 
and rollwinders, laminating machines, constant web 
tension controls, photo electric eye side register controls. 
Cameron Machine Co., 61 Poplar St., Brooklyn, N. Y. 


Cameo—An overlay system for halftone makeready. 
Walker-Cameo Overlay Corp., 1374 Massachusetts Ave., 
Cambridge, Mass. 

Cambridge—Printers’ moisture indicator. Cambridge In- 
is Co., 3732 Grand Central Terminal, New York, 





. 


Campbell’s—Speedy mailer. E. F. Campbell Co., 1107 
W. 54th St., Los Angeles, Calif. 


Canaline—Aniline type inks. Canada Printing Ink Co., 
15 Duncan St., Toronto, Canada. 


C&G—Saw trimmers, sawliner, router, jigsaw and type 
high machine, strip material cabinet, waste recep- 
tacles. Milwaukee Saw Trimmer Corp. ., 610 E. bs 
bourn St., Milwaukee, Wis.. “4 . 56-57 

C&P—Automatic, power and lever paper cutters, ‘cyl 
inder presses, "automatic and epen platen presses, 
heavy duty platen presses. Chandler & Price Co., 
6000 Carnegie Ave., Cleveland, Ohio. inside Front Cover 

Corbertastede—Beaall lithograin for graining offset plates. 
Carborundum Co., Niagara Falls, N. Y. 

Carmichael—Blankets for relief printing. 
Blanket Co., Atlanta, Ga. 

Cartridge—Bearings. Norma-Hoffman Bearings Corp., 
Stamford, Conn.. 29 

Carver—Steel die jihiiina ai press. Olay “Machine Works, 
5319 N. 2nd St., Philadelphia, Pa. 

Cascade—High speed raised printing machine. Embosso- 
graph Process Co., Inc., 251 William St., New York, N.Y. 

Casco—Multiple head punching machine. Southworth 
Machine Co., Portland, Me. . 

Casper—Platen press grippers. Casper Gripper Co., 419 
Erie Bldg., Cleveland, Ohio. 

Cast-Tex—Newspaper dry mats. on Cellulose 
Co., Ft. of Exchange St., Freeport, | 
Castype—Line-casting machine. “aay Cen. 116 W. 
Illinois St., Chicago, Ill. 

Catchdew—Humidity control units. Advance Mfg. Co., 
350 N. 26th St., Louisville, Ky. 

Cebotype—Moided plastic printing plate. Cebotype Print- 
ing Plate Co., 2722 Seventh Ave., Birmingham, Ala. 

Cecil—Rubber roller finishing equipment. Dust-Less 
Equipment Co., 4021 19th St., Washington, D. C. 

Celero—Anilin and rotogravure inks. Sinclair & Valen- 
tine Co., 611 W. 129th St., New York, N.Y... ..19, Dec. 

Cellocoat—Cold top enamel. E. H. kari Supply Co., 
1315 14th St., N. W., Washington, D. C 

Celluloid—(Cellulose nitrate) plastic sintetel in sheets, 
rods, tubes ond rolls. Ceiluloid Corp., 10 E. 40th 8t., 
New York ¥ 

Centaur—Tympan ree. 
Whipple St xen Chicago, I 

Century—Electric hay ‘Aiieimitis, motor generator 
sets. Century Electric Co., 1806 Pine St., St. Louis, Mo. 

Century—Quadruple magnifiers. Robert R. Page, 225 E. 
24th St., New York, N. Y. 

Cercla— Mechanical binding in metal. 
Corp., 231 8. Green St., Chicago, Ill. 

Cerflex—Mechanical binding in plastic. General Binding 
Corp., 231 8. Green St., Chicago, Ill. 

Cerlox—Process binding. General Binding Corp., 231 S. 
Green St., Chicago, Ill. 

Certified—Syndicate and newspaper stereotype dry 
mats. Certified Dry Mat naan 9 Rockefeller 
Plaza, New York, N. Y.. ..16 

Certifine—Tympan paper. ‘Maul Paper Cup. "342 Madi- 
son Ave., New York, N. Y. 


Carmichael 


Cromwell Paper Co., 4801 


General Binding 
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Challenge—Unit galley cabinets, iron furniture, lever 
paper cutter, newspaper base cabinet, paper 
machines, portable router with curved plate 
ment, power ink distributor, type high unit ( 
router, router vise) a tables, rotogravure 
ler tables a - achine €o., =, 
Mich...... . we ~— 1 


Chachibere~Gluing, gumming, tnecuseian - 
varnishing machines. Chambers Bros. Co, err) 
Sts., Philadelphia, Pa. : 


Chambon—Cylindrical plates, gravure and | erpress, 
oe ieistied tg 460 W. 34th babes New York, 


0 0 ek ovee 


Chambon— Printing presses, qtr: ai 
e 4 nen Co., Inc., 460 roe sah St Wow ; 
or' 


Champion—Cork creepers. aan Publishers 
ply, Box 131, West Lynn, Mass.. Su 


Champion—Non-scratch halftone black, high 
letterpress ink, Sinclair & — ‘Co., tt 
129th St., New York, N. Y.. 


Champion —Stitching esliad 
Milwaukee, Wis. 


Champlain—Cylindrical plates, printing presses—gravure 
and letterpress. Champlain Corp., 62 Outwater lan 
Garfield, N. J. 


Chapman Electric Neutralizer—Kidder Press Co ie 
Dover, y Ine, i 


Chemco—Stripfilm roll camera, etching machines, 
stove coolers, stripping cabinets, powder boxes, prs 
steel developing tanks, refrigerated sinks, stri pfilm, strip 
filra developer, collodion, acid sulphite solation, hardener - 
tablets. HE Photoproducts Co., 230 W. 41st St., 
New York, N. Y. 

Chief “‘22”—Offset printing press. American Type 
Founders, 200 Elmora Ave., Elizabeth, N, J.. 

_. Inside Back Cover, es 

Chilstensen—Continnous suction stream feeder, pj 
tion stream feeder, multiple-head gathering and ii 
machine, high-speed bronzer. Christensen Machine Co,, 
100 Fourth St., Racine, Wis. 

Chromolox—Heating units for line-casting machines, 
"1, gti Parts Co., 203 ying 60 have — York, 


‘Hoff ert ‘wane Pea, 


CK—Automatie cata penn pie creaser. Miller Print. 
ing Mchy. Co., 1117 Reedsdale St., Pittsburgh, Pa. 


Claybourn Precision—Diagonal base and plate clamps, 
C. B. Cottrell & Sons Co., Westerly, R.1.. » 44-45-46 


Clean-A-Press—Roller cleaner machines foe all t 
presses. Clean-A-Press Machine Co., 821—3rd ag Des. 
Moines, Iowa. 

Clean-O-Type—A powdered type metal flux. Imperial 34 
Type Metal Co., Philadelphia, Chicago, New York.. ..48. 

Clean Print—Molding blankets, stereotyping. Russell 
Products Co., 702 Harrison Bidg., Philadelphia, Pa, 

Clear-Copy Set—Carbon interleaved and printed forms, - 
General Manifold & Printing Co., Franklin, Pa. 

Cleveland—Black and red inks for letterpress use. Braden= 
Sutphin Ink Co., 3800 Chester Ave., Cleveland, Ohio, 


Cleveland—Paper folder. Dexter Folder Co., Pearl 
River, N : 


Cline—Press drives, ‘reels, tensions and pasters.. Cline 
Electric Mfg.C.,211 W. Wackar Dr., Chicago, Ik. . .8-9 

Cling-Surface— aa or bar, preservative for transmission 
belts. Cling-Surface Co., 1032 Niagara St., Buffalo, N. Y.’ 


Clipper—Belt lacers, cutters, hooks, lacers, tape lacers, 
cutters and fasteners. Clipper Belt Lacer Co., 974 Front 
Ave., Grand Rapids, Mich. 

Clipper—Printing press. American Type Founders, 200 
E!mora Ave., Elizabeth, N. J....Inside Back Cover, Dee, 

CMC—Platen printing press, corner cutter, pedestal and 
bench models. Craftsmen Machinery Co., 307 Atlantic’ 
Ave., Boston, Mass. a 

Coes—Machine knives of all kinds. Loring Coes Co,, 
Worcester, Mass. 

Colorado Red—Printing ink. Geo. H. Morrill Co., Div., 
a aap Printing Ink bjuogick -, 100 hers Ave., New York, 4 

¥, 


Colorgraph— Color. peeking process ‘without oda pleteal : 
Multi-colors from black and white halftone. Colorgraph 
Process Co., 461—8th Ave., New York, N. Y. f 


Color Measurement and Color Component Identifier—A 
device whereby any color between white and black can — 
be produced, measured, and the component values ol 
various colors u in the selected color are i 
by number whereby the selected color can be re ' 
with exactness. Huebner Laboratories, 202 44th 
8t., New York, N.‘Y. ‘ 

Color Separation Image Assembler—Permits insertion of 
three and four-color separation negatives, continuous 
tone or screened, whereby ws color represen 





plate is projected on ground glass, each color in register 


with the other so the complete result can 
visually and any one of the plates removed for correction 
and then reinserted in this device so the effect of the 
correction can be noted. This operation is repeated om 
each of the separate color plates until the desired correc- 
tions have been accomplished in the completed 
image. Huebner Laboratories, 202 East 44th St., New 
York, N. Y. 

Colorvalhuemeter—For measuring color values on golor 
separation plates, continuous tone or halftone. H 
Laboratories, 202 East 44th St., New York, N. Y. 


Colt’s Armory—Printing presses. Thomson-National Press 


Co., Franklin, Mass. 
machines, large figure. Wm. A. 


Columbia—Num! 
Force & Co., 216 Nichols Ave., Brooklyn, N. Y. 





Trade Name Index 








Equipment and Supplies Index 
a 


Comet bed web perfecting press. Goss Printing 
Te ED 1538 S. Paulina St., Chicago, Ill.. cont 
Compo—Self-| bricating bushings, bearings om wenn: 
Bound Brook Oil-less Bearing Co., Bound Brook, N. J. 
Computa ram—Computing fan scale for laboratory use. 
redo Seale Co., Toledo, Ohio. 
Rubber belts. Manhattan Rubber Mfg. Div. of 
Raybestos Manhattan, Inc., Willett St., Passaic, N. J. 
Consta' Non-seratch printing inks. American Printing 
Ink Co. Div. General Printing Ink Corp., 2314 W. 
Kinzie St., Chicago, Ill. 
Gontrast—Copying purposes dry plates. G. Cramer Dry 
Plate Co. 4 & Shenandoah Aves., Se. Louis, Mo. 
Hewitt—A mercury vapor lamp. General Elec- 
tric Co., 1 River Rd., Schenectady, Ee SAE 
er—Tells how many lines to write and to set. 
OoPavid Felsz, P. O. Box 5941, Cleveland, Ohio. . 23, Dec . 
-coat—Blanket treatment. American Publishers 
Peal, Box 131, West Lynn, Mass.............. .94-95 
Corkpak—Cork stereotype molding bleakets, cutting 
rubbers, drawsheets, folding and delivery tapes and 
couplers, gummed space backing felt, press packing 
blankets, proof press blankets, rubber bottom and top 
blankets, rubber stereotype creeper blankets, tympan 
per, under-packing and top blankets. Corkpak Co., 
8 45 South St. , Mt. Vernon, N. Y. 


ents Hani. foot or electric machines for round - 


cornering: Lassco Products, Inc., 485 Hague St., Roches- 


Cutter—A composing room saw-trimmer. C. B. 
Crise & Co., 727 S. Dearborn St., Chicago, Ill.. .. ..82 
Cottrell Claybourn—Rotary magazine and color presses. 
C.B. Cottrell & Sons Co., Wasterly, R.I.. . 44-45-46 

Cottrell—Magazine and color rotary presses, rotogra- 
vure toa C. B. Cottrell & Sons Co., Westerly, 
R.1 


Goverwell—Inks. Martin Driscoll & Co., 610 Federal St., 
Chicago, Ill. 

Cox-0-Type—Flatbed web perfecting press. Goss Print- 
ing Press Co., 1535 S. Paulina St., Chicago, Ill.. 

Craco-Lith—Line-contact halftone photography dry glaths. 

G. Cramer Dry Plate Co., Lemp & Shenandoah Aves., 
i. Louis, Mo. 

Craft and aan igh ng a gt rollers. Bingham Bros. 
Co., 406 Pearl St., New York, N 

Craftex—Mechanical halftone seshais system. Graphic 
Arts Laboratories, 549 W. Randolph St., Chicago, Ill. 

Craftsman—Automatic platen presses, heavy duty 
platen press, power paper cutter. Chandler & Price 
Co., 6000 —_— Ave., re: Ohio. . 

" Inside Front Cover 

Craftsman a ae ‘be: syecision qrnmrs form liner, 
offset table. Craftsman Lineup Table Corp., 49 River St., 
Waltham, Mass. 

Craftsmen—Finger-touch lead and rule cutter. Craftsmen 
Mehy. Co., 307 Atlantic Ave., Boston, Mass. 

Craftint.—Shadium mediums. Craftint Mfg, Co., 210 St. 
Clair Ave., Cleveland, Ohio. 

Cramer—Electrical timers, R. W. Cramer Co., Centerbrook, 
Mass, 

Cramer 25—Continuous tone photography dry plates. G. 
Cramer Dry Plate Co., Lemp & Shenandoah Aves., St. 
Louis, Mo 

Crescent—Oil rollers for offset printing. Bingham Bros. 
Co., 406 Pearl St., New York, N. Y. 

Cresco—Letterpress inks. Crescent Ink & Color Co., 464 
N. 5th St., Philadelphia, Pa. 

Croke—Vacuum printing frame, whirler, plate depth gauge. 
Allan B. Croke Co., 163 Oliver St., Boston, Mass. 

Cromwell Special Prepared—Tympan paper. Cromwell 
Paper Co., 4801 Whipple St., Chicago, Ill. 

Cross—Continuous paper feeders. Dexter Folder Co., 
Pearl River, N.Y.... . vee 

Crown Plates—Chalk plate making ‘materials, Hoke En 
graving Plate Co., 1024 Park Ave., St. Louis, Mo. 

Crusader—Quick-set inks. Canada Printing Ink Co., Ltd., 
15 Duncan St., Toronto, Canada. 

Cryptic—Lithographic inks. Crescent Ink & Color Co., 
464 N. 5th St., Philadelphia, Pa. 

Curle—Line-composing matrix anvil and tool gauge as- 
sembly. Monomelt Co., 1611 Polk St., — 
Minn.. 70-71 

Curle—Siug \eleceldine ‘tad; vise > leaking screw ‘for line- 
composing machines. Curle Mfg. Co., 500 Sansome St., 
San Francisco, Calif. 

Curtis-Grey—Adjustable Monotype Giant Caster mold 
base plate. Curtis-Grey Engineering Co., 211 S. Ludlow 
St., Dayton, O. 

Cushion Cork—Cork blanket with fabric both sides. 
Tingue, Brown & Co., 114 E. 23rd St., New York, N.Y..55 

Cushman Offset—Typesetting machine motors, routing 
— and heads. Cushman Electric Co., Concord, 


Cutler-Hammer—Electric galtaliees or cunteols bn printing 
machinery. Cutler-Hammer, Inc., 542 N. 12th S&t., 
ilwaukee, Wis. 
CY—Automatic cylinder cutter and creaser. Miller Printing 
Mchy. Co., 1117 Reedsdale St., Pittsburgh, Pa. 
C-Z—Platen press grippers. Casper Gripper Co., 419 Erie 
Bldg., Cleveland, Ohio. 





D 


Dally—Com mpoaing machine mold lubricant. Joseph Dixon 
Crucible Jersey City, N. J. 





Dale—Paper fasteners. Edwin B. Stimpson Co., 61 Frank- 
lin Ave., Brooklyn, N. Y. 


Dampabase—Seamless undercovering for dampener rollers. 
Godfrey Roller Co., 215 N. Camace St., Philadelohia, Pa. 


Davidson—Folding and collating machines, automatic 
paper feeders, dual duplicating machine, pumps and 
compressors. Davidson Mfg. Co., 1020 W. Adams St., 
Chicago, Ill. 

Davidson—Perforator-scorer slitter attachments. David- 
% Perforator Corp., 7-57 68th Pl., Glendale, Brooklyn, 

Dayco—Synthetic and rubber printing rollers for letterpress 
and offset. Dayco Stayput synthetic and rubber printing 
rollers for newspapers. Dayton Rubber Mfg. Co., 2345 
Riverview Ave., Dayton, Ohio. 


Dayton—Paper trimming knives. Simonds Worden 
White Co., Summit St. & Negley Pl., Dayton, Ohio. . . 42 


Decoma—Silk screen stencil printing machine. Precision 
Finishing Maehine Corp., Lynchburg, Va. 


Deep etch—Process for making intaglio offset press plates. 
Harold M. Pitman Co., 51st Ave. & 33rd. St., Chicago, Ill. 


ip Cigar goa offset proof p-ess. Also for printing on 

glass, metal, celluloid, wood and other materials up to 1 

> pty! ‘Altair Mehy, Corp., 55 Vandam St., New 
or’ 


Del-Cate—Plastic plate composition. Del-Cate Interna- 
tional, Ltd., 407 Refford Bldg., Bay St., Toronto, Can. 


Deikatone—Process of placing makeready in electrotype 
plates. Delkatone Co., Box 587, Dayton, Ohio. 

Deposographic Printing Presses—A system of printing is 
incorporated in these presses to provide clean and sharp 
impressions from any printable process and to provide 
means for printing all known processes upon one press. 
| Laboratories, 202 East 44th St., New York 


Detergine—Type and roller wash. on Products Co., 
Wilkinson Ave., Jersey City, N 

Devere—Raised printin ng equipment sar" supplies, padding 
compound. Devere Co., 2000 Clark St., Racine, Wis. 

DeVilbiss—Spray system and spray solution for prevention 
of offsetting. DeVilbiss Co., 300 Phillips Ave., Toledo, O. 

Diafram—ATF non-offset spray gun. American Tye. 
Founders Co., 200 Elmora Ave., Elizabeth, N. J.. . 

. Inside Back Cover, Dec ‘ 

Diamond—Electrie ahs dries: E. C. Clarke, 3630 Bloom- 
ington Ave., Minneapolis, Minn. 

Diamond—Halftone black printing ink. J. H. & G. B. 
Siebold, 47 Watts St., New York, N. Y. 

Diamond—Power paper cutter. Challenge enery 
Co., Grand Haven, Mich.. . ..13 

Diamond—Stamping foils. Diameed Theecestive Leaf Co., 
710 Van Duzen St., Stapleton, N. Y. 

Dick’s—Mailer. E. 8. Wasmuth, 137 W. Tupper St, 
Buffalo, N. Y. 

Directomat—Hydraulic matrix molding press. Lake 
Erie packeng™ cea Corp., Box 568 Kenmore , 
Sta., Buffalo, N ; ..97 

caconinns tied pheto-composing ‘machine, all- 
metal precision camera, offset color proving presses. 
Lanston Monotype Machine Co., 24th at Locust 
Philadelphia, Pa.. cae 

Direct reading —~Type oad paper estimating lastrements 
for the graphic arts. David me P. O. Box 5941, 
Cleveland, Ohio. . BS dopey Dec. 

Divco—Type wie ‘Division 5 Co., "836 W. Kinzie 
St., Chicago, IIl. 

Dixon—A router for stereotype, zinc, copper and wood. 
Automatic Saw Severe Co., ‘735 E. Ohio St. m 
Indianapolis, Ind.. ..60 

Dollar—Gauge om Charles L. Stiles ‘Co., “64 “Hanford Bt., 
Columbus, 

Do POG APE pone machine. Wood, Nathan & Virkus 
Co., 112 Charlton St., New York, N. Y. 

Do-More—Saw trimmer, routers, planers, J. A. Richards 
Co,, 903 N. Pitcher St., Kalamazoo, Mich...........28 

Doo Dad—Flat casting boards. American Publishers 
Supply, Box 131, West Lynn, Mass.. . 94-95 

Double coated—A tape for mounting cuts. ‘American 
Publishers Supply, Box 131,West Lynn, Mass.. .. .94-95 

Double Grip—Gauges. E. L. Megill Co., 761 Atlantic Ave., 
Brooklyn, * - 

Double M—Folding machine. Dexter Foider yon: Pearl! 
River, N.Y.... ..58 

Doubletone—Inks. ‘Siginund ‘Ullman Co., ‘Div. " General 
Printing Ink Corp., Park Ave. & 146th St., Bronx, 
New York. 

Double-Wall—Stee! om. Challenge weet ~ 
Grand Haven, Mich. a 

Douthitt—Photo-engraving “equipment, “chemicals ‘and 
supplies. Douthitt Corp., 650 W. Baltimore cat 
Detroit, Mich.. cate 

Dowd—Paper trimming knives. Simonds Worden White 
Co., Summit St. & Negley Pl., Dayton, Ohio. . ..42 

Doyle—Electric sheet heater. J. E. Doyle Co., 1220 W. 
6th St., Cleveland, Ohio. 

Doyle-Allen—Geared ink distributor for platen presses. 

. E. Doyle Co., 1220 W. 6th St., Cleveland, Ohio. 

D. R.—Direct reading graphic arts instruments. David 
Reisz, P. O. Box 5941, Cleveland, Ohio. . . .23, Dec. 

Dri-Spray—Offset preventing device for all sree, Ruther- 
ford Machinery © Co., Div. General Printing Ink Corp., 
100 Sixth Ave., New York, N. Y. 


Ductor Roll Ink Control—For flatbed presses. 
Printers’ Supply, Inc., 139 E. Third St., (ey one 
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Dullset—Printing inks. Geo. H. Morrill Co., Div., 


l Co 
— Printing Ink seen M00 Sixth asta sr se 


Dultgen Proseece— Fox maki ale epetetions§ in 
Arthur Dultgen, c-o aking rk News, New sin gravure 

Dunco—Relays, timers, thermostats, counters, electrical ly 
heated pots and ladies. Struthers Dunn, Inc., 1315 Cherry 
St., Philadelphia, Pa. 

Duplex—Combination molder. American Publishers 
Supply Co., Box 131, West Lynn, Mass.. . 94-95 

Duplex Control—Temperature control fae hot phie 
sinks, me ee oR Equipment Co., 1265 W. 2nd 
St., Cleveland, O 

Duplex—Cork mojder. American — 

Box 131, West Lynn, Mass.... 

Duplex—Flatbed web, semi-cyl j-cylindrical, " unitubular, 
tubular, high speed web —— presses and stereo- 
type machinery. Duplex rage chee ~~ sien 

reek, Mich.. 

Duplex—Numbering nia high. “Wm. rs “Force 
& Co., 216 Nichols Ave., gs, pe hig N. Y. 
Duplex—Router. Platemaker er Co., 3787 La 


Salle pes Los Angeles, C: 
ay ugh ire stitchi Pasedh Gee 
15 Vendetetar t., New York, N. Y. 
Durable—Foundry type. ct ee Type Foundry, 507 
S. 4th St., Minneapolis, M 
Duradiant—Radiant gas howe for dryi 
photo-engraving plates. Selas Co., 18th St. & ob ene 
D ied rs er. pe ay ‘or making 
ul te—Plastic mold process f stereot 
Wesel Mfg. Co., 893 Providence Rd, Scranton, saga 
Peat board and morlies: Duro Overlay Process, 
Oth & W. Denis Ave., Hales Corners, Wis. 
Durol Stace ink. C. Unbekannt, 210 Larch Ave., 
Teaneck, N. J. 
Duro-lith—Offset-lith vulcanized oil roller. “aod Roller . 
& Mfg. Co., 2512 W. 24th St., Chicago, Ill. .. 38 
Duromat—Newspaper ue mat. tae Fong Corp. 
Hoosick Falls, NY. N.Y.. A Coxon 
D —Letterpress vulcanized. oll, roller. “Ideal 
Roller & Mfg. Co., 2512 W. 24th St., Chicago, lll.. ...36 
Dust-Less—Rubber roller grinding and finishing equipment 
and roller setting gauges. Dust-Less Socueat Co., 
4021—19th St., rena D.C. 
D X—Newspaper roller, (synthetic rubber), letterpress 
roller (full and semi-synthet hetic rubber). ideal ee 
& Mfg. Co., 2512 W. 24th St., Chicago, {ll...........38 





E 


agle Printing Ink Co., Div. 
Sixth Ave., New York, 





Eagle Solvent—Type Wash. 
ag Printing Ink Corp., 


alee inks for all ng Ink 
Div. RA Printing Tak pon 100 ey Ave., 
New York, N 
RB pesersars ur boxes. Hammond Machinery 
Builders, Inc., 1604 Douglas Ave., Kalamazoo, Mich... 31 
Eastern—Casting boards, matrix st box, cork 
lined. Eastern Newspaper Sune, Northern 
Bivd., Corona, L.1., N. Y.. 


Eastern Newspaper supple, st — ‘ 

pressroom. ern ewspaper upely. 
9603 Northern Bivd., Corona, L. 1., N. Y.. . 84-85 

Eastern Red fibre—Stereotype aniding board. Eastern 
Newspaper Supply, 9603 Northern Bivd., Coron, 
L.1., New York : 

Ebonite—Plastic roller substituting fe ‘tod rollers on 
printing and lithographic presses. Rapid Roller Co., 
2548 S. Federal St., Chicago, Ill.. ...... ..16 

Eclipse Supertex—Offee t black ink. Gactiens, Beet & 
Wirth, Inc., 35 York St., Brooklyn, N. Y. 

> Vilas stamp. A. D. Joslin Mfg. Co., Manistee, - 

ich. 

Economical—Block system, patent base. — 
Machinery Co., Grand Haven, Mich.. nt ie 

Econo—Molded rubber printing plates, plastipl: ‘ithe 
for plastic and rubber plates. Econo oly Co., 
59 St., Rochester, N. 

ayy = ang press forall purpose. Economy Baler 

‘bor, 
gene Pigg om Pes hee stacking Pe — bundles 
ey nee i 2652 W. Van 
Buren St., Chicago 
Vertical rotary miterer. H. B. persue inde 
2214 N. Wayne Ave., Chicago, Hll.. .. . ..39 
Economy Tail Piece—Fibre tail for tubular ‘tasting 


boxes. Eastern Newspaper Supply, 9603 Northern 
Bivd., Corona, L. 1.,N. Y.............. . 84-85 

Econo —Plastic and nib plate matrix. ‘Econo 
Products, Inc., 59 Halstead St., Rochester, N. 

Econotype— tung machine. "Dayton Type, Ine., 200 
Davis Ave., Dayton, Ohio. 

Edes_Gravure copper. Edes Mfg. 534 masa fie 


iia as ‘matstx: and regular zine plates. " Edes Mia. 
Co., Plymouth, Mass... -20 
Elasta—Non-meltable rollers. Godfrey Roller Co., ain. 
a St., F hiladelphi '" ” 
lectric Spacer—Paper cutt! machine. Seybold 
eM Muohine Co., Div. - apie hctr 50 
Washington St., Dayton, Ohio. . .. 27 
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Trade Name Index 





Electrocut—One man photo-engravin 

as Eee "200 Elmora Ave., Elizabeth 
_. Inside Back Cover, Dec. 

Electromatic—D emakers’ saws and printers’ saw 

trimmers. J. hae 903 N. Pitcher a 
; es 

Electro Sealer—Brazin | machine for ‘steel! rule. J. A. 
Richards Co., 903 N. Pitcher St., Kalamazoo, Mich... .28 

rn and yg ee equipment. Elgin 

ng Machine Co., 320 E. Chicago, St., Elgin, Ill. 
eee , Tule and base caster. Ludlow Typo- 
graph Co ‘Clybourn Ave. Chicago, Ill. .43 
Elwoll-Parker—Electrie, gas and gas-clectric industrial 
trucks, tractors and cranes. Elwell-Parker Electric Co., 
$517 St. Clair Ave., Cleveland, Ohio. 
ih—Raised printing equipment, inks and 
compounds. Embossograph Process Co., 251 William 
ew York, N. Y. 
All Measure—Liners for composing machines. 
Precision Steel Co., 23 Park Ave., Paterson, N. J 

Empire—Flatbed special newsprint, magazine and photo 

news black ink. Empire Type Foundry, Delevan, N. Y. 

vo-graph—Automatic machine for engraving illustra- 

— on stereotype base. Lynch Corporation, Anderson, 
nD 

E. N. S. Molder—Hard cork molding blanket. Eastern 
Newspaper Suoply Co., 9603 Northern Bivd., Corona, 

Cot 8Y:. . 84-85 

Epico—Printi ‘helen aid cal Eagle Printing Ink 
Co., 100 Sixth Ave., New York, N. Y. 

Equal.zing metal—Replaces lost elements in type metal. 
Kelly Metal Corporation, Calyer & Humboldt Sts., 
Bi lyn, N. Y. 

Erie—Automatic lay-boy. Maxson Automatie Mchy. Co., 
Westerly, R. I. 

Essyew—Inks. Sigmund Uliman Co., Diy. General Print- 
ing Ink Corp., Park Ave. & 146th St., Bronx, N. Y. 

Etchrite—Zinc and copper photo-engravers’ plates. Ameri- 
can Zinc Products Co., Greencastle, Ind. 

Etsco—Offset and photo-engraving equipment and supplies. 
E. T. Sullebarger Co., 110 Fulton St., New York, N. Y. 

Eureka—Photo-composing —— Wesel Mfg. Co., 893 
Providence Rd., Scranton, P: 

Eureka—Steel rule press, nie “‘Bendall” attachment. 

F, F. Helmold & Bro., 1462 Shakespeare Ave., Chicago, 


plant. Lae al 


European—Printers’ type and supplies. peran Type- 
founders, Inc., 192 William St., New York, N. Y. 

Evabrite—Front surface opaque = x Ag ae Bache & 
Co., 636 Greenwich St., New York, N 

Evatype—Vulcanizing presses for valibne plate making. 
American Evatype Corp., Deerfield, Ill. 

Ever Ready—Lever paper cutter and steel chases. Ever 
Ready Machinists, Inc., 137 W. 19th St., New York, N.Y. 

Ever-Ready Servicer—Electrically heated storage and 
heating mat boxes at scorcher temperature. Eastern 
Newspaper Supply, 9603 Northern Bivd., Corona, L. 
MY ss ” . 84-85 

Everyday—inks. International Printing ‘Ink, 75 Varick 
St., New York, N. Y.. . .67 

Ewald—Plunger cleaner ‘aaa well ties for ‘Beotyoe pa 
intertype machines. L. Ewald Co., 174 W. Annapolis, 
St. Paul, Minn. 

Excello—A bright red letterpress ink for general use. 
—o Ink Co., 3800 Chester Ave., Cleveland, 

0. 

Excelsior—A hand printing press. W. A. Kelsey Co., 45 
Crown St., Meriden, Conn. 

Excelsior—Lithographic transfer paper. 
Inc., 32 Greene St., New York, N. Y. 

Excelweigh—Reading attachment for beam floor scales. 
Toledo Scale Co., Telegraph Road, Toledo, Ohio. 


Senefelder Co., 





F 


Fade-print—Process for making image prints on engravers’ 
metal. Harold M. Pitman Co., 51st Ave. & 33rd St., 
Chicago, III. 

Fadometer—Fastness to light testing machine. Atlas 
Electric Devices Co., 361 W. Superior St., Chicago, III. 

Falco—Inks. Fuchs & | ang Mfg. Co., Div. General Print- 
ing Ink Corp., 100 Sixth Ave., New York, N. Y. 

Fantum-Vu—A precess of overprinting pictures to arouse 
curiosity of reader who may easily remove coating by 
as Fantum-Vu Co., 500 Sansome St. Philadelphia, 





Farnsworth—Form truck for printers and electrotypers. 
John Farnsworth, Bourse Bidg., Philadelphia, Pa. 


Federated Superior—Linotype, intertype, ludlow, com- 
bination, stereotype, autoplate, government, foundry, 
or caster and job shop metals. Federated Metals 

iv., American Smelting & a Co., 123rd St. & 
Indianapolis Bivd., Whiting, Ind 

Feehery—Plate hooks and base. Fechery Buginecring Ma- 

chine Co., 2420 N. Waterloo St., Philadelphia, Pa. 


— 290—Ink handling system for news presses. S. 

wser & Co., Inc., 1302 Creighton Ave., Ft. Wayne, int 

Film-O-Spray—Non-offset spray gun. Film-O-Spray Corp., 
1825 E. 18th St., Cleveland, Ohio. 

Fitm-O-Type—A photo-composing machine for directly 
composing type characters upon films, the type to be 
photo-printed directly by contact to sensitized press 
plates, whereby the type characters are etched in relief 
or invel for gravure or for offset printing. Huebner 
Laboratories, 202 East 44th St., New York, N. Y. 
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Finaltrim—For trimming curved stereotype mats. Sta- 
rg eepiee 1020 Crocker St., Los ia oY 


Findley's— Pastas. adie gums. <5 G. Findley Co., 1243 
10th St., Milwaukee, Wis. 


‘ins bial Stereo pig. CR American ves 200 
iamond St., Brooklyn, N MP: 


Finger-touch— Lead and ile cutter. ised ‘Machinery 
., 307 Atlantic Ave., Boston, Mass. 


Fitz-Live—Cork press blankets. FitzPatrick Felt Mfg. Co., 
1971 E. 79th St., Cleveland, Ohio. 


Five Star—A stereotype mat. Rapid Electrotype Co., 
MeMicken at Race St., Cinciniati, Ohio. 


Flash—Black ink. Howard Flint Ink Co., Clark Ave. 
& M.C. R. R., Detroit, Mich. ..34 


Flashdri—Quick drying inks sel eneiia. Fred’ H. 
Levey & Co., 1223 Washington Ave., Philadelphia, Pa. 


Flash Ink—Colors. Howard Flint Ink Co., Clark Ave. 
& M.C. R. R., Detroit, Mich.. ..34 


Flecto—Gummed mat backing felt. ‘Eastern IR 
Supply, 9603 Northern Bivd., Corona, L.1., N. Y...84-85 


Flex—All-American dry oe ee Dry Mat Corp., 
21 West St., New York, N 


Flexitol—Rollers for color ietatien: Godfrey Roller Co., 
211 N. Camac St., Philadelphia, Pa. 
Flex-O-Coil—Process binding. eg Mechanical Binding 
Corp., 225 Varick St., New York, N. Y. 
Flex-O-Felt—Gummed mat packing felt. American 
Publishers Supply, Box 131, West Lynn, Mass... .. 94-95 
Flexo—Stereotype metal for color printing. United 
apie Metals Corp., 200 Diamond St., Brooklyn, a 


Flextite—Flexible die stamping ‘ink. ‘Sinclair & Valen- 
tine Co., 611 W. 129th St., New York, N.Y... ..19, Dec. 

Flintex—Halftone black ink. Howard Flint Ink Co., 
Clark Ave. & M. C. R. R., Detroit, Mich.. .34 

Flintglo—Process and offset inks. Howard Flint Ink 
Co., Clark Ave. & M. C. R. R., Detroit, Mich.. ..34 

Flintspray—Anti-offset spray solution. Howard ‘Flint 
Ink Co., Clark Ave. & M. C. R. R., Detroit, Mich... ..34 

Floored lron—Furniture for box plants. Challenge 
Machinery Co., Grand Haven, Mich...............13 

FloorMaster—Industrial floor trucks. Lewis-Shepard Sales 
Corp., Watertown, Mass. 

Flowers—Cylindrical printing plates, step and repeat orig- 
inal engravings. deg pe Curved Plate Corp., 228 E. 
48th St., New York, N. Y. 

_ hic—Artists’ copy highlighting medium. North- 

ngraving & Electrotyping Co., Canton, Ohio. 

Fax Stanlite—Type metal flux. United American 
Metals, 200 Diamond St., Brooklyn, N. Y.. .. . 62 

Flyer—Cash and package carrier. James “ei Baldwin & 
Co., 30 8. Clinton St., Chicago, Il. 

Force—Automatic typographical, over type high and type 
high numbering machines, paging chains, rotary number- 
ing heads, sales book top and ig plunger typographic 
numbering machines. ae Wm. A. Force & Co., 
216 Nichols Ave., Brooklyn, N 

oi agrees Service Canter & Truck Co., Albion, 

ic 

Form-O-Scorch—Matrix dryers. American Publishers 
Supply, Box 131, West Lynn, Mass.. «eee 94-95 

Form-O-Stack—Form lift and storage. "American Pub- 
lishers Supply, Box 131, West Lynn, Mass..... .. .94-95 

Fortified—Monotype and linotype metal melting pots. 
Independent Electric Machinery Co., 300 Southwest 
Bivd., Kansas City, Mo. 

Fototype—Cardboard alphabets for offset-lith reproduction. 
Fototype Co., 629 W. Washington Blvd., Chicago, Tl. 

Foundation—Synthetic oil-proof blanket. Tingue, Brown 
& Co., 114 East 23rd St., New York, N. Y.. ..55 

Four Point—Gauge pin. Charles L, Stiles Co., 64 ‘Hanford 
St., Columbus, Ohio. 

Fra-bur—Static eliminator. Sta-Hi Saree 1020 
Crocker St., Los Angeles, Calif.. i 1-2 
Franklin Apex—Combination stereotype molder. Russell 
Products Co., 702 Harrison Bldg., 15th & Market Sts., 

Philadelphia, "Pa. 

Franklin-Klean-print— Molding blanket. Russell Products 
Co., 702 Harrison Bldg., 15th & Market Sts., Philadel- 
phia, Pa 

Franklin—Printing catalog. Guide to printers’ costs. Porte 
a ag Co., 952 E. 21st St., South, Salt Lake City, 

tah. 


Frapomist—Mist atomizer which lubricates ink and rollers. 
Frazier Processes, Inc., 728 S. Dearborn St., Chicago, Ill. 

Fratex—Resilient press packing and drawsheets for flatbed, 
rotary and newspaper presses. Frazier Processes, Inc., 
728 S. Dearborn St., Chicago, Ill. 

Friction Fighter—Ball and roller bearings. Link-Belt Co., 
307 N. Michigan Ave., Chicago, IIl 

Fuller—Spaceband polishing machine, Ludlow shell cast 
— Fuller Machine Co., 17 Haigh Ave., Schenectady, 


Fuzon—Gummed stereotype packing felt. American 
Publishers Supply Co., Box 131, West Lynn, Mass.. 94-95 





G 


Gardiner—Type, stereotype and electrot; 
Gardiner Metal Co., 4820 8. Campbell St., 





metals. 
hicago, Ill. 


G-E—Printing machinery motors, controls, metal 
melting systems. General Electric Co, 1 ivr 
Schenectady, N. Y . 


G-E—Fluorescent lights. ‘nian Eletri 
Rd., Schenectady, N. Y.. 5 C0, 1 i 


Gelastic—Rollers for letter wad cylinder weal 
can Proofing Co., Ist Ave. & 58th St. ; Brooklyn, ae Ya 


Giant—Caster. Lanston Monotype nna 
at Locust St., Philadelphia, Pa.. " bis » 2th 2 


Glascote—Cold enamel, cold doiaeall d ke nai 
Photoproducts Co., 230 W. 41st St., aloe Cheney, 


Glas-print—Process, negative to positive, or vice 
on glass, by contact. Harold M. Pitman C ye 
& 33rd St., Chicago, Ill. eBid. 


Glider—Composing room saw-trimmer. Hammond 
Machinery ns Inc., 1604 Dea bse Keio 
mazoo, Mich.. : 


Glo-Ray—Gloss lis. seaureattonah Print 
Varick St., New York, N. Y.. Be In, % 


Glossade—Glossing compound for inks. ir 
Inc., 728 S. Dearborn St., Chicago, Fraser 


Glossum—Compound for mixing with inks. E; 
Ink Co., Div. General Printing Ink Corp ee 
Ave., New York, N. Y. 


Cisitin- High-gloss printing inks. Ameri 
Ink Co., Div. of General Printing Ink Conn, Bre, 
Kinzie St., Chicago, Ill. 


Godfrey—Printers’ composition rollers, rubber _ rollers, 
Godfrey Roller Co., 211 N. Camac St., "Philadelpbis, Be Pa, 
Goedite Graphic Rollers—Fabric covered graphic non- 
meltable feed roller for use on newspaper, corr 
box, steel die engraving presses requiring washups 
frequently. Ideal Roller & os. Co., a W. 24th 
, Chicago, Ill..... ..36 
a ee draweheet, 0. 012 ry par ‘ ‘skive 
von". en Brown & Co., 114 E. Me, St., wa 
or 
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Golden Arrow Bronzing ‘eabuliine. ‘Kidder Pre Co. ea 
Dover, N. 

Goodrich—Offset blankets (used in offset printing and 
offset rollers). The B. F. Goodrich Co., 
(Niles & Nelson, 75 West St., New York, N 
distributors). 

Goodrich— ep rollers. Niles & Nelson, 75 West St., 
New York, N. Y. 

Goodrich—Relief printing materials: engraving rubber; 
unvuleanized printing rubbers for molded rubber plates; 
sponge rubber; adhesive fabrics and rubber cements for 
bending rubber plates to wood mount or metal saddles, 
The B. F. Goodrich Co., Akron, Ohic 

Goodyear—Black synthetic face felt, synthetic in 
high speed red top under blankets for newspaper 
Printers Supplies Dept., Goodyear, 1144 E. Market St 
Akron, Ohio. 

Go Prene—Synvhetic rubber rollers, iitho and offset. 
Godfrey Roller Co., 211 N. Camac St., Philadelphia, Pa. 

Goss—Flatbed web, newspaper, magazine, color and 
rotogravure presses. Stereotype equipment. Goss 
Printing Press Co., 1535 S. Paulina St., Chicago, lil.. ..21 
-P (General Purpose)—Typographical numbering ma- 
— Wn. A. Force & Co., 216 Nichols Ave., Brooklyn, 

GPi—Symbol abbreviation for General Erin Ink Cor- 
poration, 100 Sixth Ave., New York, N. Y. 

Grafa-Tone Screen—Special design photo-engraving 
Graphic Photo Engraving Co., Inc., 207 W. ‘26th th Ste 
New York, N. Y. 

Graham—Variable speed transmission. Graham Trans- 
mission Co., 2711 N. 13th St., Milwaukee, Wis. 

Graph-Air—Graphite gun lubricator for line-casting ma- 
chines. Joseph Dixon Crucible Co., Jersey City, N. J. 

Graphic—All-purpose plastex stereotype mats for com- 
— work. Wood ee boris -» Hoosick Falls, 


N.Y. ‘cuban 


Graphic Rollers, ideal—A cunten built ‘non-meltable, 
composition typographic roller. Ideal Roller & “ 
Co., 2512 W. 24th St., Chicago, Ill.. 

Geenttanien —Over and under scale te padiink, ae 
weighing. Top capacity, 30 Ibs. Toledo Scale Co., 
Toledo, Ohio. 

Greelay—Type metal flux. Consolidated Metals Corp., 
5533 Woodward Ave., Detroit, Mich. 

Green Core—Kraft and colored Kraft gummed tap 
gummed Hollands, gummed cloth and gunned See 
tapes. Mid-States ‘Gummed Paper Co., 2515 8. Damen 
Ave., Chicago, III. 

Green Seal—Pastes and glues. Green’s Paste Works, 2912. 
8. Salina St., Syracuse, N. Y. 

Gre-Solvent—Hand soap. Utility Co., 636 W. 44th 8t., 
New York, N. Y. 

Griptite—A stereotype prepared packing felt. United 
Stereotype Supply Corp., 14 Cambria St., Boston, Mass. 

Griptite—Autoplate drive belt. American Publishers 
Supply, Box 131, West Lynn, Mass.. . 94-95 

Grove—Gauge pins and grippers, dai wn way y peddle: Jacob 
* ing Co., 4024 Brandywine St., N.W., Washington, 





H 


Hacker—Test presses, block levsilers, press testing 
blocks and plate gauges. Vandercook & Sons, 900 N. 
Kilpatrick Ave., Chicago, lil.. . 184 and Inside Back Cover 
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Hamilton— sing room equipment, wood type, 

poster Soe backing lumber and ged woods. 
Hamilton Mfg. Co., Two Rivers, Wis.. . 7475 

Hamilton —Ro' tary printing presses, slittera, siteeiiain, 
punches, € ‘ a stereotype casting boxes. Special ma- 
hinery eg continuous form printing. Hamilton Teol 
ehine30 N.'“B” St., Hamilton, Obio. 


Hammer—Photo; aphic film for photomechanical repro- 
,caeral someon. photographie dry plates. Hammer 
Dry Plate & Film Co., 3547 Ohio Ave., St. Louis, Mo. 
H. & A.—Band saws and circle saws for electrotypers and 
Shel Heston & Anderson, Fairfield, Iowa. 
ee—Portable router. Chicago Wheel & Mfg. Co., 
1101 W. Monroe St., Chicago, Ill. 

Handy—Newspaper files. H. B. Rouse & Co., 2214 N. 
Wayne Ave., Chicago, Hl. s ms ..39 
Hardshell—Halftone inks. Eagle Printing ‘Ink 0., “Div: 
—— Printing Ink Corp., 100 Sixth Ave., New York, 
N. Y. 


Hard-Tex—Offset and metal decorating inks. Fuchs & Lang 
mite, Co. Div. General Printing Ink Corp., 100 Sixth 
Ave., New York, N. Y. 

s—Offset presses and litho chemicals. Harris 

He ybod Potter Co., 4510 E. 71st St., Cleveland, 

Ohio. . ae Dec. 
-Flex—Paste tox the presubocn. " William C. “Hart Co., 

ng 137 Greene St., New York, N. Y. 

Hart’s Ball-bearing Roller Core—For rollers on all makes 
of pret Wil ita C. Hart Co., 137 Greene St., New 
York, N 

Yellow offset ink. Fuchs & Lang Mfg. Co., Div. 

Pleeral Printing Ink Corp., 100 Sixth Ave., New York, 

N. Y. 


Jott s—Radial arm flat router. Plate Makers Equip- 
ment Co., 3787 La Salle Ave., Los Angeles, Calif. 
_—Miller heavy duty saw trimmer. Miller Printing 

Peadtinery Co., 1117 Reedsdale St., Pittsburgh, Pa. 

HECTOmasterGRAPH—Hectograph carbon form. General 
Manifold & Printing Co., Franklin, Pa. 

Heli-O-Lite—Open flame arc lamps. C.F. Pease Co., 2638 
W. Irving Park Road, Chicago, Ill. 

Henschel—Bronzing machines and aniline presses, laminat- 
ing equipment. C. B. Henschel Mfg. Co., 229 W. Mineral 
St., Milwaukee, Wis. 

Hercules—Steel rule cutter. J. F. Helmold & Bro., 1462 
Shakespeare Ave., Chicago, III. 

Herrick—inks. Halftone blacks, non-scratch blacks, 
dull blacks, process colors, process web-printing 
colors. a, C. Herrick Ink Co., 330 W. 34th St., 
New York, N. Y 8 

Hesse—Printers’ voll. Fred ‘Bien Roller ‘Co., "2476 E. 
13th St., Cleveland, Ohio. 

H. H. H.—Electric hydraulic precision vulcanizer, multi- 
color printing presses. . Heinrich, Inc., 200 Varick 
St., New York, N. Y. 

Hic et Udique—All products of Ault & Wiborg Corp. and 
Ault & Wiborg Co., (Far East) Divisions Interchemical 
Corp., 75 Varick St., New York, N. Y. 

High-Speed—Miller (HS) automatic job cylinder press. 
Miller Printing Machinery Co., 1117 Reedsdale St., 
Pittsburgh, Pa. 

High Speed—Steel routing bits and special cutters. Onsrud 
Machine Works, Inc., 3900 Palmer St., Chicago, Ill. 
Hi-Gloss—Overprint varnish and one-impression gloss inks. 
Pope & Gray, Inc., 95 Morton St., New York, N. Y. 
Hildebrand—Gas sheet heater. Printing Press Extension 

Delivery Co., 447 W. 40th St., New York, N. Y. 

Hill—All-purpose plastex mats for advertising and high- 

ie commercial purposes. Wood Flong a % 
Hoosick Falls, N. Y.......... ..38 

Hilo—Varnishes and compounds. “Hilo Varnish Corp. 42 
Stewart Ave., Brooklyn, N. 

Hi-Pro—Paper drilling and slotting machines. F. P. 
Rosback Co., Benton Harbor, Mich. 

Hi-quality—Steel stereotype molding sheet. American 
Publishers Supply, Box 131, West Lynn, Mass..... 94-95 

High-Speed—Drawsheet for newspaper presses. Printing 
a Dept., Goodyear, 1144 E. Market St., Akron, 

0. 

Hi-Speed— coe Lgesines — Co., ape 
Haven, Mich. 

Hoo—Newspaper, ‘offset and. ‘rotog ravure "presses. 
Stereotype machinery. R. Hoe & Co., 910 E. 138th 
St., New York, N. Y.. . 98-99-100-101 

Hoerner—Type-high machine, ‘type-high ‘plane and 
shuteboard with attachment for beveling plates for 
use on patent bases. Challenge prance: Co., 
Grand Haven, Mich.. 

Holdfast—Liquid drier. Sinclair & Valentine Co., 611. 

W. 129th St., New York, N. Y.. : 19, Dec. 

Holdfast—Non-scratch ink. International Printing Ink, 

75 Varick St., New York, N. Y.. 

Hold-Heet—Glue pots, automatic “electric, ‘pyrometer 
lances for measuring temperature of molten metal. Russell 
Electric Co., 340 W. Huron St., Chicago, III. 

Holland —Electrolytic etcher. The Holland Corp., Candler 
Bldg., Kansas City, Mo. 

Hollingsworth—Gluing, gumming, lacquering, paraffining 
and varnishing machines, drying ovens, air pumps and 
bookbinders’ machinery. Wm. Hollingsworth Machine 
Co., 227 Holliday St., Baltimore, Md. 

Holroyd ~ Perforating rule. European Typefounders, Inc., 
192 William St., New York, N. Y. 

Hooper—Printing and box making machinery for corru- 
gated fibre, wood and metal. Web offset press. F. X. 
Hooper Co., Inc., Glen Arm, Md. 


Horizontal—Medium size two-revolution flatbed press 
Miehle Printing Press & Wai Co., 14th St. & enea 
Ave., Chicago, Ill.: 40. 


Horseshoe Brand—  Liiates, PB ES: sie Te- 
finalloy cartridges, metal refining compound, ta-put 
cut cement. Kansas City Smelting Co., Guinotte & Park 
Aves., Kansas City, Mo. 

Horton—Variable speed pulleys. Horton Manufacturing 
Co., 3016 University Ave., S.E., Minneapolis, Minn. 


Hot Mould Polish—Non-abrasive polish for typecasting 
machine molds. Imperial ne Metal Co., Philadel- 
phia, Chicago, New York. . 4 

H. S.—Rollers for newspapers. Deivten Rubber Mfe. o., 
2310 Riverview Ave., Dayton, Ohio. 


HSP—Symbolic abbreviation of firm name. Harris 
Seybold Potter Co., 4510 E. 71st St., ier 4 
Ohio..... . ec. 

Huber—Inks for all printing processes, ay colors, | care 
bon black, varnishes and compounds. J. M. Huber, 
Inc., 460 W. 34th St., New York, N. Y.. 

Huberex—Untoned news ink. J. M. Huber, “tne., 460 
W. 34th St., New York, N. Y ..40 

Hubertone—Toned news ink. J. M. Huber, In, 460 
W. 34th St., New York, N. Y.. = 

Huebner—One-shot, one-plate, tamniaien camera, deler- 
valhuemeter, color measurement identifier, juxtaposing 
color screens, deposographic printing press, direct 
cylinder making oo Facts: Laboratories, 202 
E. 44th St., New York, N 

Huebner—Photo-imposing sabe vertical photo com- 
posing machine, universal litho-process machine, 
overhead motor-focusing camera, vertical plate-coat- 
ing machine. Lanston Monotype Machine Co., toes 
at Locust, Philadelphia, Pa.. SP” 4 

Hustler—Circular folder for folding “eirealans:; Omaha 
Folding Machine Co., 2009 Cuming St., Omaha, Nebr. 

Hydraulic—Lift truck, handlift and footlift operation. 
+ Sec ccy Sales ‘Corp., 125 Walnut St., Watertown 

ass 

Hydromat—Direct pressure molding press. _Electro- 
aes Equipment Co., 1265 W. 2nd St., Cleveland, 

io. 

Hyklas—Transfer paper. J. & & G. B. Siebold, Inc., 47 
Watts St., New York, N. 

le 5-H OR and aie for_offset imogenty- 
J.H. & G. B. Siebold, Inc. , 47 Watts St., New Yor! 

Hypromatic—Rotary and flat- bed presses for offset, dry 
offset, aniline, rotogravure printing. Young Engineer- 
ing Co., 2741 N. Janssen Ave., Chicago, Ill.. ...... .104 

Hypro-slit—Slitters and rewinders. Young Engineering 
Co., 2741 N. Janssen Ave., Chicago, Ill.. - 104 

Hyroto—Color rotogravure presses, coating and ‘laminating 
machines, waxing machines, carbon spot Pager uicy ma- 
chines. ‘Rotogravure Engineering Co. of Mass., 
Marginal St., East Boston, Mass. 

Hytin—For maintaining type metal at formula. United 
American Metals Corp., 200 Diamond St., Brooklyn, pe 


-Y. 





I 





Ideal—An endless saw belt for Junior Autoplate machine. 
yates Stereotype Supply Corp., 14 Cambria St., Boston, 
ass. 


ideal Best-Test—Dispensers. Union Rubber & Asbestos 
Co., 232 Allen St., Trenton, N. 

ideal—Box Stitchers. Christensen Machine Co., 100 Fourth 
St., Racine, Wis. 

Idea! —Cireular saws, ite Royle & me 10 Essex sa 
Paterson, N.J.......... 

ideal—Form trucks. H. 'B. Rouse & Co., 2214 N. Wayne 
Ave., Chicago, Ill. ..39 

ideal—Lithographic rollers, ‘Tithographie hand ‘rollers, 
negative holders, newspaper cutting rubbers, photo- 
engravers’ proofing rollers, process coating machines, 
process sectioning machines, process of coating 
rollers, rotogravure impression rollers, rubber plate 
adhesives, rubber plate gums, tanning rollers, typo- 

raphic rollers, waxing rollers. Ideal Roller & er 
fo, 2512 W. 24th St., Chicago, Ill. ‘ 

Ideal—Stereotype molding board. Coyne & Paddock, 
Inc., 48-15—32nd PI., Long Island City, N. Y.. . 88 

1.M.C —-Siatialne ‘eheiedibiee liquid, overlay inten ‘peat 
flattener, proteetocoat, retouching aid, retouching dye, 
retouching dye remover, squeegee cleaner. Interconti- 
nental Marketing Corp., 8 W. 40th St., New York, N. Y. 

Imperial—Linotype, monotype, stereotype and electro- 
type metal. Imperial Type Metal Co., Philadelphia, 
Chicago, New York. th 

Imperial—Polished zinc plates. for, photo-engraving. 
imperial Type Metal Co., er Chicago, New 
York.. .48 

imperial Stereotype ‘molding ereaper. ‘Atbérican ‘Pub- 
lishers Supply, Box 131, West Lynn, Mass..... .. .94- 

inc-O-Ink—Printing and lithographing inks. The Inco 
Co., 1426 W. 3rd St., Cleveland, Ohio. 

Inco Solvent—Type cleaner. The Inco Co., 1426 W. 3rd 
St., Cleveland, Ohio. 

Independent—Linotype metal melting pot, power switch 
boards, special machinery. Independent Electric Mchy. 
Co., 300 8. W. Blvd., Kansas City, Mo 

Indian Head Copper—Copper plates for photo-engrav- 
ing. Atlantic Zinc Works, Inc., Rolled esis ve 
Co., 210 Van Brunt St., Brooklyn, N.Y.. ..47 
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Indian—Remelt furnace. Continuous — = 
Metals Corp., 200 Diamond St., Brooklyn, N ee 


Inkoff—Non-burning type and roller cleaning asi Per- 
fection Products Co., 116 Earl St., Rochester, N. Y. 


Iinkometer—Device for measuring the body or consistency 
of printing and lithographic inks. Lithographic Technical 
Foundation, Inc., 295 Madison Ave., New York, N. Y. 


inkote—Prevents ink from a Anchor Chemical 
Co., 509 Fifth Ave., New York, N. Y. 

1-N-S—Press blankets for all of presses. International 
Newspaper Supply Co., 75 West St., New York, N. Y. 

Insulux—Glass building Nocks. Owens-Illinois Glass Co., 
Ohio Bldg., Toledo, 

Insurance Policy Black—Bond printing ink. Fred’k H. 
Levey Co., Inc., 1223 Washington Ave., Philadelphia, Pa. 


in-tag—Intaglio or gravure inks, o nt lacquer. In- 
Div., Interchemical Corp., 75 a New York, N. 

Inta os City boca gravure presses. General Prin 

achinery Corp., 29 Ryerson St., Brooklyn, N. Y. 

Intaprint—Gravure process. Zeese-Wilkinson Co., Metro- 
politan Bldg., Long Island City, N. Y. 

Intensol—Printing lamps. Electro-Hydraulic Equipment 
aon 1265 W. 2nd St., Cleveland, Ohio. ae 
ntertype—Line-casting machines. we Corp., 360 
py oo St., Brooklyn, N. Y.. _ Outside Back Cover 

Invis’o—Special adhesive tie. eck binding (covers). 
Invis’o Products Div., Erie Foundry Co., Erie, Pa. 

Invis-O— Process — Sloves  aenancy Binding Co., 
225 Varick St., N ork, N. Y 

1Pi—Typographic and offset inks. sariatahieil itp 
Ink, 75 Varick St., New York, N. Y........ ..67 

tron Fireman—Automatic coal burners for sited Reeiaiok 
on. Fireman Mfg. Co., 3170 W. 106th St., Cleveland, 

0. 

lronsides—Tyin . Cromwell Paper Co., 4801 
Whipple St., i" Chicago’ Tl Til. 

iso Process—Halftone color photography dry plates. G. 
Cramer Dry Plate Co., Lemp & AeandlRy cao St. 
Louis, Mo. 

lsolith—Offset press with refrigerated 
Printing Press & ied Co., 14th St. & 
Chicago, Ill. 

Htstie—Gummed tape ‘Neste Package Sealing Co., Inc., 
Nashua, N. H 


inder. Miehle 
. Damen Ave., 





J 


Jack Lift—Multiple stroke mechanical lift trucks. Lewis- 
Shepard Sales Corp., 125 Walnut St., Watertown, Mass. 

Jak-Tung—Truck * eer y 5, Truck & Caster Co., 
4003 Mississippi River, Keokuk, Ia. 

ag Ts De A , drops and tables. ‘Tenge CX. 11 Park 
Pl., New Yor 

Jellitac— W heat paste. Arthur 8. Hoyt Co., 175 Fifth Ave., 
New York, N. Y. 

Jem—Metal. Special metal for use in electric etching 
machine. Johnstone Electric Co., 522 8. Clinton Ste 
Chicago, Il. 

—Form tie for pages and other units of type composi- 
he Seiler Mfg. Co., Mount Joy, Pa. se 

Jiffy Indestructo—Plate clamps for Cottrell multicolor 
a C. B. Wilson & Co., 7302 N. Bell Ave., Chicago, 





itty) Se ee Press. C. L. Welsh, R. D. 3, Pleasant- 
le, N. J. . 


(Jiffy) Stay Put—Press Guide. C. L. Welsh, R. D. 3, 
Pleasantville, N. J. 

Johnson—Bronze bearings and bronze bars. Johnson 
Bronze Co., 300 8. Mill St., New Castle, Pa. 

Johnson Perfection—Gas burner sheet heater. J. E. Doyle 
Co., 1220 W? 6th St., Cleveland, Ohio. 

Johnstone—Electric etching machine. Johnstone Electric 
Co., 522 8. Clinton St., Chicago, Ill. 

Jones—Automatic tension governor. Walter Scott & Co., 
Plainfield, N. J. 

Jones—Ink agitators, for all types of fountains on letter- 
presses and offset Margach Mfg. Co., 82 Beek- 
man St., New York, N.Y. 

Jordan Feedor-_Foeds oe into Linotype, Intertype, 

, Ludlow and Elrod pots on con- 
tinuous Shale United 9 heey =— anes. 200 
Diamond St., Brooklyn, N.Y.. .. ..62 

Jubilee and Standard—Etchi machines, keel Hola: 
strom, 328 Chestnut St., Phi 

sone, - Senior—Sheet dryers . ak co crvint- 
C. F. Pease Co., 2675 W. Irving Par Ra., Chicago 

matrix pare tape moist- 


Junior ond Senior—Stereoty. 
upply Corp., 14 4 Cambria St., 


ener. United Stereotype 
Boston, Mass 

Junior—Lead ont rule cutter. Craftsmen Machinery Co., 
307 Atlantic Ave., Boston, Mass 

Justrite—Non-explosive saf henzine cans, and oily 
waste cans. Justrite Mfg. Co., 2093 Southport Ave., 
Chicago, Ill. ci ontue 05-00 +k ean 

Juxtaposi: Color "Screens—Sponsor states. “The screens 
provide better distribution of color in the separate color 
printing plates, in addition to attaining better uality 
from a wider range of values in the separate color _— 
Huebner Laboratories, 202 East 44th St., New York, 
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Kable Kord—Endless belts. L. H. Gilmer Co., 
Philadelphia, Pa. 

Kamket—Loose leaf binding. Kamket Corp., 401 Broad- 
way, New York, N. Y. 

K & B—Box, carton, package and paper finishing mn ens-g 
M.D. Knowlton & Co., 28 Industria! St., Rochester, N 

K & G—Seal and embossing press. Leer gy Printing 
Mehy. Corp., 377 Broadway, New York, N. Y. 

Kast—Collating “ Angie machine. Dexter Folder 
Co., Pearl River. . 58 

Kelly_—Printi ess. American ‘Type teundere, 200 
Elmora A’ in es N. J....Inside Back Cover, Dec. 

- Clipper—Cylinder printing pres. oe Type 
Founders, 200 Elmora Ave 





Tacony, 


"ielde pes Cover, Dec. 


Kelly ‘Kurve—Oiled dnd cabled Aietiia paper for all job 
cylinder and other presses. Triplet Gauge, 1 Dover 
New York, A 

Kem—Synthetie colors for signs and displays. Sherwin- 
Williams Co., 101 Prospect Ave., Cleveland, Ohio. 

Kemp—Immersion melting system for stereotyping. C. M. 
Kemp Mfg. Co., 405 E. Oliver St., Baltimore, Md. 

Kemper—T: high gauge. Robert E. Kemper, North 
Chatham, N.Y. 

Kendall—-Metal Siideie. Coffing Hoist Co., 319 E. Van 
Buren St., Danville, Ill. 

Kensol—Gold stamping and embossing press. Olsen Mark 
Corp., 124 White St., New York, N. Y. 

"ram wiping towels. Callaway Mills, La Grange, 


ye Hog cutting presses. The Standard Machinery 
., Mystic, Conn. 
Kimble—Motors for driving printing equipment. Kim- 
mt oe Co., 2011 W. — St., ume 
/ “ ; .. .21, Dec. 


King— Pree W. A ‘Kelsey Co., 5 ‘Crewe St. ., Meriden, 


Kinlith—Lithographic equipment and supplies. McKinley 
Litho Supply Co., 1623 John St., Cincinnati, Ohio. 

perp rig Tg Lees. General Manifold & Print- 
ing Co., Franklin, P. 

Klean-O-Mat Siecakh-cbaiasien: magazines and line- 
casting machine parts cleaned by machine. Klean- 
O-Mat Corp., 60 E. 42nd St., New York, N. Y.. am Sf 

Klean Quick—Press washup compound. international 
Printing Ink, 75 Varick St., New York, N. Y.. arf 

Kleenwell—Cleaner for matrices. ee | Parts Co. rf 
203 Lafayette St., New York, N. Y.. . .63 

Kleen-stik—Pressure sensitive tape, solid gumming, i a 
and semi-automatic gumming machines. Kleen-stik 
arses 500 Sansome St., San Francisco, Calif. 

thetic rubber used for press cylinder packing. 
B. Keer ion ich Rubber Co., 434 S. Main St., Akron, Ohio. 

Kluge—Automatic feeder and automatic platen press. 
Brandtjen and Kluge, Inc., ~ at Gaultier a 
Minneapolis, Minn.. 

Kodachrome— Direct odes photogra phie film pret a 
process plates. Eastman Kodak Co., Rochester, N. 
Mn Rooke N'Y stripping fim. Eastman Kodak 

Co., Rochester, N. Y. 

Kohler—System pe magazine reels, web tension, flying 
pasters, transfer tables, paper roll dollies and track, 
Paes compound, unwinding stands, rewinding stands. 

wane System Co., Bros., 400 W. Madison 8t., Chicago, 


lame thetic rubber. Goodyear Tire & Rubber 
Co., 1144 E. Market St., Akron, Ohio. 
pe i ene rae aA holding ae on Challenge - 
during provin stereotyp allenge Ma- 
chinery Co., Grand Haven, Mich... . 18 
Keniivelt-—Beamlean cloth covered seen. ‘Wn. C. “Hart 
Co., 187 Greene St., New York, N. Y. 
Kwic-Klean—Matrix reference rubber. 
Crucible Co., Jersey City, N. J. 
Kwikprint—Gold stamping machines and equipment. 
ecaanane et Inc., 605 W. Washington Blvd., Cent cago, 


Joseph Dixon 


tas o—Blue print process. C. F. Pease Co., 2638 W. 


Park Road, Chicago, ll. 





L 


La Framboise—Gathering machine. Smalley-General Co., 
1700 Sixth 8t., Bay City, Mich. 

Lake Erie Acraplates—Molded rubber printing plates 
and resinous matrices. Lake Erie Engineering me 
oration, Box 568 Kenmore Sta., Buffalo, N. Y.. ..97 

Lake Erie Directomat—Hydraulic matrix molding | press 
in two sizes for hot and cold stereotyping. Lake Erie 
Stereotype Equipment qoeeeee, Box 568 Kenmore 
Sta., Buffalo, N.Y... . ..97 

ee nated shina. “‘amlnated Shim ‘Co., “Ine. bg 
Glenbrook, Conn. 

Lassco—Electric ies driller, Lassco Products Co., 485 
Hague S8t., Rochester, N. Y. 

L. C. Mchy. Co.—Roll-feed gravure and letterpress 
printing machines. L. C, reauicuarege eile 460 W. ue 


St., New York, N. Y.. . 
inking ress. G (Gegeral rina 





Lé& iy One| gravure) prin 
Mehy. Co eon fs 


152 


Latham—Wire stitching machines. Boston Wire Stitcher 
Co., Division St., East Greenwich, R. I. 


Laureate—Platen printing presses. Thomson-National 
Press Co., Franklin, Mass. 


Leader—Cork molders. American Publishers Supply, 
Box 131, West Lynn, Mass.. . 94-95 


Leader—Deckle edge and feather ea BP fiat paper 
cup and plunger envelope machines, rotary bench per- 
forator with attachments to slit, score and crease. Lester 
& Wasley, Inc., 282 Franklin St., Norwich, Conn. 


Leak-Proof—Ink fountain divider. Flinker Ink Divider 
Co., 711 Fourth National Bank Bldg., Cincinnati, Ohio. 


Ledaloy—Self lubricating bearings. Johnson Bronze Co., 
300 8. Mill St., New Castle, Pa. 


Lee—Two-revolution flatbed cylinder or eer 
Machinery Co., Grand Haven, Mich. nite 


Leiman—Pressure blowers, vacuum pumps cag dust col- 
lectors for all departments of the oa arts. Leiman 
Bros., 23 Walker St., New York, N 


Le Sauvage— Offset spray gun kcusings. John Le Sauvage, 
61 Duane St., Boston, Mass. 

Leslie—Paper conditicner. Tcmpkins Printing Equipment 
Co., 705 8. Dearborn St., Chicago, Ill. 

Lestoil—Detergent for dissolving ink on offset dampening 
rollers. Fuchs & Lang Mfg. Co., Div. General Printing 
Ink Corp., 100 Sixth Ave., New York, N. Y 

Levelators—Hydraulic lift for elimination of ramps and for 
use where vertical movement is required. Rotary Lift 
Co., 1055 Kentucky St., Memphis, Tenn. 

Lever—Numbering machines. Wm. A. Force & Co., 216 
Nichols Ave., Brooklyn, N. Y. 

Levy—Photo-engravers’ screens. Max Levy & Co., Wayne 
Ave. & Berkley St., Philadelphia, Pa. 

Lexide—Cover material. Latex Fiber Industries, Inc., 
Beaver Falls, 

Life Saver—Dehumidifiers. Controls excess humidities. 
Advance Mfg. Co., 350 N. 26th St., Louisville, Ky. 

Liftable—W ork bench, truck and lifter combination. Service 
Caster & Truck Co., Albion, Mich. 

Light Aligner—Device aiding pan work. eine 
Mfg. Co., Two Rivers, Wis... . 74-75 

~*~ pane Speed——-An eawelaiah. ovadinn 1 press ‘ade by 

ost Mfg. Works, 671 Diversey Pkwy., Chicago, III. 

Linaura—Blue print and brown print cloth. C. F. Pease 
Co., 2638 W. Irving Park Road, Chicago, Ill. 

Lindbladh—Paper ruling machines and automatic paper- 
feeder. Lindbladh Corp., 40 Court St., Boston, Mass. 

Lindol—Tricresyl phosphate plasticizer, ingredient for 
high pressure lubricants, ingredients for coating fabrics 
and and rene Celluloid Corp., 10 E. 40th St., New York, 


fs Co ing, agin * and power transmission 
chains and machinery. Link-Belt Co., 307 N. Michigan 
Blvd., Chicago, Ill. 

Linograph—A line-casting machine. Linograph Co., 
107 Scott St., Davenport, lowa 22-23 

Linolite—Linolite magazine. Mergenthaler Linotype 
Co., 29 Ryerson St., Brooklyn, N. Y.. 32-33 

Lino-Saw—Mohr Lino-Saw Co., 126 N. Union St, 
Chicago, Ill. . 35 

Lino-Slug—Routers ‘whieh. bidions’ the height or non- 
printing parts of slugs when they take ink from rollers and 
cause smear on paper. Margach Mfg. Co., 82 Beekman 
St., New York, N. Y 

Lino-Tabler—Vertical ruling material. Chicago Lino- 
Tabler Co., 53 W. Jackson Blvd., Chicago, III. 

Linotone—Al] steel letterpress and gravure printing cylin- 
ders for rotary machines. Linotone Corp., 1911 Park 
Ave., New York, N 

Linotone—Screens (halftone) for letterpress all steel print- 
ee ee Linotone Corp.,.1911 Park Ave., New 

ork, } 


Linotype—Composing machine. ° < apamnd imar P%. 


Co., 29 Ryerson St., Brooklyn, N. Y 
Linotype Parts—Composing room aus type ‘setting ma- 
chinery, supplies, parts and accessories. er 
Parts Co., 203 Lafayette St., New York, N. Y.. 
Lithocraft—Synthetic rollers. Ideal Roller & Ma. Co., 
2512 W. 24th St., Chicago, lll.. .. 


Litho Damps—Synthetic litho 


ic dampening rallers. 
ee Roller & ie Co., 


12 W. 24th St re 


Lithographic type impressione—New York Type ce 
Service, 237 Lafayette St., New York, N. Y. 


Litholastic—Rollers for offset and lithographic presses. 
4 geld Proofing ay Ist Ave. & 58th St., wit ass 


Lithoprint—Rubber or ‘synthetic rubber composition for 
offset presses. Sam’! Bingham’s Son Mig. Co., 636 
Sherman St., Chicago, Ill....... ...61 

Lithox—Quick-drying offset-lith tak, paper and ‘metal. 
— sites Ink, 75 Varick a _ York, 

Little Chief—A type ‘metal ‘Temelting furnace. “United 
American Metals, 200 Diamond St., Brooklyn, N. Y.. .62 

Little Giant—High speed letterpress a. American 
Type Founders, 200 Elmora Ave., Elizabeth, N. J.. 

_. Inside Back Cover, Dec. 

Little Giant—Folding machine, Russel Ernest Baum, 615 
Chestnut St., Philadelphia, P. 

Little caeay Tagg rtable Benak Economy Engi- 
neering Co., . Van Buren St., Chicago, III. 

Live ig molding boards. Russell Products 
Co., 702 Harrison Bldg., Philadelphia, Pa. 


Ps 


“a 


Equipment and Supplies Index: 


LNF—Bond inks. Sigmund Ullm Co., 
Printing Ink Corp., Park Ave. & ld6th St. Di ra 


Load Master—Arc-welded steel storage racks for 


barrels, etc. Lewis-Shepard Sales C ng 
Watertown, Mass, orp., 125 Walnut 


Localites—Localized lighting units. F i Pretieg 
Corp., Fostoria, Ohio. <— Steel o 
< Pawl Fp sei int num 
merican Numbering Machine Co., Atl Seo 
Aves. , Brooklyn, 1 Pips tant 


Lock Wheel—Typegraphic numbering machines. Wet- 
ter Numbering Machine Co., roe; A —-S 
St., Brooklyn, N. Y.. as ib 
pg -poeng: a Paper balers and die cutting. p meee 2: 
mann Brothers Co., 3154 Burleigh St., Teed 
Wis. be 
Low—Gathering cabinet. 
Madison St., Chicago, II. 
Lox-All—Mending cement. 
St., Kansas City, Mo 
Lox-Seal—Cut cement. Lox Mfg. Co., 3310 E. Ps 
Kansas City, Mo. 0 Eas t, 
Loyster—Printing machinery. Ft. Stanwix Mf Ps 
Webster St., Rome, N. Y. 8. Co., 638 


Lubrihide—Connecting pins for tape and 
Clipper Belt Lacer Co., 974 Front Ave., N. W Kd fo 
Rapids, Mich. 

Lubrix—Prevents line-casting mouthpiece from ing 
and plunger from sticking. United American 
Corp., 200 Diamond St., Brooklyn, N. Y.. 

Ludlow—System of hand-set, slug-cast job and display 
composition. Ludlow Typograph Co. Ia Clybourn 
Ave., Chicago, Iil.. .. 4 

Ludwick—Induction electric ‘ceatal pet, ‘nal teocier ‘na 
thermostat for composing machines. Electric Heating 
Co., 8616 Madison Ave., Los Angeles, Calif. 

Lufkin—Graduated steel rules, steel tape and 
gauges and paper gauge micrometers. lata a 

Hess St., Saginaw, Mich. 

Lumalith—-Metallie finish ink. Fuchs & Lang 
Div. General Printing Ink Corp., 100 Sixth Pes fa 
York, N. Y. 

Lumarith—Cellulose acetate plastic peel - te 
tubes, and rolls. Molding S ear 
10 E. 40th St., New York, 

Lumarith Protecteid—Cellulose acetate 
aging and laminating material in rolls, cut-to-size 
stock size sheets. Celluloid Corp., 10 E. 40th St., New 


York, N 
J. “ge Huber, my 
2 


John M. Low & Co., 293 W.. 
Lox Mfg. Co., 3310 By 8ist 


ae eee letterpress Inks. 
W. 34th St., New York, N. Y.. 


Lyston—Soldering flux for brass, co “. ‘oe alvin 
iron, lead, sheet iron, zinc, ete. arrelloy Drexel 
Bidg., Philadelphia, Pa, t 





M 





McAdams—Pen and disc ruling machines, ing and 
numbering machines. John McAdams & Sons, 20 Knight 
St., Norwalk, Conn. 

Macbeth “Airflow” —Enclosed arc lamps for air-conditioned 
shops. Macbeth Arc Lamp Co., 875 N. 28th St., Phila- 
delphia, Pa. 

Macbeth—Artday fluorescent lamps and a color matching 
skylight. Machath Daylighting Corp., 227 W. 17th 8t., 
New York, N 

M acheth—Color Seiaeie to light testing machine. Macbeth 

Are Lamp Co., 875 N. 28th St., Philadelphia, Pa. 

Macbeth—Water-cooled mercury arc unit for enlarging. 

aes Arc Lamp Co., 875 N. 28th St., Philadelphia, 


McDonald—Hand lap for polishing composing machine 
molds and distributor lights for composing 
G. A. McDonald, 545 N. Oakland, pager dc 
Major—(SY) Automatic cylinder press. Miller Printing 
Machinery Co., 1117 Reedsdale St., Pittsburgh, Pa, 
Makatag—Tag patching equipment, die-cut patches, 
cage cutting gauge. Wakefield Machine Co., Wake 


Malloy Metal—Photoengravers’ zinc alloy plates. At- 
lantic Zinc Works, Inc., Rolled Plate Metal Co., 210 
Van Brunt St., Brooklyn, A eee A 


Mamco—Overlapping sheet deliveries, ans countiig pa 
pile tagging devices, sheet inspection equipments, 
Pilers and jogger, paper sheet size tester. Maxson Auto- 
matic Machinery Co., Westerly, R. I. 

Mammoth—Iron furniture. any pang: Co., 
Grand Haven, Mich.. WSs 

Manhattan—Rollers and tahoe’ belts. "Manhattan ‘Rubber : 
Mfg. Div. of Raybestos-Manhattan, Ine., Passaic, N. J. 

Marathon—Metal for long run stereo plates. United 
American aes oh, 200 Diamond St., Bi 
Wes sous. Re. 

Margach—Feeder for ‘Linoty, "'Intertype, Monotype, 
Ludlow, Elrod machines and automatic stop for a 

Yertoa! press. Margach Mfg. Co., 82 Beekman St., New 
or e 

Marresford—Automatic ti ping. machine. William F, 
Marresford, 377 Fourth iagara Falls, N. Y. 

Master—Etching machines for ie See: Master 
Etching Machine Co., Drexel Bldg., Philadelphia, Pa. 

Master Jack Lift—Lewis-Shepard Sales Corp., 227 Walnut 
8t., Watertown, Mass. 
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Master— hotoengraving equipment. Engravers’ 
i Co. Ryesel Bldg., Philadelphia, Pa. = 
k molding creeper. os & aga 

ms Pl., Long Island City, N. Y.. .... ..88 


P) Automatic platen press. Miller 
Wang nce Co., 1117 Reedsdale St., Pittsburgh, 


200 Varick 
Sie Pas ee H. H. Heinrich, Inc., 
St., New York, N. 
Storage magazine for transferring matrix fonts 
regular magazine of composing machine. Matazine Co., 
20 30 Maple Ave., Los Angeles, Calif. 
ox—Kit for matching colors and making small 
ities of ink. 5 meee esce Ink, 75 Varick 
St., New York, N. Y.. . 67 
Se Ae netues fir sess sen “which 
Lg a material such as leads, slugs, rules and 
porders. Lanston 4" “ace one Co., - at 
Locust, Philadelphia, Pa.. TARE 
ter—Centrifugal suilanon: Assunta Pub- 
Pe oe Supe, Box 131, West Lynn, Mass....... 94-95 
Linotype magazines, mold disk rebuilding, 
ws <r Ccomerias for composing machines. Mont- 
ery & ms Pratt Ave. at — St. dhicsien 
...-. * 26 
M& Sheet zinc sted sdbhan 6 zine. Matthiessen & Hegeler 
Gine Co., La Salle, Ill. 
oy ounting base. M & L Typesetting & 
Peering Co., 4001 Ravenswood Ave., Chicago, IIl. 
iller bench model saw-trimmer. Miller Printing 
OF ley Co., 1117 Reedsdale St., Pittsburgh, Pa. 
MCB—Electric temperature control for heating appara- 
tus of pinetype, Intertype and Monotype machines. 
Partlow 


Corp., 2 Campion Rd., New Hartford, N.Y... .80 
_.MCR—Mcdel for heated Linotype, Intertype and 
a Dcalaeee. Partlow Leas oe teat Rd., 
New Hartford, N. Y......... 
ilial--Precielon camera. ‘inne baie 
Mw Machine Co Co., 24th at Locust St., —_ v 


é Si «EEN ‘eaten to affect 
“ art Lanston eer Machine Co., 24th 
a Locust &i., 


Philadelphia, Pa.. ae 4 
ical Office ties» Soitiieadin ‘ik carrier. qa 
L, Baldwin & Co., 30 S. Clinton St., Chicago, Il. 


Mechanospray—Spray gun to prevent a Mechano- 
spray, 3432 Ravenswood Ave., Chicago, I 
jum Iso—Continuous tone color photo phy dry 
ee, G. Cramer Dry Plate Co., Lemp & Shenandoah 
Aves., Ma Louis, Mo. 
Spring tongue and double grip gauge pins. E. L. 
gs | po j €0, 763 Atlantic Ave., Brooklyn, N. Y. 
Melnograph—Color process. Univerntl Engraving & Color- 
plate Co., 1919 E. 19th St., Cleveland, Ohio. 
Meisel—Advanced design bed, platen and rotary print- 
ing presses, slitting and rewinding machines, sheet 
cutters and special machinery eisel Press Mfg. 
Co:, 944 Dorchester Ave., Boston, Mass............81 
Mentges—Folder. Liberty Folder Co., Sidney, Ohio. 
Cooper Hewitt lamps. General Electric Co., 
1 River Rd., Schenectady, N.Y... .. . 80-91 
Mercury—Offset, lithograph rollers, ‘ebonite rollers, 
newspaper rollers, offset, lithograph blankets, typo- 
graphical rollers of all kinds, varnish rollers, lacquer 
rollers, rubber rollers of all kinds. sates Roller Co., 
2558 $. Federal St., Chicago, Ill. sen 
Mercury—Composing room shw-iriescner. ‘Hansnond 
Machinery Builders, Inc., 1604 Douglas Ave., Kala- 
mazoo, Mich.. ..31 
Metal-saver—Thins out ‘dross. ally Metal Corporation, 
Calyer & Humboldt Sts., Brooklyn, N 
Metlak—Silver and gold he Fors: & ‘Cre: Inc., 95 
Morton St., New York, N. Y 
Metropolitan— Stereotype cork molders. American 
Publishers Supply, Box 131, West Lynn, Mass... ..94-95 
M Bookbinders’ and ruling threads. ‘John C. Meyer 
hread Co., 1449 Middlesex St., Lowell, Mass. 
Meyer's Sel-adjusting roller backer for book back form-' 
ne t . W. Meyers Co., 1828 Milwaukee Ave., rand 


M-H—Trade name designation applied to offset-lith 

te making equipment. Lanston er Machine 
», 24th at Locust, Philadelphia, Pa.. ~ 

Mica Composition—Special giue and fycerin printers” 
roller. Sam’! ~ ageanagh 's Son — 0., 636 Sherman 
$t., Chicago, Iil.. . 61 

Me Pes drillers, Walter K. “Mick Co., “500 Robert St. dps 

inn, 

Microfyne—Microscopically powdered graphite for dui” 
eating purposes, Joseph Dixon Crucible Co., Jersey 
City, N. J. 

Micro-Therm—An electric metal melting system for 
metal pots on the linotype. keane Linotype 
Co., 29 Ryerson St., Brooklyn, N. Y. wee ce ee O28 

7%: —Static eliminator and ibebantonaih static bars. 

e Simeo Co., 4929 York Road, Philadelphia, Pa. 
epsodgnd printing presses, two-revolution 
flat-beds, offset, gravure and cutting and creasing 
presses. ’Miehle Printing Press & Mfg. Co., 14th St. 
& Damen Ave., Chicago, Ill.. Sa see 40A-40B 
Mikah—Flexible | glues, glues and poston, makeready paste 
padding compound. National Adhesives Div. of 
gy : Products, Inc., 820 Greenwich St., New 
ork, N. 


Miller—Cutter and creasers, (CK) and (CY), automatic 
cylinder presses, multi-pile delivery (double delivery for 
all Miller automatics), two-color automatic cylinder 
press, (TY) and saw trimmers. Miller et Machinery 
Co., 1117 Reedsdale St., Pittsburgh, P 


Miller—Feeder for Gordon presses now known as 
“B&K”. - ech east Inc., Como at nen 
St. Paul, Minn.. . 52+ 


Millsap—List press. Cliliesan Wit ing’s ie Han 78 Pieree St., 
Greenfield, Mass. 


Milwaukee Anilin—Printing press. C. B. Henschel Mfg. 
Co., 229 W. Mineral St., Milwaukee, Wis. 


Misanne—Gluer for pa 
Parry, 224 Mill 8t., 


Missouri-Central—Composing room saws, chases, mat 
rollers, stereotype boxes, power routing machines, com- 
bination cutters and mitering machines, steel imposing 
surfaces and stands, metal feeders, type, rule and borders. 
Missouri-Central Type Foundry, 701 E. Murdock Ave., 
Wichita, Kansas. 


Model—Cylindrical plates for rotogravure and letter- 
press printing machines. Model pists om 460 
W. 34th St., New York, N. Y.. 


Medel 40—A temperature centrol Pati preter ai ‘dein re~ 
melting furnaces. etre Ones 2 ar Rd., 
New Hartford, N. Y. 


Model 136—A sania control ‘i all gas heated 
composing machines. Particw shia 2 oo vs 
New Hartford, N. Y.. 


Mohr—Portatle Nadal a saw, ba (aubichetie iain 
saw). Intertype autcmatie slug saw. voy bai 
Saw Co., 126 N. Union St., Chicago, tl. ‘ 


Monarch— Cork creeper for stereotype sali United 
Stereotype Supply Corp., 14 Cambria St., Boston, Mass. 


Mo narch— Moncmeter remelting furnaces, “double screw” 
ta bles, perfect flux, dross renovator, “Tino-stereo” pots. 
ia. parch Engineering & Mfg. Co., Curtis Bay, Baltimore, 


Samuel R. 


r box a pee 
2ochester, N 


Monoaqua—Cooler for cooling typesetting machine 
molds. Automatic Saw ee Co., 735 E. Ohio 
St., Indianapolis, Ind... . 60 
Monobloe— Anti-workup, enotiner’ data ‘fe ‘aaa: 
L. & W. Service Co., 140 Orange St., Providence, R. I. 
Mono-Lin o— Metal flux for remelting line-casting machine 
mem Francis X. Smith Co., 952 E. 93rd St., Brooklyn, . 


Monomeit yee Sifter— Sifts type metal dross. Mono- 
melt Co., » 1611 Polk St., N. E., Minneapolis, 
Minn.. . .70-71 

Monomelt—System of single melting and direct feeding 
of molten metal, dross sifter, metal furniture for kill 
out and storage. Mcnomelt Co., 1611 Polk St., 
Minneapolis, Minn................-... .70-71 

Monotype-Directop Ph hanical devices ‘and 
machines for producing press plates and for other 
purposes in offset lithography and gravure. Lanston 
ee Machine Co., eee at Locust, Philadelphia, eo 





i I devices and ma- 
chines for preducin press plates and for other 
purposes in offset lithography and gravure. Lanston 
en Machine Co., 24th at phe oneness 


hh Phot hh 





Monotype-t 1 


Ben aagge machines, type-and-tule caste 
ers, material making machines, Giant casters. Lans- 
ton ene Machine Co., en at Locust, Phila- 
delphia, Pa.. .. ..37 

Montgomery & Bacon—Linetype mold disks rebuilt, 
linotype magazines, line-casting machine parts and 
supplies. mPa & Bacon, —_ Ave. at Hawes 
St., Towanda ; 

Morr-Glos—Inks. Geo. . Morrill. Co., Div. "General 
Printing ink Corp., 100 ‘Sith Ave., New York, N.Y.. ..11 

M orriscn—Book and box stitchers. — Div. 
Harris-Seybcld-Potter Co., Dayton, Ohio. . ..27 

M orrow-Stevens—Wrapping and sealing anciini for 
packaging plain and printed sheet stock. Maxson Auto- 
matic Mchy. Co., Westerly, R. I. 

M orton—Lock-ups. Samuel Stephens & Wickersham 
Quoin Co., 174 High St., Boston, Mass. 

M otex—Type, electrotype and stereotype metals. Motex 
Metal Process Corp., 4473 Jefferson Ave., Detroit, Mich. 

MRCo—Ink remover. (Ink solvent). Metals Refining 
Co., 1717 Summer St., Hammond, Ind. 

Mulhouse & Mailander—Multicolor and gravure ro’ 
and sheet feed yee. “sence Intaglio Corp., 17 
45th St., New York 

~ llen—Paper tester. B. ig 3 ‘Perkins & Son, Inc., Holyoke, 

ass. 


Multi—Precess inks. Sigmund U!/man Co., Div. General 
Printing Ink Corp., Park Ave. & 146th St., Bronx, N. Y. 

Multiform—Saws, benders, cutters, creasers. J. A. "9 
Richards Co., £03 N. Pitcher St., Kalamazoo, Mich.. ..28 j 

Multi-Pile—Delivery for ali Miller automatic cylinder 
Fame: Miller Printing Mchy. Co., 1117 Reedsdale St. 

ittsburgh, Pa, 

Multiple—Rule form broach. Chicago Lino-Tabler Co., 
53 W. Jackson Blvd., Chicago, III. 

Multipress— For envelopes, tag and booklet pias B. 
Verner & Co., 298 Broadway, New York, N. Y. 

Multirol—An automatic alternate feedin attecbenent for 
Miehle vertical press (double roll). Graphic Arts Ac- 
cessories, 308 Marquette Bldg., Detroit, Mich. 

Multitone—Halftone inks. Eagle Printing Ink Co., Diy. 
u ral Printing Ink Corp., 100 Sixth Ave., New York, 
N. Y. 
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Mustang—Mailers and galleys for addressing newspapers, 
a Py span Machin e Works, 600 S. eccaees: St. 
ous 





N 


Nagel-Ryan—Small four-color sheet fed offset presses, 
small sheet fed rotogravure presses for cylinder or print 
work, rotary offset presses, rotary gravure presses 
and large), aniline presses with or erithout sheeters, 

ng machinery, paper converting machinery of al 
kinds, small three color letterpresses, automatic po dt Song 
age Mfg. Co., Inc., 4863 Woodward Ave., Royal 
ic 


National—Automatic clamp power and lever cutters, 
bench and lever cutters. Geo. T. MeLauthlin Co., Inc., 
120 Fulton St., Boston, Mass. 


National—Tape moistening machines. Nashua Package 
Sealing Co., Nashua, N 


National—Wire stitching machines. Gitzendanner-Muller 
Co., 15 Vandewater St., New York, N. Y. 


Naz-Dar—Silk screen equi we and capes. Naz-Dar 
Co., 4014 N. Rockwell St., Chicago, I 


N. B.—Non-burning type ae roller cleaning fluid. Perfec- 
tion Products Co., 116 Earl St., Rechester, N. Y. 


Necotypes—Rubber multigra ~e 0 plates, metal mounted. 
% pk ong Electrotype Washington at Garfield, 
en: 


Neoprene—A rubber-like material used in the manufacture 
of printing rollers and offset press blankets. E. I. du Pont 
de Nemours & Co., (Inc.), Wilmington, Del. 

= Hae land Newspaper Supply Co.—Press blankets 


land en Supply ene Fremont 
ph msn Mass... . 14, Dee, 


New Era—Flatbed roll-feed Sstecrpnes “i ‘web feed offset 
He New Era Mfg. Co., 375—11th Ave., Paterson, 





New Medel—Foot-power vertical perforator, hand per- 
forator. F. P. Rosback Co., Benton Harbor, Mich. 

Ry ag oy * emia ce 'O- 
2512 W. 24th St., Chicago, Ill . 36 

New Star Black—Letterpress iiatiaphan ink of ‘aided 
high color strength. Braden-Sutphin Ink Co., 3800 
Chester Ave., Cleveland, Ohio. 

Niagara—Tympan pai (drawsheets), preven y 
pure (drawsheets), — ety. (slip sheets). 

rundum Co., Niagara F 
Nigrum—Impre 


ers. Bound 


ated wood bushings, bearings and wash- 
rook Oil-less.Bearing Co., Bound Brook, “ 


Nolan—C: boxes, routers, saws. Nolan Machinery 
Corp., 1333 333 B. Dominick St., Rome, N. Y. 

No Mar—Oakleaf wiping towels. Callaway Mills, La 
Grange, Ga. 

No Mottle—Ink mag * ei a ae 
Inc., 728 8. Dearborn Bt 


ag ese iF gummed paper. a Mfg. Co., 
Framingham, M: 


lasasiet Aaaelhoniaall H.B, Rouse & vecnista 
N. Wayne Ave., Chicago, lll... . ..39 


Nonpareil—T: 
Numberi 
Brooklyn 


ypographic numbering machine. Wetter 

Machine Co., Atlantic Ave. & Logan St.,: 
Non-Seratch—A letterpress ink. Braden-Sutphin Ink Co., 
3800 Chester Are Cleveland, Ohio. 
trating. 


Nonspot—Reflectors a = 
yg Are Lamp C Co., 875 N. 28th St., Philadelphia, 


No Pick—Ink reducer. Frazier Processes, Inc., 728 8. 
Dearborn St., Chicago, Ill 

Norma-Hoffman— Precision ball, roller and thrust bear- 
ings. Norma-Hoffman Bearings Corp., Stamford, * 


a Pe oie er pasha d yee rs 
Co., 185 N. Wal Chicago, Il. 

enka Casting boxes, mat rollers. Northwest Type 
Foundry, 507 8. 4th St., Minneapolis, Minn. 

No-Slip— Gauge Ye and grippers. Jacob H. Grove Co., 
3708 Fulton St., We, Wockincton , D.C. 

Bhisosni say ent hos creeper. American desea 
Supply, Box 131, West Lynn, Mass... . 94-95 

No-Work-Up—Compounds to prevent morkupe, Francs 
X. Smith Co., 952 E. 93rd St., Brooklyn, N 

Nucote Black—Letterpress ink for mes to de: ed 
papers, Braden-Sutphin Ink Co., 3800 Chester Ave., 
Cleveland, 0. 

No. 501—Soft cork stereotype molding poopie oy 
— , Inc., 48-15—32nd Place, Long Island hemas 
No. " 685—Powdered qualite for lubeicating ae 
especially com 1 machines. Joseph Dixon Crucible 

Co., Jersey City, N. J. 
Nu Champion—Quoins. Louis R. Jacobs, 810 Porter St., 
Philadelphia, Pa. 
pgp Re es my dry mats. es Cellulose oe 
Foot of Exchange St., Freeport, | 
Nutting—Paper roll a — paper roll dollies, ware- 
house plagiorm tre ri and hand trucks. 


cks, wheels, casters 
Nating Truck Co, 1125 W. Division St., Faribault, 
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Offenair—Air aT ventilating and drying 
B. Offen & Co., 608 8. Dearbo born St. Chicago, : a 

Ohio—Printers’ composition rollers, varnish, graining, 
lacquer an #non-melt. Ohio Roller Co., 4408 Detroit Ave., 
Cleveland, Ohio. 
Oi Transmission drives for printing machinery. The 

ilgear Co., 1301 W. Bruce St., Milwaukee, Wis. 

Oil-Hydraulic—Elevator and stationary industrial lifts. 
Rotary Lift Co., 1055 Kentucky St., Memphis, Tenn. 

OK—Paper trimming knives. Ohio Knife Co., B. & O. Ry. 
& Dreman Ave., Cincinnati, Ohio. 

Olsen—Mechanical overlay spray equipment. Olsen Mark 
Corporation, 124 White St., New York, N. Y. 

Omaha—Attached folder for folding newspapers. Omaha 
Folding Machine Co., 2009 Cuming St., Omaha, Nebr. 

One Set—Rubber printing press rollers. The B. F. Good- 
rich Co., Akron, Ohio, (Niles & Nelson, Inc., New York, 
N. Y., distributors). 

One Set—Rubber roller setting gauge. Black Rock Mfg. 
Co., 177 Osborne St., Bridgeport, Conn. 

Onsrud—High-s; steel router ae Onsrud Machine 
Works, 3932 Palmer St., Chicago, I 

One-Shot, One-Plate, Four-Color haan producing 
color copy direct from the object with a neutral plate 
separated in the camera together with the three primary 
colors. All color im-ses are separated side by side on one 
plate ready for direct reproduction by photo-mechanical 
processes to produce printing press plates in minimum 
time. Huebner Laboratories, 202 East 44th St., New 
York, N. 

Opex—Lacquers for silk screen and display. Sherwin- 
Williams Co., 101 Prospect Ave., Cleveland, Ohio. 

Ortleb—Ink agitators and electric-lighted magnifiers. 
Ortleb Machinery Co., 3818 Laclede Ave., St. Louis, Mo. 

Osco—White flexible padding compound. Osgood-Globe 
Corp., 33 Purchase St., Boston, Mass. 

Ostrander-Seymour—Equipment for photomechanical 
processes. The Ostrander-Seymour Co., 1874 S. 54th 
Ave., Cicero Sta., Chicago, Ill.. ..24 

Overwire—Process binding. Overwire ‘Binding Co., 175 
Varick St., New York, N. Y. 

OX—Process rollers (special soft base). Ideal Roller 
& Mfg. Co., 2512 W. 24th St., Chicago, Ill. ..36 

Oxodio—Type metal flux. Thomas i ga Son, ‘Tne., 23-08 
Borden Ave., Long Island City, N. Y. 








P 


Paasche—Offset preventing spray and solution. Paasche 
Air Brush Co., 1911 Diversey Pkwy., Chicago, Ill. 

Pabich—Wire stitching machines, wire and service. W. R. 
Pabich Mfg. Co., 2855 N. Rockwell St., Chicago, Ill. 

Padd-O-Cork—Cork molding blanket. Coyne & Pad- 
dock, Inc., 48-15—32nd PI., Long Island City, N.Y... .88 

Page Fountain Dividers—For color printing. Robert R. 

‘age, 225 E. 24th St., New York, N. Y. 

Paisley—Spray solution, glues, pastes, cements. Paisley 
Products, Inc., 1770 Canalport Ave., Chicago, Ill. 

Panameric—Hand miterer. H. B. Rouse & Co., 2214 N. 
Wayne Ave., Chicago, Ill.. 

Panchrome—Continuous sip ‘ietithdinasiae ahaa: “G. 
Cramer Dry Plate Co., Lemp & Shenandoah Aves., St. 
Louis, Mo. 

Para-Flex—Tools, equipment and plates. Para-Flex Co., 
220 W. 19th St., New York, N. Y. 





Paragon—Automatic and lever numbering machines. Wm. 
A. Force & Co., 216 Nichols Ave., Brooklyn, N. Y. 

Paragon—Blankets for platen presses. E. C. Clarke, 3630 
Bloomington Ave., Minneapolis, Minn. 

Paragon—Folding — Robert R. Page, 225 E. 
24th St., New York, N. Y. 

Parallex—Process binding. Parallex Corp., 
Newark, N 

Oils dalianne-Sear infra-red reflectors for baking and 
drying. Fostoria Pressed Steel Corp., Fostoria, Ohio. 

Parazin—Solid rubber and metal backed printing plates. 
ee Printing Plate Co., 535 Burke Bldg., Rochester, 


11 Coes Pl., 


Par for Printers—Standards for production. Production 
Standards Corp., 737 N. Michigan Ave., Chicago, III. 
Parrish—Automatic plate graining machine. Nagel-Ryan 

Mfg. Co., 4363 Woodward Ave., Royal Oak, Mich. 

Parry—Flange bender, automatic sheet cutter, lining ma- 

= ete., for oa? box manufacturers. Samuel R 
Parry Machine Co., 224 Mill St., Rochester, N. Y. 

Partlow—Type metal temperature contro! equipment. 
Partlow Corp., 2 Campion Rd., New Hartford, N.Y... .80 

Pearl—Web grippers for platen presses. Special grippers 
for patent base. E. C. Clarke, 3630 Bloomington Ave., 
Minneapolis, Minn. 

Pee-Gee—Reducing and non-scratch ka Pope 
& Gray, Inc., 95 Morton St., New York, N 

Peerless Gem—Power and hand lever paper a Mis- 
souri-Central Type Foundry, 703 E. Murdock Ave., 
Wichita, Kan. 

Peerless—K-2 single spindle and multiple spindle paper 
drilling machines, power and foot punching machines, 
power round-hole perforating machine, also foot power 

perforator. Nygren-Dahly Co., 218 N. Jefferson St., 

Chicago, Ill 
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Peerless—Roll leaf stamping foil, roll leaf stamping presses. 
eR Roll Leaf Co., 4511 New York Ave., Union City, 


Peerless—Stereotype matrix molder. American Pub- 


lishers Supply, Box 131, West Lynn, Mass..... .. .94-95 
cc ig Wm. A. Force & Co., 216 Nichols Ave., 
Brooklyn, N. Y. 


Perfect Circle—Cylindrical plates—gravure and ier ress. 
Champlain Corp., 62 Outwater Lane, Garfield, N 


Perfection—Autoplate drive belt. eee Publishers 
Supply, Box 131, West Lynn, M. - . 94-95 

Perfection—Blue print cloth. C. "Fr. ‘ease Ce, ” 2638 W. 
Irving Park Road, Chicago, III. 

Perfection—Wire Stitching machine. ~: aad Div., 
Harris Seybold Potter Co., Dayton, Ohio. ys 

Permaflex—Padding a. ad G. Findley Co., 1243 N. 
Tenth St., Milwaukee, W 

Perspective—Quick setting black inks. Charles Eneu 
Johnson & Co., 10th & Lombard Sts., Philadelphia, hw 

Pliseeht—tndtnitinetis ea idea: ‘Chilieies Chemical 
Co., 123 Chestnut St., Newark, N. J. 

Photo Engraving Equipment & Supplies—Line of equip- 
ment and supplies for photoengraving. Photo Engraving 
acca & Supplies, 406 E. Alcott St., Philadelphia, 

a. 


Photoetch—Complete photo engraving plant. Douthitt 
Corp., 650 W. Baltimore Ave., Detroit, Mich.. .. .. 

Pica—A composing stick. H. B. pac & Co., 2014 N. 
Wayne Ave., Chicago, Ill.. . 100 

Pioneer—Bench router and tyne-high planer, paper 
drillers micrometer. Pioneer aeotaring Co., 1212 
Jackson St., Toledo, Ohia. ..69 

Plane-O-Plate—Plate shaver. “Monomelt Co.., & “1611 
Polk St., Minneapolis, Minn.. . 70-71 

Plastic—Binding. Plastic Binding Corp., "732 Sherman 
St., Chicago, IIl. 

Plastic—Stereotype mats. Premier Flong Co., 225 Broad- 
way, New York, N. Y. 

Plastacele—A plastic product used in bookbinding. E. I. 
du Pont de Nemours Co., Wilmington, Del. 

Plasticplate—Tint blocks. Empire hey Type Foundry 
Co., 50 Beekman St., New York, N. 

Plate-Tak—Cut mounting tape. ied ee 
Supply, 9603 Northern Blvd. ,Corona, L.!.,N.Y.. . ..84-85 

Pleger—Bookbinding machinery. John J. pete Co.; 609 

W. Lake St., Chicago, Ill. 

RE si “400”—Gold stamping and embossing press. John 
J. Pleger Co., 609 W. Lake St., Chicago, Ill. 

Pliofilm—Synthetic rubber. Goodyear Tire & Rubber Co., 
1144 E. Market St., Akron, O. 

Plus Metals—Adjusting alloys for type metals. Imperial 
Type Metal Co., Philadelphia, Chicago, New York. . . . 48 

Plymouth—Brass plates for MaRS ate Edes Mts. 

Co., Plymouth, Mass.. 

Plymouth—Knife grinder. 
mouth, Ohio. 

PMC—Die cutting machines. Printing Machinery Co., 
436 Commercial Sq., Cincinnati, Ohio. 

PMC—Patent metal base, register hooks, Vee slot hooks, 
aluminum alloy metal ‘furniture. Printing Machinery 
Co., 436 Commercial Sq., Cincinnati, O. 

PMC Warnock—Patent metal base, register hooks, Vee 
slot hooks, aluminum alloy metal furniture. Printing 
Machinery Co., 436 Commercial Sq., Cincinnati, Ohio. 

Wes toy solder. Lox Mfg. Co., 3310 E. 31st St., Kansas 

ity, M 

Pony—Rotary perforator, six multiplex punching machine. 
F. P. Rosback Co., Benton Harbor, Mich. 

Pony Boy—Small size typographic numbering machines. 
American pa Machine Co., Atlantic & Shepherd 
Aves., Brooklyn, N 

Poso—Stereotype molder creeper blanket, direct pressure 
inside and outside blankeis, vibration insulation cushion- 
ing blocks. Maywald-Fleming, Inc., 305 Hoboken Rd., 
Carlstadt, N 

Post—Automatic envelope printing press. Post Mfg. Co., 
671 Diversey Pkwy., Chicago, 

Potdevin—Paper converting machinery. Potdevin Ma- 
chine Co., 1234 Thirty-eighth St., Brooklyn, N. Y. 

Potter—Proof presses. —— Pay Co., 
Grand Haven, Mich.. «18 

Power Master—Hand and power operated. " Lewie-Shepard 
Sales Corp., 125 Walnut St., Watertown, Mass. 

Precision—Bearings. Norma-Hoffman oe Corp., 
Stamford, Conn.. 

Precision—Offset inks. ‘Lewis Roberts, ‘Ine., 72 Union St., 
Newark, N. J. 

Premier—Rotary shaver. Sta-Hi Corporation, 1020 
Crocker St., Los Angeles, Calif... me 
Premier—Stereotype dry mats. Premier Flong Co., P. 0. 

Box 671, 225 Broadway, New York, N. Y. 

Prentiss—Bookbinders’ wire. George W. Prentiss & Co., 
439 Dwight St., Holyoke, Mass. 

Presscut—Combination round hole and slot hole press 
punch. Kenneth E. Dudley Co., 1205 Hamilton Blvd., 
Hagerstown, Md. 

Pressman Markers—Hardened steel pressmarks. A. D. 
Joslin Mfg. Co., Manistee, Mich. 4 

Press-O-Matic—Job press control. Kimble Electric 
Co., 2011 Hastings St., Chicago, !ll............21, Dec. 


Presstest Blocks—Impression test blocks, M & L Type- 
setting & Electrotyping Co., 4001 Ravenswood Ave., 
Chicago, III 


Fate-Root-Heath Co., "Ply- 
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Presto—Ink remover. 


H. S. Pr 
Springfield, Mass. On, ae Dwight St, 


Pres-To-Oiler of the pen t D 
St, Cleveland, Ohig Pe Dill Mig. Co.,700'%, ang 


Printers—Woven press tape. L. H. 
Philadelphia, Pa” 4" Gilmer Co, Tweoay, 


Printometer—Includes copy-fitting i : 
= David ore P. oO. ae oot, Cran 
Biss 


+ 2, 
Printweigh—Printing sidheiail fe 
Toledo Scale Co., Telegraph Road, tis a 


Ypecny Se —. Federated Metals D 

can Smelting efining Co., 123rd 

Bivd., Whiting, Ind... tind, 
Predaationtere--Counting weak lineal 


machines. Durant Mfg. Co., 1925 = S 
waukee, Wis. 5 Buffum 8, ; 


Production—Electric, mechanical and lisa counters, ; 
Production Instrument Co., 710 W. Jackso; 
Chicago, Ill. n. Bivd,, 


Prosperity Black—A letterpress ink. Braden. “ 
Co., 3800 Chester Ave., Cleveland, Ohio. Seton Tak 


Pulsolator—Automatic oil lubricating systems for printing 
machinery. Rivett Lathe & Grinder, ]; paating 
Boston, Mass. in Bro 


Puritan—Blue print paper: C. F. Pease Co.. ‘ 
Park Road, Chicago, Ill. On» 2608: eying 


Pyro Prod—Portable gage Illinois Testing Labora. 
tories, 420 N. La Salle St., Chicago, Il. = 


Pyroxylin—Printing inks. Geo. H. Morrill Co., Div. 
— Rbsanieite Ink pes: 100 sume: es ~sWow’ * 






























ie 
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» 4 


Quadhole Base—Honeycomb type metal base in 30 pt. 
units. M & L Typesetting & Electrotyping Co., 4001 ~~ 
Ravenswood Ave., Chicago, Iil. : 


Qualicraft—A line of sundry graphic arts products, Senta — 
Williams Co., 101 Prospect Ave., Cleveland, Ohio, 
Queeseneter—Tels how much stock to cut. David = 9 9 
Reisz, P. O. Box 5941, Cleveland, Ohio. ......23, Dee. e 
Quimby Speedry Rotex—Pump for gravure faa and sok. ae 
vents. Quimby Pump Co., 340 Thomas St., Newark, NJ. 
Quick—Offset press cleaner. Charles Eneu Johnson ae i. 
& Co., 10th & Lombard Sts., Philadelphia, Pa... ....30 = er 
Quick-set—Compound. Sigmund Ullman: Co., General 
Printing Ink Corp., Park Ave. & 146th St., Bronx, N.Y os 




















R 





Rapid—Saw extension gauge for saw trimmer. Matgath — 
Mfg. Co., 82 Beekman St., New York, N. Y. 

Rapid—Saw swivel gauge for Miller saws. Monomelt 
Co., 1611 Polk St., Minneapolis, Minn.. 

Rapidry—inks. When run on presses cuss with a 
special heating devices dry instantaneously. Charles vie 
Eneu Johnson & Co., 10th & Lombard ey Philadel- 
phia, Pa.. seen ee 

fieiidne~Enareving oniusted 8 ‘al pcindial pers Repub- — 
lic Engraving & Designing Co., 311 N. Desplaines St.> 
Chicago, Ill. 

2 “eens mixing machine. Read Machinery Co., York, = 

a. ¢ 

Red Bulldog—Autoplate drive belt. American Publish- 
ers Supply, Box 131, West Lynn, Mass.......... 9496 

Red Comet—Autoplate drive belt. Eastern Newspaper 
Supply, 9603 Northern Bivd., Corona, L. I., N. Y...84-85 

Red Giant—Hand lift trucks. Revolvator Co., State St. at 
Bergen Turnpike, North Bergen, N. J. ; 

Redibak—An acid-resist coating on back of photo- 
engraving zinc sheets. Imperial Type — bs 
Philadelphia, Chicago, New York. . . 8 

RediLift—Single stroke mechanical ‘lift ‘cede lee 
Shepard Sales Corp., 125 Walnut St., Watertown, Mass. 

Red Head—Sticks for paper cutting machine. Knives. 
a gee Type Founders, 200 Eimora Avo., Elizabeth 

N. J. “Inside Back Cover, Dec. 

Redington— Ceunting ‘mine. F. B. Redington Co., 
112 8. Sangamon St., Chicago, II. 

Red Label—Routing cutters. High speed steel cutters. 
John Royle & Sons, 10 Essex St., Paterson, N. J. . ..92 

Red Rocker—Barrel stand, Economy Engineering Co, 
2653 W. Van Buren St., Chicago, Ill. 

Red Top--Under blanket for newspaper printing eee 
Printers Supplies Dept., Goodyear, 1144 E. M 8t., 
Akron, Ohio. 

Reeves—Variable speed transmission, varh-nes motor 
pulley, vari-speed motor-drive. Reeves Pulley Co., 
Columbus, Ind. 

Refinalloy—Metal rebuilding and cleaning cartridge. Kan- 
sas City Smelting Co., Guinotte & Park Aves., 

City, Mo. 

Refrak—Burners. Refractory burners for various ag ay 
including melting and drying. Selas Co., 18th 

Indiana Ave., Philadelphia, Pa. 
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Biapment and Si 


Device for registering units of a form with 


; Registerseope copy reflected through a scanning plate 


0 
jmposing surface. 
Fe salto, Md. 
Regist “ ecial photoongravens. zinc alloy for 
ae ee hes runs and mat mo! oy egg 
etal CO., Philadelphia, Chicago, New York. . 
__page lift, chase and storage cabinet. lg 
Reid Co tert t Clybourn Ave., Chicago, Ill....23, Dec. 


ks for fine-casting machines. 

Reid Magazine oC. Ave., Chicago, 
_—™ "reid & Co., 2271 sini ss ve., Nn 
Press fone: (jobbers alah quoins, (No. 1 only), 

aera guards for C. & P. job presses, tape coupler outfits 
Reliable Printing E quipment Co., Erie Bldg., Cleveland, 


Ohio. 

jance— lectric motors, generators, —— motor- 
ne th ie. Reliance Electric & Engineering Co., 

1088 Ivanhoe Rd., Cleveland, Ohio. 


—Photoengraving equipment. Max Levy & Co., 
Pee Ave. & Berkley St. "Philadelphia, Pa. 


Printing Plates—A thin metal plate etched in 
pce backed by a resilient sheet of rubber vulcanized 
to the thin plate to permit quick insertion in precise 
‘ster and removal from high-speed relief printing 
Pea Huebner Laboratories, 202 East 44th St., New 
ork, N. Y. 
Fountain pen staging ink for zinc and copper. 
“apr Printing Corp., 106 Fifth Ave., New York, 


Taylor Machine Co., 210 


Ben exsich black inks. J.M. NAO 460 
W. 34th St., New York, N. Y.. -.40 
Mechanical reverse aie: process. Graphic 
pee Foundation, 18 E. Kinzie St., Chicago, Ill. 
evolvator—Press feeding lifts, portable elevators and 
oe oa Revolvator Co., State St. at Bergen Turnpike, 
North Bergen, N. J. 
Rexvane—Ventilating fans. B. F. Sturtevant Co., Hyde 
Park, Mass. 

Riebe—Quoins, combination gauges, eee guide guards, 
yoin keys. Ruiebe Quoin Co., . Lamon Ave. 
hicago, Jil. 

Riegel’s Treated Jute—Tympan pee. 
jorp., 342 Madison Ave., New York, N 
J-ock—No-string tie-up system. Riehl Galley Lock 

si 1312 Ontario St., Cleveland, Ohio. 
id-Rim—Steel peer. — set Co., 
rand Haven, Mich. an 

Rihco—Humidifying seule with autcnestie esnieed: 'R. ) 

Humidifier & Vent. Co., 99 Chauncy St., Boston, Mass. 
—Numbering machines. Roberts Numbering 
Machine Co., 694 Jamaica Ave., Brooklyn, N. Y. 
Robertson—Cameras, vacuum printing frames, plate 
whirlers, etching machines, temperature control units. 
R.R. Robertson, 400 W. Madison St. , Chicago, Ill... . 61 

Rockerscreen Press—Silk screen processing machine. Color- 

graphic Corp., 13014 E. Wayne St., Ft. Wayne, Ind. 

Rockwood—Pivoted motor bases, paper pulleys, V-belt 

drives, belt dressing, friction drives. Rockwood Mfg. Co., 
1801 English Ave., Indianapolis, Ind. 
Paper and line-casting machine knife grinders. 
uel C. Rogers & Co., Inc., 191 Dutton Ave., Buffalo, 
N. Y. 


Riegel Paper 


R Photo Engraving Glue—Rogers Isinglass & Glue 
‘ih 210 Eastern Ave., Gloucester, Mass. 

Rogers Prepared Top Enamel—Uniform, sensitized solution 
for all metals. Rogers Isinglass & Glue Co., 210 Eastern 
Ave., Gloucester, Mass. 

Roll-a-Minute—Rubber plate, roll-feed press for paper and 
cloth tape, one-color rotary press. Nar pana & 
Label Co., 141 E. 25th St., New York, 

Roll-over—Air-cooled individual molds to sa Talia 
ingots. United American Metals Corp., 200 Diamond 
St., Brooklyn, N. Y.. . 62 

Rolup—Process. Method ie shine’ sslitisiesebaialaaia: 
Harold M. Pitman Co., 51st Ave. & 33rd St., Chicago, Ill. 

Rosback— Multiple punching machine, stitcher and feeder, 
round hole rotary perforator, two-way rotary perforator, 
rotary stamp perforator, slot Nad perforator, extra 
heavy, power perforator, super XX heavy power perfor- 
ator, ‘‘multiplex’”’ check perforator, Ewe machine. 
F. P. Rosback Co., Benton Harbor, M 

Rosco—Punching hiaietice i ae Se aa Co., Benton 
Harbor, Mich. 


Roscolene—Transparent material for taking positive proofs 
for plate 1 ag a5 Rosco Laboratories, 367 Hudson 
Ave., Brooklyn, 


Rota-Miter— saat maitioiae machine. Precision Printers 
Equipment Co., 2833 N. Sherman Blvd., Milwaukee, Wis. 

Rotary-X—Roll-feed, rubber plate, one and two-color 
units, press for tape printing. Package Sealing & Label 
Co., 141 E. 25th St., New York, N 

Rotator—A variable speed gathering eee for binderies 
and publishing plants. Kenneth E. Dudley Co., 1205 
Hamilton Blvd., Hagerstown, Md. 


Rotogravure—W: ch color and sheet printing presses, copper 
cylinders. Rotogravure Engineering Co., 299 Marginal 
t., East Boston, Mass. 


Roto-Grip—Finish applied to photoengravers’ zinc 
plates. Edes Mfg. Co., Plymouth, Mass.. : 


Rotospray—Etching machine. U. S. Siekewre e. “60 E. 
42nd St., New York, N. Y. 


Rouse—Vertical rotary miterer, band saw, lead and rule 
cutters, composing sticks, paper lifts, conveyors, etc. 
H.B. Rouse & Co. , 2216 N. Wayne Ave. , Chicago, Ill. .39 
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Router Planer—Stationary head router and typehigh 
planer. Hammond Machinery Builders, Inc., 1 


Douglas Ave., Kalamazoo, Mich.. ceed 
Routomatic—Curved plate router. Sta-Hi Corporation, 
1020 Crocker St., Los Angeles, Calif.. . . 1-2-3-4 


Royal—Blue print paper. C. F. Pease Co., 2638 W. Irving 


Park Road, Chicago, III. 
Royal—Cork stereotype molding blanket. United Stereo- 
type Supply Corp., 14 Cambria St., Boston, Mass. 
Royle—Cabinet saws, circular saws, router (free-hand, 
a tie John Royle & Sons, 10 Essex St., Paterson, 


R.R.B. Padding Glue—Padding glue. ‘Robert R. Dene. 
15 Vandewater St., New York, N. Y. 

Rubber Roller Dressing—Frazier Processes, Inc., 728 S. 
Dearborn St., Chicago, III. 

Rutherford—Offset-lith plate-making and printing equip- 
ment. Rutherford Machinery Co., Div. A as rinting 
Ink Corp., 100 Sixth Ave., New York, 

Rux-Tone—Silk screen and show “a at Ruxton 
Products, Inc., Div. Interchemical Corp., 407 E. 8th St., 
Cincinnati, Ohio. 
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Safe Myx—No-offset spray solution. Triangle Ink & Color 
Co., 26 Front St., Brooklyn, N. Y. 

Safety Roll—Paper truck. William A. Norman, 185 N. 
Wabash Ave., Chicago, Ill 

Saf-T-Flame—Safety pilot metal temperature control. 
Ha Partlow gic 2 basse Rd., New Hartford, .* 


Sesntirin—Sew ‘Sihdninas “Prethlon: Printers Reclnuinn 
Co., 1724 E. 27th St., Milwaukee, Wis. 


Samson—Vulcanized oil rollers for offset presses. Sam’! 
- papell 's Son Mfg. Co., 636 Sherman St., Chicago, Me 
1) 


Sandblom—Steel chases. ‘Sandblom ‘Steel Chase Co. ne 
426 S. Clinton St., Chicago, ! ; acm 


ag Pt press. Sanlin Offset Shean Mfg. Outi 38 
9th St., New York, N. Y. 


Peed oii bionsd 2 duck impregnated and coated 
with cavalprene. has Brown & Co., 114 E. 23rd 
St., New York, N. Y. ..55 

Sawliner—Composing room saw ween te printers 
and engravers. Milwaukee Saw Trimmer Corp., 

612 E. Clybourn St., Milwaukee, Wis.. 56-57 

Saxmayer—Tying ‘inabiet and oninaled: ‘naib 
National Bundle Tyer Co., 24 Adrian St., Blissfield, Mich. 

Sayf-T-Skids—Service Caster & Truck Co., Albion, Mich. 

Scorchrite—Timer for mat drying. American Publishers 
Supply, Box 131, West Lynn, Mass.. 

Scott—“‘Hi-Speed”, ‘‘Standard- eae and “Extra-hi- 
speed”’ presses, combination newspaper and color presses, 
3-roll magazine rolls and ‘‘hi-speed” automatic pasters 
with Jones ee tension governor. Walter Scott 
& Co., Plainfield, N 

Selas—Dryers. Ink aiiine units for high speed presses and 
metal melting equipment. Selas Co., 18th & Indiana 
Ave., Philadelphia, Pa. 

Selectasine—A cylinder press for printing by silk screen 
process. Selectasine Corp., 2738 W. Van Buren St., 
Chicago, Ill. 

Selectone—System of ink distribution on Kluge auto- 
matic platen presses. Brandtjen & itn Inc., Como 
at Gaultier, St. Paul, Minn.. . 52-53 

Seneca—Bookbinders wire. Senden. Wire ‘& Mfg. Co., 
Fostoria, Ohio. 

Senelith—Lithographic inks. 
Greene St., New York, } 

Sennett—Positive assembler for linetype machines. H. 

B. Rouse & Co., 2214 N. Wayne Ave., Chicago, Ill... ..39 

Separator—Box that automatically separates monotype 
from linotype slugs when form is dumped. United 
American Metals Corp., 200 Diamond St. emma Vine 


* - 


Senefelder Co., Ine., 32 


Service—Hydraulic aad single preen lif t ree: paper roll 
lowerer, hydraulic paper roll truck. Service Caster & 
Truck Co., Albion, Mich. 

Service Box—Electrically heated storage and heating « 
mat box at scorcher temperature. Eastern News- 
paper Supply Co., 9607 Northern Blvd. — L.1., 

N. Y.. 

Set Ezy— ‘Stools. C _F. ‘Pense Co., 2638 w. Irvinig Park 
Road, Chicago, Ti 

Seybold—Automatic spacer cutter, book compressor, 
continuous feed trimmer, die cutting presses, em- 
bossing machines, knife grinding machines, paper 
cutters and mill trimmers, rotary perforating ma- 
chines for straight and strike perforating, power 
round corner cutter, three-knife book trimmer, paper 
drills, punches, gold leaf lever stamper, wire stitching 
machines. Seybold Division, Harris s Seybold Potter 
Co., Dayton, Ohio. . 

$-570—Stainless steel rene pe sree or gauge. Luf kin Rule Co., 
Saginaw, Mich. 

Shadotone—Inks. Sigmund Ullman Co., Div. General 
Printing Ink Corp., Park Ave. & 146th St., Bronx, N. Y. 

Shell-cast-— Device for attachment to Ludlow type casting 
machines. Fuller Machine Co., 17 Haigh Ave., Schenec- 
tady, N. Y. 

Shell-Hi—Slug shear. ceive _Typograph Os «» 2032 
Clybourn Ave., Chicago, Ill.. eo one 


Catalog Number 


Showcard— Machines for printing display cards and signs. 
Showcard Machine Co., 1192 Merchandise Mart, Chi- 
cago, Ill 

Shy-Nee— Gloss inks for corrugated containers. Inter- 
national Printing Ink, 75 Varick St., New York, N, Y.. .67 


Sieber—Punches, foot and hand pew. ee 
Machinery Co., Grand Haven, Mich.. ..13 


Signcde—Strapping and tying machines soit ‘ie. Signode 
mn eel Strapping Co., 2600 North Western Ave., Chicago, 


Silvaloy—Acid and chemical resistant metal containers 
Douthitt Corp., 660 W. Baltimore Ave. , Detroit, Mich... 12 


Silver King—Counter for printing presses and other ma- 
chines. Production Instrument Co., 710 W. Jackson 
Blvd., Chicago, II. 


Silverlink—Roller chain. Link-Belt Co., 307 N. Michigan 
Ave., Chicago, Ill. 


Silversheen—Inks. Sigmund Ullman Co., General Printing 
nk Corp., Park Ave. & 146th St. Bronx, N % A 


Silvertone—Photoengravers’ cop} -t oe: C. G. Hussey 
& Co., 2850 Second Ave., Pittsbur, 

Silvertone—Stereoty pe mats for a and white and color 
magazine work. Silvertone Process Corp., 9 Rockefeller 
Plaza, New York, N. Y. 


Sil-Vor-Plate—Metallic inks. George H. Morrill Co., 
Div. General Printing Ink viet aa - Ave., 
New York, N.Y....... oon 


Simco—Static pieveiiien ‘autennk:: “The Simeo Co., 
4929 York Road, Philadelphia, Pa. 


Simonds-Dayton—Paper trimming knives. Simonds 
Worden mee Co., — m & Negley Pl. tf 
ton, Ohio. . ..42 


Simplex—Block ‘gyatont, patent hese for ‘book work. 
Challenge Machinery Co., Grand Haven, Mich.. .. ..13 


Simplex—Electrie pre-heaters, electric curved ‘ad flat 
scorchers, packing wetter, circle cutter, mat pincher, hand 
plane, matrix shears and ‘balance flat casting box. Plate- 
makers Equipment Co., 3787 La Salle Av2., Los Angeles, 


Simplex— (SU) Astenttie cylinder Miller Prin 
Machinery Co., 7 Reedsdale St. Pittsburgh, a 

Simplex—Paper eee Southworth Machine Co., 
30 Warren Ave., Portland, Me. 

Sinvalac—Die Stamping inks. Sinclair & —— 
Co., 611 W. 12th St., New York, N. Y.. ..19, Dec. 

Sippel—Casters, trucks. Thomas Truck & “Cain Co., 
4001 Mississippi River, Keokuk, Ia. 

Sirocco—Blowers. American Blower Corp., 6000 Russell 
St., Detroit, Mich. 

$K—Automatic cylinder press. Miller Printing Mchy. Co., 
1117 Reedsdale St., Pittsburgh, Pa. 


SKasol—Cleaning compound for water jackets of stereo- 
gee or: boxes. § 1 Corp., 4217 Course Ave., 
Louis, 


SKF—Ball ro raaibe bearings. SKF x meanien, ange 
St. and Erie Ave., Philadelphia, ..64 


Skid-Em-On—Truck. Central pete ‘Works, “437 8. 
Senate Ave., Indianapolis, Ind. 


Skid Jack—Service Caster & Truck Co., Albion, Mich. 


Slago—Dross reclaimer and metal jeveainn. Farrelloy 
Co., Drexel Bldg., Philadelphia, Pa. 


paren gg for reducing ink without reducing 


oe H. D. Roosen Co., 78 Twentieth St., Brooklyn, 
Slip-off—Metal eye of pig drops automatically from 
metal feeder hook. Has a segmented ear at either end. 
United American Metals ., 200 Diamond St., 
Brooklyn, N. Y.. .62 


Slotted-Eye—Metal pig ‘mold. {rperial Type Metal Co., 
Philadelphia, Chicago, New Y ..48 

Smatco—Equipment for the ae ‘Shaw Machine 
& Tool Co., 1151 Temple St., Los Angeles, Calif. 

Smatco—Two-web, four-color rubber type manifold = 
= Machine & Tool Co., 1151 Temple St., Los Angeles, 


Smoothol—Ink wax reducing compound for all kinds of 
printing _ Francis X. Smith Co., 952 E. 93rd Ay 
Brooklyn, N. Y. 


Smyth—Book ¢ covering machines, book sewing machines, 
jon casing-in machines, ete. Smyth Mfg. Co, Hartford, 
onn. 
Snapout—Packs. Manifolding sets. General Manifold & 
Printing Co., Franklin, Pa, 


Sofnas—Automatic mouthpiece wiper. C. & J. Shag 
Service, Inc., 2101 E. Washington St., Indianapolis, In 


Solidry—Non-rubbing, hard drying inks and varnishes. 
Pope & Gray, Inc., 95 Morton St, New York, N. Y. 


Solvol—Type wash to remove verdigris and hard ink from 
cuts, type, etc. Francis X. Smith Co., 952 E. 93rd St., 
Brooklyn, N. Y. 

SOS Compound—For stopping offset. Braden-Sutphin Ink 
Co., 3800 Chester Ave., Cleveland, Ohio. 

Southworth—Humidifiers, trucks, round cornering ma- 
chines, joggers and punching machines. ae 
Machine Co., 30 Warren Ave., Portland, M 

SpaceMaster—Hinged, telescopic truck. ‘onin Shinada 
Sales Corp., 125 Walnut St., Watertown, Mass. 

Spartan—Linot; stereotype, monotype, electrotype 
metal. Merchant & Evans Co., 2053 Washington Ave., 
Philadelphia, Pa. 

SPC—Complete rotogravure equipment from camera to 
pressroom. Standard Process Corporation, 734 West 
Lexington St., Chicago, Ill. 


Special Six—Multiplex pu Fanehing machine. F. P. Rosback 
Co., Benton Harbor, 
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Trade Name Index 





Spectrum Process—Panchromatic halftone photography 
dry plates. G. Cramer Dry Plate Co., Lemp & Shenan- 
doah Aves., St. ae Mo. 

Speed—Electric mat scorchers. agg “ea scree Inc., 
437 E. 106th a Cleveland, Ohio. . . 93 

Speedage—Fabric belts for high speed sath: ‘L. H. 

Gilmer Co., Teooay, Philadelphia, Pa. 

Speed-Craft—Saw trimmer. Precision Printers Equipment 

. Co., 1724 E. 27th St., Milwaukee, Wis. 


Speed—Heaters. Unit heaters for room heating. B. F. 
Sturtevant Co., Hyde Park, Mass. 
SpeedLift—Single stroke mechanical lift truck. Lewis- 
Shepard Sales Corp., 125 Walnut St., Watertown, Mass. 
Speed Limit—Halftone black ink. International she eee 
ink,:75 Varick St., New York, N. Y.. . 67 
Speed-Line—Stereotype equipment, matrix mdidati saws, 
routers. Nolan 5 mag: Corp., E. Dominick St. at 
Gansevoort Ave., Rome, N. Y. 
SpeedMaster—Revolving base. Lewis-Shepard Sales Corp., 
125 Walnut St., Watertown, Mass. 
Speedo—Banding Press. C. F. Anderson & Co., 3225 
Calumet Ave., Chicago, II]. 
Sphiax—Makeready paste. Arabol Mfg. Co., 110 E. 42nd 
"St New York, N. Y. 
Spinnit—Hand or electric paper driller. Lassco Products 
Co., 485 Hague St., Rochester, N. Y. 
Spiral—Making machines, punching dies and threading 
oN © age Binding Co., 148 Lafayette St., New 
ork 
Spiralastic—Process ag J > aga Binding Co., 148 La- 
fayette St., New York, N 
SprayOmati¢—Ofset 2 i and fluid. SprayOmatic 
Pa Co., 1120. Harrison Ave., Cincinnati, Ohio. 
Ly pil nos we. ms L. Megill Co., 761 
ag ve., Brooklyn, N. Y. 
e D—Automatic elneirie motor control. Square D 
Co., 4041 N. Richards St., Milwaukee, Wis. 
SS—Rubber cement, light, medium and heavy. S. 8. 
Rubber Cement Co., 3438 N. Halsted St., Chicago, Ill. 
Stackers—Portable elevators. Lewis-Shepard Sales Corp., 
125 Walnut St., Watertown, Mass. 
Sta-Fast—Cement for mounting plates. Empire Wood 
pre Mfg. & Engraving Co., 50 Beekman St., New York, 


SE heise junior former (non-automatic), 
finaltrim for mats (curved), vacuum casting boxes, 
curved routers and other stereotype machinery and 
supplies. Sta-Hi epee, 1020 Crocker St., Los 

, Calif... ae © 
Cork molder. American ‘Publishers Supply 
Co., Box 131, West Lynn, Mass.. - 94-95 

Standard—Embossing presses, perae ing presses sand mold- 
ing presses, roller backers,-job backers, rotary d 
cutters, single and duplex. The Standard Machinery 
Co., Mystic, Conn. 

Standard—Sheet feed rotary multicolor printing presses. 
Standard Envelope Co., 17 W. Benedict Ave., So. Ard- 
more, Pa. 

Standard Process—Rotogravure printing presses, precision 

inding and polishing machines, layon or transfer tables, 
doctor lade grinding machines, layout tables, viewing 
and cutting stands, retouching stands, vacuum printing 
Later Sa rinting cylinders, rotogravure tg 
ing screens. tandard Pr Process Corporation, 734 
Lexington St., Cheon Ill. 

Standard—Stick. H. B. Rouse & Co., 2214 N. Wayne 
Ave., Chicago, Ill... ..39 

Standard—Typogrephic alti ‘Aonatidin: thiadbsion 
a Co., Atlantic & Shepherd Aves., Brooklyn, 

Stanlite—Type metal fiux. United maven Metals 
Corp., 200 Diamond St., Brooklyn, N. Y.. , 62 

—Dress reducer. United American ‘Metals 
Corp., 200 Diamond St., Brooklyn, N. Y.. . .62 

Sta-Put—Cut mounting cement. Knees City Smelting 

Co., Guinotte & Park Aves., Kansas City, M 


Star Black—High color strength black ink for mike print- 
- Badeo-Sutphia Ink Co., 3800 Chester Ave., Cleve- 


ssi er pot for line-casting machines, self-actuat- 
ing and metal feeder for line casting and ‘type casting 
Pore Linotype Parts Co., 203 gararasen: St., New 
York, N.Y... . . 63 

Star—Make-up len and pinta? s aprons. ‘Star Rule Co., 
P. O. Box 115, Pleasant Hill, Mo. 

Star—Parts for line-casting machines. wae vga 
Co., 203 Lafayette St., New York, N. 

Star—Press. W. A. Kelsey Co., 45 lek St., oe 
Conn. 

ger 
oa Bing 
N. Y. 

Star—T squares, composing sticks, line gauges, page 
calipers and makeup rules. Star Tool Works, 15 W. 
Washington St., Springfield, Ohio. 

Sta-Rite—Newspaper bases. aspen we Co., 
Grand Haven, Mich... .13 

Sta-Warm—Electric sabematio gies pots oad dui kettles. 
Sta-Warm Electric Co., Ravenna, Ohio. 

eS er Rutherford Machinery Co., Div. 
i Printing Ink Corp., 100 Sixth Ave., New York, 


Steel-Gripp—Catches for holding plates on bases dur- 
ge eae! or flatbed orinting. aad 
Haven, Mich.. .. . ..13 


ong ie, dampener rollers; molleton 
Co., "406 Pearl St., New York; 


Sten-Sil-Chase—A silk screen peacoat for the C. & P. 
platen press. Naz-Dar Co., 4014 N . Rockwell St., 
Chicago, III. 

Stephens—Expansion locks, unit grade brass rule. Samuel 
ee Wickersham Quoin Co., 174 High St., Boston, 


Hear eae base for zinc plates and plastic 
plates. The Monomelt Co., Inc., 1611 Polk St., 
Minneapolis, Minn...... .. . 70-71 

Stere-O-Cork—Cork niin blanket. Ces & Pad- 
dock, Inc., 48-15 32nd Pl., Long Island City, N. Y.. . .88 

Stereo-master—Saws; ay ee mat rollers. Triumph 
Equipment Engineers, 507 8. 4th St., Minneapolis, Minn. 

Stereotex—Hydraulic molding presses for stereotype mats, 
rubber plates, wax and lead. Stereotex Machinery Co., 
Stamford, Conn. 

Stereotype Equipment—Stereotype Equipment Co., 3628 
Lincoln Ave., Chicago, Ill. 

Sterling—Patent metal base, register hooks, Vee slot hooks, 
aluminum alloy metal furniture. Printing Machinery 
Co., 436 Commercial Sq., Cincinnati, Ohio. 

Stevenson—Molds for slug casting machines. Ashton G. 
Stevenson, Inc., 655 S. Wells St., Chicago, IIl. 

Stimpson Mushroom—Eyelets, rivets, grommets, snap 
fasteners, binder parts. Edwin B. Stimpson Co., 61 
Franklin Ave., Brooklyn, N. Y. 

Stokograph—Equipment and supplies for plateless raised 
printing. A. Stokes Co., Hudson, Ohio. 

Stonhard—Resurfacing compounds for floors, walls, roofs, 
drives, resurfacer paints, sanitary floor and wall coatings, 
Stonhard Co., 401 N. Broad St., Philadelphia, Pa. 

Straight Line Image Reverser—Eliminates right angle 
cameras with prisms. Permits image reversing. on the 
Overhead or Orthodox straight line cameras. Suitable 
for photo-engravers and offset deep-etch plate makers. 
Huebner Laboratories, 202 East 44th St., New York, N.Y. 

Stripfounders—Hand-finished rule, leads, metal furniture, 
molds, spaces, quads. Stripfounders, Inc., 512 S. Sherman 
St., Chicago, Ill. 

Strobo Glow—Electric eye for testing register. ae: 
house Electric & Mfg. Co., East Pittsburgh, 

Stroboseope— Electric eye for testing ea chistes 
Co., Inc., 25 W. 43rd St., New York, N. Y. 

Strobotac—Electric eye. General Radio Co., 30 State St., 
Cambridge, Mass. 

Stuebing—Calendar edging machinery and calendar slides. 
Stuebing Automatic Machine Co., 2425 Spring Grove 
Ave., Cincinnati, Ohio. 

S$Uco—Inks. Sigmund Ullman Co., Div. General Printing 
Ink Corp., Park Ave. & 146th St., Bronx, N. Y. 

Sulimanco—Inks. Sigmund Ullman Co., Div. General 
Printing Ink Corp., "Park Ave. & 146th St., Bronx, N. Y. 

Summit—Compound. Eagle Printing Ink Co., Div. General 
Printing Ink Corp., 100 Sixth Ave., New York, N. Y. 

Sunco—Dry colors. Sun Chemical & Color Co., Div. 
~— Printing Ink Corp., 100 Sixth Ave., New York, 


Sunnen—Cylinder grinder and honing machine for line- 
casting machine crucible wells. Sunnen Products Co., 
7900 Manchester Ave., St. Louis, Mo. 

Super—Extra flexible composition, regular. Godfrey Roller 
Co., 211 N. Camac St., Philadelphia, Pa. 

Super Actinic—Enclosed are lamps. C. F. Pease Co., 2638 
W. Irving Park Road, Chicago, III. 

Super Contrast—Dot etching-halftone photography dry 
plates. G. Cramer Dry Plate Co., Lemp & Shenandoah 
Aves., St. Louis, Mo. ; 

Super-duty—High speed press. ears erties Press 
Co., Battle Creek, Mich. ..65 

Super 5—Five-roller ink mill. ‘Kent Machine “Works, 37 
Gold St., Brooklyn, N. Y. 

Superfine—Autoplate steel pouring sheets. United Stereo- 
type Supply Corp., 14 Cambria St., Boston, Mass. 

Superflake—Molding, polishing and wet lead for electro- 
typers. oe Flake Graphite Co., 33 8. Clark St., 
Chicago, III. 

Super-Force—Typographical numbering machines. Wm. 
A. Force .& Co., Ine., 216 Nichols Ave., Brooklyn, N. Y. 

Supergloss—Complete line of gloss inks. Sinclair & 
Valentine Co.,611 W.123t1 St., New York, N. Y..19, Dec. 

Superior—Blue print paper. C. F. Pease Co., 2638 W. 
Irving Park Road, Chicago, III. 

Superior—Cork molder. American Publishers Supply, 
Box 131, West Lynn, Mass.. . 94-95 

Superier Glutex—Gummed packing felt. ‘American Pub- 
lishers Supply, Box 131, West Lynn, Mass....... .94-95 

Superior—Gummed packing felt, cork molding blankets. 
American Publishers Supply, Box 131, West Lynn, 
Mass... . 94-95 

Superior—Hand ‘hp Ser liesnteling simeldas sndidi: G. A. 

cDonald, 545 N. Oakland, Pasadena, Calif. 

Superior—Mitering machine and hand press. Craftsmen 
Machinery Co., 307 Atlantic Ave., Boston, Mass. 

Superior—Multi-color press. Bathrick & Palmer Co., 1317 
Princeton St., Elkhart, Ind. 


vers’ copper og manufactured Fas 


Superior—Photoengra 
by Edes Mfg. Co., Plymouth, 

Superior—Tailboards. American natibon Supply, Box 
a West a Mass.. 94-95 

upermetal—A_ type seetel. Kelly Metal Corporation, 

Sepeives & Humboldt Sts., Brooklyn, N 

a ty ge —Sigmund Ullman Co., Div. General Printing 

, Park Ave. & 146th 'St., Bronx, N. Y. 


Super-Solvent—Type and roller cleani 
Products Co., 116 Earl St., Rochester, N. Y" 
Super Stere-O- Cork—Molding blankets, 
Paddock, 48-15—32nd P1., Long Island City c 
Super-stik—Gummed packing felt. Unj bine 
Supply Corp., 14 Cambria St., Boston, Mass, - 


Super Tone-Tex—Direct pressure halftone readin 
dry mats. Burgess Cellulose Co., Freeport 7 


Super 3—Three-roller ink -. e 
37 Gold St., Brooklyn, N. Ss Machine Wa 
Supreme—Black. Series of ein ic 
Kelly Co.,1807 N. Pitcher St. ‘Kanaan Ms ” 
Sure Grip—Work holder for Miller saw ¢ 
Monomelt Co., 1611 Polk St. y Minneapolis, 
Sureset—Ink compound. Johnson-Ki 
Pl., Chicago, III. ones 700 W, 
Sureset— Non-offset compound. Si 
Co. 611 W. 129th St., New York, Ys . 
SUveneer—Inks. Sigmund Ullman Co., Div. 
Printing Ink Corp., Park Ave. & 146th St., Bronx, \ 
SW—Controlled burners, air filter. B, W, Steel 41 
Pico Blvd., Los Angeles, Calif. bead 
$.W.—Process silk screen colors. Sherwin illiams (Cy 
101 Prospect Ave., Cleveland, Ohio. ™ 
Sweigard Ideal Printing frames for pho oengr 
Sweigard Ideal Co., 6122 N. 21st St., Philadelph; 
Swifter Lifter—Electric portable elevator, 1 to 
motor. Economy Engineering Co., 2653 W. Van 


St., Chicago, IIl. 

Swigart—Knife grinder. nner Knife Grinder, | 
Wabash Ave., Chicago, I . ae 
Syan—Green-blue aah pigment. U Color 
& Pigment Co., Div. Inteoobeniel Cent inde p 

Syncro—inking system to improve inking by 
form rollers. Vandercook & Sons, 900 N. 
Ave., Chicago, Ill. . 184 and Inside Back Cover 


Synchros—Iink; process colors. International Printing 
Ink, 75 Varick St., New York, N. Y...... err 


Syncrogear—Geared motor. U.S. Electrical Motors : 
200 Slauson Ave., Los Angeles, Calif, It, 





4 





Taber—Abrasion and stiffness gauges. Taber 
Co., 111 Goundry St., North Tonawanda, N. ¥, x 

Tabletine—Padding cement. Godfrey Roller Co,, 211 
Camac St., Philadelphia, Pa. 

Tannate—Watershed leather belting, belt preserver, 
lace, leather packings. J. E. Rhoades & Sons, 35 N, a 
8t., Philadelphia, Pa. 

Tapex—Flexible chemical solution for men or 
ping belting without sewing or lacing or 
on wood or metal. Rubber Cement Co., 

Halsted St., Chicago, Ill. 

Tarpley— meee cutters for tata ss . Pp ee 
printers and stereotypers. George ley & sree 
Alder Ave., Cleveland, Ohio. ee ; 

Tasope—Photo-engraving equipment, complete plants, 
process cameras, metal printing and etching units, 
The Aurora School of sSsaeratanaiaeiet ts a 
Aurora, Mo.. 

Tatum—Multiple hole punches. “Seybold Div., ia 

a -Potter Co., 813 sae <i St., ‘Dayton, Bi 
io * tei: 

Tayper— —Tape ‘nedetieilen ‘neh Nashua Package 
Sealing Co., 44 Franklin St., Nashua, N. H. : 

Tee-jay— Fede’ Arthur S. Hoyt Co., 175 Fifth Aj 
New York, N. Y. 

Teletypesetter—Automatic operating apparatus rf 
composing machines. Teletypesetter Corp., 1400 ¥ 
wood Ave., Chicago, IIl. 

Tenak—Mounting material for electrotypers. Tenak me 
ducts Co., 610 S. Federal St., Chicago, Ill. 

Tenaplate—Electrotypers’ molding composition. 
Products, Inc., 610 Federal St., Chicago, Ill. 

Tesch—Knife and saw filing and swaging machines 
saw trimmers. Tesch Mfg. Co., 2700 S. 19th St., 
waukee, Wis. 

Thermex—Arc lamp globes. C. F. Pease Co., 2638 
Irving Park Road, Chicago, Ill. 

Thermo—Tin printin; iol Crescent Ink & Color Co. 0 
Pa., 464 N. Fifth St., Philadelphia, Pa. 

Thermo-Blo—Mold mie device for Linotypes. 
eo Linotype Co., 29 ii See Brook- 

n, ih 

Therm-O-Set_—Gummed packing felt. “American Pub- 
lishers Supply, Box 131, Wast Lynn, Mass.. - 94-05 

Thermo-O-Set Fuzon—Gummed packing felt. ‘American ; 
Publishers Supply, Box 131, West Lyan, Mass... 3 

Thiokol—Synthetic plate making material. Thiokol Corp, 
780 W. Clinton St., Trenton, N. J. 

Thomas—Casters (truck), trucks (factory and 
paper roll trucks, dollies, trailers, wheels 
metal), Thomas Truck & Caster Co, 4001 
River, Keokuk, Ia. = 

Thomas—Designing and engineering of bui for the 
printing industry. James William Thomas, Carnegie 
Ave., Cleveland, Ohio. 

Thompson—Composing room, bindery and special wood 
equipment. Thompson Cabinet Co., Ludington, Mich, 

Thompson—Type-casters. Lanston es: Machine 
Co., 24th at Locust, Philadelphia, Pa see vrei 
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Cutting and creasing presses, embossing presses, 


Twi die-heaters. Thomson-National Press Co., 


‘ heet, synthetic yarn with pyroxylin 
ern? gauge. Tingue, ree a 114 E. a 


St., New York, N. . 
Bed ” United 


~ ‘Tdolith— dioxide Dibsnime poe, 
Mite Poneto Div. Interchemical Corp., Newark, 


‘apered roller Renting. 
Bearing Co., Canton, Ohio. . 


Smee rani Times stamp. A. D. Toslin Mfc. Co., “Manis- 
: Cork blanket with fabric. both sides. 
“pe, Brown & Co., 1 4 E. 23rd St., New York, 
Felt, | plain er ae with ‘aiesaabebesis 
“tops, Brown & Co., 114 . 23rd St. New York, 


Lemon Roller 


Tint ¥ age cess ca ‘aioe double stake 6 on engravers’ 
nn Harold M. Pitman Co., 51st Ave. & 38rd St., 
Chicago, Ill. 


Ti-Pi—Rubber rinting plate materials and cutting tools. 
Ti-Pi os 710 E. 18th St., Kansas City, Mo. 
; t metal base, register hooks, Vee slot hooks, 
7 See sticn metal furniture. Printing Machinery Co., 
436 Commercial Sq., Cincinnati, Ohio. 
Toledo—A composing room saw trimmer. Printers’ Equip- 
ment aa 3053 123rd St., Toledo, Ohio. 
Toledo Scales; S Jo sat honest weight. Toledo Scale 
en we Cellul Cc 
vs Tex—A at mat. Burgess Cellulose Co., 
Ter of Exchange St., Freeport, lil... ..83 
—Belting for Miehles, Dexter fiedete aad folders. 
Veal belts for Linotypes_and al Ton-Tex 
Corp., 129 E. 22nd St., New York, N 
Topsy—Humidifiers. Air Conditioning Sesaly Co., 4060 
Superior Ave., Cleveland, Ohio. 
‘opsy—Water level controls. Air Conditioning Supply Co., 
Fase Superior Ave., Cleveland, Ohio. 
Tork—Clock. Tork Clock Co., 30 South St., Mt. Vernon, 
N. Y. 


Tornado—Portable electric blowers and industrial 
yacuum cleaners. Breuer Electric Mfg. Co., 5100 
Ravenswood Ave., Chicago, Ill.. Bisuh aka "2, Dec. 

* Tough Stuff—Offset plate spidaens: eieliia box linings. 
Fuchs & Lang Mfg. Co. Div. a Printing Ink Corp., 
100 Sixth Ave., New York, N. Y. 

Translucent—A stereotype aaitien board. United Stereo- 
type Supply Co., 14 Cambria St., Boston, Mass. 
ransopaque—Shading sheets. oor Printing Corp., 
106 Fifth Ave., New York, N. Y. 

Triangle—Printing and Pee eer inks. Triangle Ink & 
Color Co., 26 Front St., Brooklyn, N. 

Tri-dimensional—Process inks. Charles Hellmuth Printing 
Ink'Co., 154 W. 18th St., New York, N. Y. 

TrimOsaw—Composing Room Saw-trimmer. Hammond 
Machinery Builders, Inc., 1604 — Ave., Kalama- 
zoo, Mich. ; ..31 
Triple-Action—Composing machine ‘eld ‘peli. ‘Jesh 
Dixon Crucible Co., Jersey City, N 

Triplemetal—Photoengravers’ Ltr om. Edes Mfg. 
Co., Plymouth, Mass.. 

Tri-Plex—Electric three-heat, is pote, Sta-Warm Elec- 
tric Co., Ravenna, Ohio. 

Triumph—Make-up rules, brass safety cans, trimmer- 
saws, press punch, bench model paper cutters, ink foun- 
tains. Triumph Equipment Engineers, 507 8. 4th St., 
Minneapolis, Minn. 

Truckmaster—Motor truck scale with dial indication. 
Toledo Scale Co., Toledo, Ohio. 

Truckwelgh—Motor truck aerey with beam indication. 
Toledo Scale Co., Toledo, Ohio. 

Trumold—Commercial stereotype dry mat. The Morley 
Co., 865 Islington St., Portsmouth, N. H. 

Trumold—Stereotype cork molding blanket. Eastern 
‘gaoed Supply, 9603 Northern Blivd., Corona, 

L. 1., New York. . 84-85 

Trane Pas Paste. Svilen: 8. Hoyt Co., “175 Fifth ‘bie. ., New 

ork, N. 

Be Nox wacce stereotype dry mat. The Morley Co., 
865 Islington St., Portsmouth, N. H. 

Tubular—Rotary stereotype press and tubular stereo- 

haa Duplex een Press Co., Battle 

Tufhide—Tin decorating inks, ‘Sinclair & Valentine 
Co., 611 W. 129th St., New York, N. Y 19, Dec. 

Turbineire— Chai laceieset etching pasties, U. 8. 
Stoneware Co., 60 E. 42nd St., New York, N 

Turner—Safety guards and quoins. Turner Printing Mach- 
inery, 2630 Payne Ave., Cleveland, Ohio. 

Twin-type—Water-cooled molds with cavities above and 
below to cast slip-off ingots. United American Metals 
Corp., 200 Diamond St., Brooklyn, N. Y.............62 

Two-Color—(Ty) Automatic cylinder press. ” Miller Print- 
ing Machinery Co., 1117 Reedsdale St., Pittsburgh, 


2in 1—Paper conditioners (two different methods). Advance 

* Mfg. Co., 350 N. 26th St., Louisville, Ky. 
J —Cuts, Sterling Type Foundry, Vermontville, 
ich, 

Mipaiene A wash for type, rollers, halftones and foun- 
¥ tains. Perfection Products Co., 116 Earl St., Rochester, 


Tyton—Halftone blacks. Canada Printing Ink Co., 15 
Duncan St., Toronto, Canada. 





U 


Ulimamne- _Inks, ” Sigmund Ullman Co., Div. General 
Printing Ink Corp., Park Ave. & 146th St., Bronx, N. Y. 

Ultra-Heidelberg | and I1—Full automatic job presses, 
ne Printing Mchy. Corp., 228 E. 45th St., New 
York, N. Y. 

Ultra-Precision—Bearings. 
Corp., Stamford, Conn.. 

Undercut—Paper trimmer. Smith & “Winchester Mfg. Co., 
South Windham, Conn. 

Uneek—Plate sensitizer for offset lithography. Allan B. 
Croke Co., 163 Oliver St., Boston, Mass. 

Uniclosed—Motors. U.S. Electrical Motors, Inc., 200 E. 
Slauson Ave., Los Angeles, Calif. 

Unilith—Lithopone (zinc sulphide-barium sulphate com- 
pound) pigment. United Color & Pigment Co., Div. Inter- 
chemical Corp., Newark, N. J 

Union—Press. W. A. Kelsey Co., 45 Crown St., Meriden, 
Conn. 

Unique—Steel register system, block, hooks, plate mount- 
ing equipment. Unique Steel Block Co., Waverly, N. Y. 

Unitane O—Titanium dioxide pigment. United Color & 
Pigment Co., Div. Interchemical Corp., Newark, N. J. 

United—Newspaper press blankets and supplies. United 
Newspaper Supply Co., Bellmore, N. Y. 

United American—Type metals. United American 
Metals Corp., 200 Diamond St., Brooklyn, N. Y.. .. . .62 

U. S.—Metal polish for printing equipment. Walter W. 
Miller Co., 557 E. Washington St., Indianapolis, Ind. 

U. S. Autostart—Motors. U. 8. Electrical Motors, Inc., 
200 E. Slauson Ave., Los Angeles, Calif. 

U. S. Varidrive—Motors. U. 8. Electrical Motors, Inc., 
200 E. Slauson Ave., Los Angeles, Calif. 

Unitubular—High speed rotary stereotype press. Duplex 
Printing Press Co., Battle Creek, Mich.. 

Universal—Jogging machines. Southworth Machine Co., 
30 Warren Ave., Portland, M 

Universal—Mono-tabular Shieh for setting rule forms. 
on Mono-Tabular Co., 1905 Bryan St., Dallas, 

ex. 

Universal—Transfer table for Miehle vertical press, Spec- 
ialty Equipment Co., 1617 Vandalia St., Cincinnati, 

io. 

Universal Intertype—Trade name for model of Intertype 
line composing machine. sania = 360 Furman 
St., Brooklyn, N.Y... ... Outside Back Cover 

Universal-Peerless—Oblong hele rotary perforating 
machine. Nygren-Dahly Co., 218 N. Jefferson St., Chi- 
cago, Ill. 

Universal—Vertical brass rule used with mono-tabular 
broach. Universal Mono-Tabular Corp., 1905 Bryan St., 
Dallas, Tex. 

Utility—Dry mat. The Morley Co., 865 Islington St., Ports- 
mouth, N. H. 

Utility—Hand paper cutter.. Pavyer Printing Machine 
Works, 606 S. Broadway, St. Louis, Mo. 





Norma-Hoffman — 





Vv 


Vandercook—Proof presses, proving machines, letter- 
press and offset. Vandercook & Sons., 900 Kilpatrick 
Ave., Chicago, Ill....... .. ...184 and Inside Back Cover 

Vanitex—Offset blankets. “Ideal Roller & seme a 
2512 W. 24th St., Chicago, Ill.. .. adedaee 

Vaporin—Dryers. Drying units for Teele: for high ‘eied 

resses. Selas Co., 18th St. & Indiana Ave., Philadelphia, 
a. 
Vaporin—Letterpress instantaneous heat-dried ink. 
a appa arate Ink, 75 Varick St., New York, 





Varidrive—Variable ‘speed ‘unit. U. S. “Electrical ‘Motees 
Inc., 200 E. Slauson Ave., Los Angeles, Calif. 

Vari-Typer—Composing enshine for preparation of copy 
for photo offset reproduction. Ralph C. Coxhead, Corp., 
333 Sixth Ave., New York, N. Y. 

Vout: ae wash. Standard Oil Co. of Kentucky, Louis- 
ville, Ky. 

Velo—Cold-set ink and printing process. J. M. Leite 
Inc., 460 W. 34th St., New York, N. Y.. ..40 

Velvet —Compoind. Eagle Printing Ink Co., Div. General 
Printing Ink Corp., 100 Sixth Ave., New York, N. Y. 

Velvet Varnish—Quick setting reducer. The Inco Co., 1426 
W. 3rd St., Cleveland, Ohio. 

Vent-A-Flex—Perforated gummed packing felt. Ameri- 
can Publishers Supply Co., Box 131, West Lynn, 
Mass.. ey . 94-95 

Ventura—Fans, ventilating and. exhausting, " Ameriéan 
Blower Corp., 6000 Russeil St., Detroit, Mich. 

Ver-E-Good—Process printing peste and tabbing com- 
pound. Devere Co., 2000 Clark St., Racine, Wis. 

Verse-print—Process for making reverse prints on en- 

ravers’ arg —— M. Pitman Co., 51st Ave. & 33rd 
Bt. Chicago, 

Vertical—Small ee vertical type, stop cylinder press. 
Miehle Printing Press & Mf: tg. a 14th St. & Damen 
Ave., Chicago, lil... ... ce ce ee cece ee ee -40A-40B 
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ae W. A. Kelsey Co., 45 Crown St., Meriden, 
‘onn 


Victory—Mitering machine and hand press. Craftsmen 
Machinery Co., 307 Atlantic Ave., Boston, Mass 


Virkotype —Thermographic equipment and supplies. Wood, 
Nathan & Virkus, Inc., 110 Charlton St., New York, N.Y. 


Visco—Undorlay paste. Vandarcook & Sans, 990 N. 
Kilpatrick Ava., Chicago, Ill.. .184 and Inside Back Cover 


Vitaflux—A type metal flux and cleaner. Imperial We 
Metal Co., Philadelphia, Chicago, New York.. ..4 


Vitalloys—Special low temperature casting type ‘eiesd 
for Monotypes and Thompson casters. se gee inal 
Metal Co., Philadelphia, Chicago, New 


Voltrol—Electrical instrument controlling the aoe 
Acme Electric & Mfg. Co., Cuba, N. Y. 


Vulcan Composition—Non-meltable glue and "Con 038 
printers’ roller. Sam’l. Bingham’s Son 8 », 636 
Sherman St., Chicago, !il.. ‘ 

bpp ol tag Ses er roles "Osgood-Globe ag on 

chase St., Boston, Mass. 

wainids soe for newspaper and 
presses, Vulcan — Sy ” Ave. “3 a st, 
Brooklyn, N. Y..... ..49 

Vulcalock—Cement for bonding ies: printing prot to 
metal backing. The B. F. Goodrich 434 S. Main 
St., Akron, Ohio. 

Vulc-O-Nize—Press and folder tape cement. Robert N. 
Orchard, 429 Wayne St., Detroit, Mich. 





Ww 


Wale—Rotary sheet or ey typographic press. Stand- 
ard Process Corp., 734 W. Lexington St.. Chicago, Ill. 

Walker-Cameo—An overlay process, compound, and ink 
compound. Walker-Cameo Overlay Gon. 1374 Massa- 
chusetts Ave., Cambridge, Mass. 

Wallin—Composing room ourneett, Wallin Mfg. Co., 
1122 Harney St., Omaha, Neb. 

Warnock—Patent metal base, register hooks, Vee slot 
hooks, quoins, aluminum alloy metal furniture. Printing 
Machinery Co., 436 Commercial Sq., Cincinnati, Ohio. 

Washtone—Shading medium. Craftint Mfg. Co., 210 St. 
Clair Ave., Cleveland, Ohio. 

Waterproof —Bookbinders’ ruling inks. Eaton-Clark Co. 
1490 Franklin St., Detroit, Mich. 

Waterwite—Photo-engraving glass for black and white'and 
for color work. Semon Bache & Co., 636 Greenwich St., 
New York, N. Y. 

big —Press. W. A. Kelsey Co., 45 Crown St., Meriden, 

‘onn. 

Waxwel—Bottle cap inks. J. M. Huber, sna 460 we 
34th St., New York, N. Y.. 

Weathermakers—Carrier air ‘entities: igen 
space heating machinery. Carrier Corp., 8 les St. 
Syracuse, N. Y. 

Webendorfer—Offset presses, equipment and supplies. 
— Type ae 200 Elmora Ave., Elizabeth,, 

N.J ; . Inside Back Cover, , Dee. 

Webendorfer_—Offset process ‘equipment and supplies. 
American Type Founders, 200 Elmora Ave., Eliza- 
beth, N. J.. . Inside Back Cover, Dec. 

Wee Notch—Carbon faterkenived rinted forms. General 
Manifold & Printing Co., Franklin, Pa Pa. 

Wellsforms—Hollow —_ rule forms. Wells & Co., 536 8. 
Clark St., Chieago, I 

Wellvane—Built in tame fans. B, F. Sturtevant Co., 
Hyde Park, Mass. 

6 i & Cutter Knife Grinder. C. L. Wi , 

3, Pleasantville, N. J. ii, 
siadk pation for the photo-engraver, electro 
stereotyper. Wesel Mfg. Co., 893 Providence 
Scranton, Pa. 

Western—Static Eliminator. Western Brush Co., 33 8. 

Market St., Chicago, Il. 





type high, rota press, special. Wetter Numbering 
oe Co., Atlantic. ‘Ave. & — St., ee. 


White—Paper ‘trimming knives. "Simonds “Worden 
White Co., Summit St. & Negley Pl., Dayton, Ohio. . .42 

Wickersham—Quoins. Samuel Ste -_ & Wickersham 
Quoin Co., 174 High St., Boston, 

Wild & Stevens—Letterpress, neepper and offset-lith 
rollers. Wild & Stevens, 5. Purchase Boston, Mass. 

Wilkes— metal, lino, stereo, mono, foundry. Metals 
Refining Co., 1717 Summer St., Hammond, Ind. 

Wilson—Adjustable blocks, patent base for book work. 
Challenge Machinery Co., Grand Haven, Mich.. .. ...13 

Wind-O-Vane—Ventilating fan for mounting in wade. 
B. F. Sturtevant Co., Hyde Park, Mass. 

Wing—Aluminum mailer. Chaaneay Wing’s Sons, 78 
Pierce St., Greenfield, Mass. 
Wing-Horton—Mailer. Chauncey Wing’s Sons, 78 Pierce 
st, Greenfield, Mass. 
ee binding. Trussell Mfg. Co., Poughkeep- 
sie, N. Y. 

Wonder—Black ink. Et OG Laneeen ~~ ~ 
Varick St., New York, N. Y..... 
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Wonder—Non-offset spray solution. Sleight Metallic Ink 
Co., 5388 N. 3rd St., Philadelphia, Pa. 


Wonpreshun—Inks. Sigmund Ullman Co., Div. General 
Printing Ink Corp., Park Ave. & 146th St., Bronx, N. Y. 


Wood—Duromat dry mats for newspapers, syndicate 
mats, ad mats, graphic and Hill all-purpose plastex 
mats for advertising and high-grade commercial 
purposes. Wood Flong Corp., Hoosick Falls, N. Y.. ..38 


Wood—Steel web newspaper presses and stereotyping 
equipment. Wood Newspaper Machinery Corp., 501 
Fifth Ave., New York, N. Y......................1415 

Worden—Paper trimming knives. Simonds Worden 
White Co., Summit St. & Negley Pl., Dayton, Ohio. . . 42 


Wotta Black—Series of non-scratch quick setting mini- 
mum offset inks. E. J. Kelly Co., 1807 N. Pitcher St., 
Kalamazoo, Mich............................23, Dec. 

Wright—Paper drilling machines for single and multiple 
hole drilling—both round and slot holes and punching 
machines. Seybold Div. Harris Seyboid Potter Co., 
ase Sts Sc lek Ss edi ceeucncae tee 


x 





X—Rotary press for imprinting tapes. Ever Ready Label 
Corp., 141 E. 25th St., New York, N. Y. 








Y 





Yankee—A composing stick. H. B. Rouse & Co., 2214 
N. Wayne Ave., Chicago, Ill.......................39 


York—Air conditioning. York Ice Machinery Corp., 


York, Pa. 


Young—Special presses for printing on any material, 
including punching, slitting, perforating, etc. Young 
Engineering Co., 2741 N. Janssen Ave., Chicago, IIl.. 104 


Equipment and Supplies J 


Zanth—Trichromatie yellow | pigment. i 
Pigment Co., Div. Interchemical Corp ae 
Zenith—Acid resist, ink roll up and plate nase 

Allan B. Croke Co., 163 Okver Bt, Bostat ; 
Zenith—Cork stereotype molding blanket, United § 
type Supply Corp., 14 Cambria St., Boston, “ 
Zenith—Plate graining and plate whirlj machines, 
Machine Co., 335 E. 27th St., New York, N.Y. 


Zephyr—Halftone, super and utility black inks. Sin. 
a had ee Co., 611 W. 129th St., New Y; 















Zink—Cement for mounting cuts. €. A: Booth Rae 
Co., 364 Rockefeller Bidg., Cleveland, Ohio 
—e ae Give) for “Alltone > 
tlantic Zinc Works, Inc., Rolled * 
210 Van Brunt St., Brooklyn, N. as Metal Ge, 
Zomo-Electric Zinc—Photoengravers ” Atlantio 
Zinc Works, Inc., Rolled Plate Metal oa 210 Van 
Brunt St., Brooklyn, N.Y... 0.0.0... .00 


















Paper Trade Name Index 


(Companieslisted are manufacturers, suppliers and dealers indiscriminately) 


In compiling this index, Printing EQUIPMENT Engineer has exercised every precaution to see that all names and addresses published in this index are correct according to the informed ti 
furnished. For that reason, we cannot be responsible for errors or omissions. : 


P-Double-E Filing System 


In this Paper Trade Name Index, the Trade Names of various 


kinds of paper stock are listed alphabetically. Each of the Trade 
Names is keyed with two symbols. The bold face symbol repre- 


sents the name of the manufacturer and the 
represents the kind of paper stock. 


To illustrate how the index is used, we will assume that you 
wish to determine the source of supply for Namelo. Referring 
to this name in the alphabetically arranged Trade Name Index, 


the reference will be as follows: 


light face symbol 


The bold face symbol 18 represents the name of 
company. Now refer to the Key for Paper companies on this 
page below. Opposite the symbol 18 
Paper & Fibre Co., Hamilton, O. Immediately following the 
paper trade name you will read the symbol “3K” in light face 
type which represents the kind of paper stock. Opposite “3k” 
in the Key for Kinds of Paper Stock on this page, it will be 
found that Namelo is a coated paper. 


18 Namelo—3K 


you will find Champion 





KEY FOR KINDS OF PAPER STOCK 


3A Binders Board 3F_ Bristol 3L Cover 30 
3B CBilanks 3G Cellophane 3AA Envelope 3P 
3C Blotting 3H Celluloid 3M Gummed 3Q 
3D .Bond and Ledger 3J Coated Board 3Z—SsCKrraft 3R 
3E Book 3K Coated Paper 3N Manila 38 


Metallic or Foil 
Newsprint 
Offset 
Parchment 
Posteard 





KEY TO PAPER COMPANIES 


na Paper Co., The, 115 Columbia St., Dayton, O. 


Ae 
i G. J., Co., 503 8. Jefferson St., Chicago, Ill. 


1 ti 
2 Aigner, g 
3 Aires Paper Mfg. Co., The, Box 2189, Richmond, 
‘a. 
4 American Writing Paper Co., Holyoke, Mass. 
5 Appleton Coated Paper Co., Appleton, Wis. 
6 Badger Paper Mills, Peshtigo, Wis. _ 
7 Bare, D. M., Paper Co., Roaring Springs, Pa. 
8 Beckett Paper Co., Hamilton, O. 
9B m Paper Co., Neenah, Wis. 
10 Beveridge Paper Co., Indianapolis, Ind. 
11 Brown Co., 404 Commercial St., Portland, Me. 
12 Brown-Bridge Mills, Inc., Troy, 
13 Bryant Paper Co., Kalamazoo, Mich.............. 
14 Cantine, Martin, Co., Saugerties, N. Y. 
15 Carew Mfg. Co., Hadley Falls, Mass. 
16 Celluloid Gerp., 10 E. 42nd St., New York, N. Y. 
17 Central Paper Co., Inc., Muskegon, Mich. 
18 Champion Paper & Fibre Co., The, Hamilton, O. ...19 
19 Chemical Paper Mfg. Co., Holyoke, Mass. 
20 Chillicothe Paper Co., Chillicothe, O. : 
21 Collins, A. M., Mfg. Co., 226 Columbia Ave., Phila- 
delphia, Pa. 
22 Consolidated 
Rapids, Wis. 
23 Crane & Co., Dalton, Mass. ‘ 
24 Crocker, Burbank Papers, Inc., Fitchburg, Mass. 
25 Crocker-McElwain Co., Holyoke, Mass. : 
26 Cromwell Paper Co., The, 4801 S. Whipple St., 
Chicago, Ill. 
27 DeJonge, Louis & Co., Fitchburg, Mass. 
28 Dennison Mfg. Co., Framingham, Mass. ; 
29 Dill & Collins, Inc., Richmond and Tioga St., Philadel- 


phia, Pa. : 
30 oe of Columbia Paper Mills, Inc., Washington, 


31 Eastern Corp., South Brewer, Maine. 
32 Esleeck Mfg. Co., Turners Falls, Mass. 
33 Ever Ready Label Corp., 141 E. 25th St., New York, 


34 Falulah Paper Co., Fitchburg, Mass. 


73 


"Water Power & Paper Co., Wisconsin 
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35 Fox River Paper Corp., Appleton, Wis. 
36 Franklin Paper Co., 702 Harrison Bldg., Philadelphia, 


2. 

37 Fraser Industries, Inc., 111.W. Washington St., Chi- 
cago, Ill. 

38 General Manifold and Printing Co., Franklin, Pa. 

39 Gilbert Paper Co., Menasha, Wis. 

40 Gladfelter, P. H., Co., Spring Grove, Pa. 

41 Hamilton, W. C., & Sons, Miquon, Pa. 

42 Hammermill Paper Co., Erie, Pa. 

43 Hawthorne Paper Co., Kalamazoo, Mich. 

44 Holyoke Card & Paper Co., Springfield, Mass. 

45 Howard Paper Co., The, Urbana, O. 

46 Hurlbut Paper Co., South Lee, Mass. 

47 International Paper Co., 220 E. 42nd St., New York, 


N. ¥. 

48 Johnston Paper Co., The, 321 Sycamore St., Cin- 
cinnati, O. 

49 Kalamazoo Paper Co., Kalamazoo, Mich. 

50 Keith Paper Co., Turner Falls, Mass. 

51 Kimberly-Clark Corp., Neenah, Wis. 

52 Knowlton Brothers, Watertown, N. Y. 

53 ae oe M. D., Co., 28 Industrial St., Rochester, 


54 Lee Paper Co., Vicksburg, Mich. 

55 Linwood Assn., P. P. Kellogg & Co., Div. U. 8. En- 
velope Co., Springfield, Mass. 

56 Lowe Paper Co., Ridgefield, N. J. 

57 McLaurin-Jones Co., Brookfield, Mass. 

58 Marvellum Co., The, Holyoke, Mass. 

59 Maxwell Paper Co., The, Franklin, O. 

60 Mead Sales Co., 230 Park Ave., New York, N. Y. 

61 Michigan Paper Co., Plainwell, Mich. 

62 Mid-States Gummed Paper Co., 2433 S. Damen Ave., 
Chicago, Ill. 

63 Miller Paper Co., 80 Wooster St., New York, N. Y. 

64 Millers Falls Paper Co., Millers Falls, Mass. 

65 Munising Paper Co., The, Munising, Mich. 

66 Neenah Paper Co., Neenah, Wis. 

67 Nekoosa-Edwards Paper Co., Port Edwards, Wis. 

68 Oxford Paper Co., 235 Park Ave., New York, N. Y. 
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69 Peper Manufacturers Co., 5th & Willow Sts., Philade- 
phia, Pa. Be. 
70 Parsons Paper Co., Holyoke, Mass. 
71 Paterson Parchment Paper Co., Bristol, Pa. 
72 Kalamazoo Vegetable Parchment Co., 
Kalamazoo, Mich. an 
73 Peninsular Paper Co., Ypsilanti, Mich. ie ; 
74 Perfect Safety Paper Co., 102 Winter St., Holyoke, ~ 9 By 
Rea y 
Bie 


Mass. 
75 Rex Paper Co., Kalamazoo, Mich. . 
76 Reynolds Metals Co., 19 Rector St., New York, N.¥ 
77 Riga Roost Corp., 342 Madison Ave., New York, ~ 









78 Rising Paper Co., Housatonic, Mass. i 
79 Sabin Robbins Paper Co., 3800 Ludlow Ave., Cineim 


nati, O. i, 
80 Smith, Dudley S., 508 Bulletin Bldg., Philadelphia, Pa: = 
81 Sorg Paper Co., Middletown, O. ‘ae 


82 Standard Paper Mfg. Co., Richmond, Va. 4 
83 Strathmore Paper Co., West Springfield, Mass. a 
84 — & Hollingsworth, 213 Congress St., es 
Mass. 

85 Triplet Gauge, 1 Dover St., New York, N. Y. 
86 U.S. Envelope Co., Springfield, Mass. 
87 Valley Paper Co., Holyoke, Mass. P 
88 Warren, S. D., Co., 89 Broad St., Boston, Mass. 

89 Waterfalls Paper Co., 21 E. 40th St., New York, N.¥. 5 
90 Western States Envelope Co., 1616 W. Pierce St., Mile” = 


waukee, Wis. 3 4 


91 Weston, Byron, Co., Dalton, Mass. Pe 
92 West Virginia Pulp & Paper Co., 230 Park Ave., New ~ = 
York, N. Y. igs 

93 Wheelwright Papers, Inc., Leominster, Mass. 

94 Whiting-Plover Paper Co., Stevens Point, Wis. 

95 Wrenn Paper Co., The, Middletown, O. 

96 Wright Co., The, 444 Madison Ave., New York, N. ¥- 
97 Wyomissing Glazed Paper Co., Reading, Pa. 

98 Watervliet Paper Co., Watervliet, Mich. 

99 Whiting Paper Co., Holyoke, Mass. 
100 Price Bros. & Co., Ltd., Price House, Quebec, Canada. 
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Toten Clasp—3AA. 
American " gain 
94 Amity— 

SB eieensy—2D, 3V. 
§ Appleton—3J, 3K. 















+s ake ior-—-3D 
088", 1g Ariel-8D, 34, 3S 
| Co, 7 Aristo—31. 
lantic 5 anes iad J Sefoty—3V. 
) Van 24 Art Gloss—3K 
sis 94 Art Mat—3K. 

94 Athena—3E. 

31 Atlantic “3D, BL, 3V. 
=> § Atlas—3K 

46 ‘Audubon—3L. 

; 39 Avalanche—3D 
98 Bainbridge—3K. 





Bank Posting—3D. 
4 8 Basket Weave 3C. 
Battleship— 
2 Bay Path—3D, 3F, 3L. 
3 awh Brilliant— —3F. 
98 Bibliopake—3E. 
> 2 Biron—3E. 
7 ~— so) Black & White—3K. 
BS : 4 Blanca—3K. 
= oe 92 Blenfold—3K. 
pe ~~ 95 Bluebird—3C. 









: 


ae ~~ $3 Blue Print—3V. 
7a ~—Ss«BY Bondgraph—3D. 
ying 7. « 21 Bookcraft—3L. 
: Vad Border—8D. 

(ae ~~Cti«SB'B. P. F.—3E,, 3S 
 y iB Britefold—_31, 38. 
. o 13 British Opaque— —3E 
"3 —_s 83 Broadcaster—3E. 
aaa 83 Broadcheque—3V. 

aS q $3 ee at ag 

Se. ‘13 Bryanteer— 
he 9 33 Bryantique—3E. 
a 13 Brycoat—3E. 

oe “es 13 Bry-Fold—3E. 
~~ alee —s Bt: Buckhide—3X. 
; 22 Bull’s Eye—3AA, 3D, 3E. 


4 18 “C”—3X. 
ae 83 Cadet—3V. 
18 Campaign—3J, 3S. 
83 Candystripe—3V. 
a 29 Canterbury—3E. 
18 Canton—3AA, 3D, 3E, 3N, 3S, 


3Z. 
39 Cardinal—3D, 3V. 
83 Carillon—3F. 


NA ig he 





74 Cashiers Safety—3V. 
21 Castilian—3L. 
3 Cavalier—3C. 
18 Celopaque—3E. 
2% Centaur—3Y. 
77 Certifine—3Y. 
$3 Challis—3V. 
18 Chamfico—3AA. 
18 Champion—3T. 
18 Champion Kromekote—3L. 
$3 Channelle—3D. 
83 Charcoal—3E. 
83 Chart (100%)—3V. 
60 Chatham—3K. 
7 Chaucer—3E. 
60 Cherokee—3E. 
83 Chesterlyn—3F. 
66 Chieftain—3D. 
18 Ciscraft—3K, 3Z, 3AA. 
84 City—3E. 
90 Clarity—3AA. 
$2 Clear Copy—3V. 
$2 Clear Spring—3E. 
95 See] oe 
75 Cis— 
90 Gollection—SAA. 
18 Colorkote—3K. 
75 Colortype—3K. 
21 Commercial Translucent—3K. 
66 Conference—3D. 
89 Coral—3K. 
81 Corduroy—3D. 
18 Cordwain Embossed—3L. 





4 . 4 Coronet—3D. 
2: y 4 Cortlea—31.. 
aa ~— «82 Cosmos—3C. 
a. 83 Courier—3E. 
a $2 Covmont—3V. 


“a Be 24 Crobank—3E. 
24 Crobank—3Q, 3Y. 
Craftsman—3D. 
- | 83 Craftstripe—3V. 
ii 18 Cream Government—3S. 
= » 35 Credit—3D. 
4 4 83 Crushed Ripple—3F. 
¢ 83 Crystal—3F. 








66 Crystallite—3D. 

77 Crystallon—3L. 

88 Cumberland—3E, 3Q. 

88 Cumberland Dull—3K, 38. 


88 Cumberland Gloss—3F, 3K, 3L. 


88 Cumberland Super Plate—3E. 
5 Currency—3L. 


°39 Dauntless—3D, 3F. 
29 D & C—3E. 

29 D & C Varnish—3K. 
29 De & Se—3E 

29 De & Se Tints—3E. 
94 Decatur—3D, 3V. 
24 Decofold—3K. 

83 Deed 


—3D. 

24 Dejonge Litho—€1S. 
42 DeLuxe—3L. 

90 Derby—3AA. 

13 DeSoto—3E. 

83 Diagonnelle—3V. 

35 Dictation—3D, 3V. 

29 Dileol—3E, 3J. 

29 Dilfold—3K, 3L. 

5 Direct Sales—3D. 

39 Dispatch—3D, 3F, 3V. 
18 Dixie—3X. 

84 Dorchester—3E. 

83 Double Deckle—3E. 
93 Double-Tone—3F, 

93 Dove—3Q 

83 Drawing Board—3V. 
39 Dreadnaught—3D, 3F. 
77 Drumhead—3Y. 

42 Duchrome—3L. 

29 Dulbrite—3K. 

5 Dullerome—3K. 

18 Dullofold—3K. 

5 Duplex—3s. 
90 Duplex Blue Inside—3AA. 
3 Duplex Offset—3C. 
88 Duplex Varnishing—3V. 
42 Dura-Glo—3L. 


84 Economy—3Q. 
88 “1854” —3E. 
75 Elect—3J. 

5 Election—3J. 
24 Elseca—3E. 

82 Embossed—3C, 

5 Embossing—3L. 
32 Emco—3V. 

83 Emissary—3E. 

5 Empress—3K,3Q. 

3 Enameled—3C. 
95 Enameled—3C. 

3 Enameled Offset—3C. 
60 Enameline—3K. 
35 English—3D. 

81 Equator—3F, 3Q. 
83 Etchlaid—3E. 
89 Extra Fine—3D. 


21 Fabratex—3L. 

89 Facility—3F. 

83 Fairfield—3E. 

84 Fairmount—3Q. 
18 Falcon—3K, 3S. 
34 Falpaco—3J. 

83 Fanfare—3L. 

97 Fast-to-Light—3V. 
13 Featherweight—3K. 
84 Fenway—3Q. 

93 Fiberfold—3F. 

32 Fidelity—3V. 

83 Fiesta—3E. 

88 Filmkote—3J. 

88 Fineleaf—3V. 

29 Flat White—3E. 
84 Flemish—3E. 

98 Foldette—3K. 

5 Folding—3K. 

18 Foldur—3AA,3Z. 
18 Format—3E. 

21 Fortune—3L. 
35 Fox River—3V. 

18 Franklin—3X. 
90 Franklin Clasp—3AA. 
37 Fra-Opaque—3D. 
83 Frosteraft—3V. 


83 Gabardine—3E. 

18 Garamond—3E. 

39 Gilbert Safety—3D. 

39 Gilpako (opaque)—3D. 
83 Gingham— 

66 Glacier—3D. 

60 Glacier—3K. 

75 Glareze—3K. 

77 Glen—3X. 

46 Glenbourn—3E. 

77 Glenwite—3X. 

98 Glossette—3K. 

75 Gloss Ink oe 

98 Gloss Ink— 

95 Gloss Ink E a rneled—8C. 
88 Gravure—3E. 

62 Green Core—3M. 


3 Halftone—3C., 
93 Halftone—38. 
18 Hamilton—3K, 3S. 
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42 Hammermill—3D, 3E, 3F, 3G 
3L, 3AA, 3Q, 3V. 
= Harlequin—3V. 
43 Hawthorne—3D, 3Q. 
46 Hazelbourne—3E. 
31 Heather—3D, 3V. 
35 Herald—3D. 
24 Hermes—3E. 
93 Highlight—3B, 3F, 3J. 
95 High Lustre Enameled—3C. 
83 Highway—3E. 
18 Hingefold—3K, 3L. 
60 Holston—3E. 
21 Homespun—3L. 
84 Hyde Park—3Q. 
18 Hy-Plane—3B. 


60 Ideal—3E. 

92 Ideal—C18, 3K 

83 Illustration—3V. 

18 Imitation—3T. 

60 Imperial—3E. 

13 Imperial—3E, 3K. 

5 Inca—3L. 

92 Inspiration—3AA, 3D, 3E, 3F 


95 Interleaving—3C. 
18 Inventory—3F. 
93 Ionic—3B, 3F. 
26 Ironsides—3Y. 


82 James River—3D, 3F. 
77 Jersey—3F. 

83 Jewellers—3F. 

67 John Edwards—3D. 
77 Jute—3X. 


94 Keebord—3D, 3V. 

38 Klean Karbon—3V. 

53 ‘‘Knowlton’’—3M. 

18 Kraft Ambertone—3AA, 3Z. 
18 Krome Kote—3L. 

72 KVP—3D. 


21 Laidtone—3K, 3L. 

22 Lakeland—3K. 

39 Lancaster—3D. 

22 La Salle—3E. 

83 Laurelite—3F. 

94 Lawyers—3L, 3V. 

77 Leatheret—3L. 

21 Leather-Glo—3L. 

54 Leecraft—3D, 3E, 3Q, 3V. 
18 Lexicon—3E, 

21 Librarian—3L. 

67 Liquotype—3D. 

88 Litho—3E. 

88 Litho C1IS—3K. 

95 Litho Finish—3C. 

93 Longlife—3F. 

88 Lustro Brilliant-Dull—3K. 
88 Lustro Gloss—3K, 3L 


92 Mada—3V. 

60 Majestic Duplex—3E. 
31 Manifest—3D. 

92 Marva—3E, 3U. 

35 Masterline—3D, 

84 Mattapan—3F. 

59 Maxwell—3D, 3Q, 3V. 
60 Meadfold—3K, 3L 

93 Meadow Tints—3F. 

5 Mellochrome—38. 

81 Meridian—3Q. 

18 Miami—3B, 3J. 

81 Middletown—38. 

62 Mid-States—3M. 

43 Midvale—3D. 

94 Mileage—3D. 

13 Mitham—3E, 3K, 3Q. 
13 Milham Gloss Ink—3K. 
90 Milk Bottle—3AA. 
38 Miller Special—3D. 
67 Mirra—3D. 

22 Modern—SD, 3E. 

22 Modern Gloss—3K. 
60 Moistrite—3D, 3Q. 
95 Mosaic—3C 

46 Mould Made—3L. 

43 Mount Vernon—3E. 
5 a A 

83 Multicopy—3D. 

88 Multi-Service Label CIS—3K. 
29 Multykolor—3K. 


18 Namelo—3K. 

18 N. B. Blanks—3B. 

18 Ne’er Tear—3AA, 3N. 
66 Neenah—3D. 

67 Nekoosa—3D, 3V. 

67 Nekoos-O-Pake—3D. 
88 New England—3E. 

88 New England Gloss—3F, 3K. 
35 New Era—3D. 

81 No. 9—3F. 

18 No. 1—3AA, 3N. 

95 No. 1 Cloth "Finish—3C. 
81 No. 1 Jute—3X. 

83 No. 1 Papeterie—3F. 
88 No. 66—3E. 


88 Offset C2S—3K. 

35 Old Badger—3D. 

66 Old Council Tree—3D. 
83 Olde Laid—3E. 

88 Olde Style—3E. 

60 Old Hickory—3AA, 3E. 
43 Old Hundred—3D. 

39 Old Ironsides—3D. 

29 Old Ivory—3K. 

21 Old Spanish—3L. 

93 Olympic—3F. 

83 Onion Skin—3D. 

60 Opacho—3E. 

88 Overprint Label CIS—3K. 


74 Padlock Safety—3V. 
81 Parallel—3Q. 
83 Parchment—3D. 
21 Parchmentone—3K, 3L. 
83 Parchtone—3F. 
18 Parian—3J, 3S. 
95 Pasted Offset—3C. 
83 Pastelle—3V. 
83 Patent Office Board—3V. 
92 Penink—3D. 
29 Penn—3Q. 
83 Pennell—3E. 
69 Perfection—3M. 
5 Permakolor—3K. 
94 Permanized Amity—3D. 
94 Permanized Artesian—3D. 
94 Permanized International—3D. 
94 Permanized Major—3D. 
94 Permanized Old Reliable—3D. 
94 Permanized Plover—3D. 
94 Permanized Redemption—3D. 
94 Permanized Systems—3D. 
74 Phelps Protective—3V. 
81 Pictorial—3Q. 
92 Piedmont—3K. 
24 Pilgrim Gloss—3K. 
62 Pilot—3V 
$2 Pinnacle—3K. 
62 Pioneer—3V. 
83 Platex—3E. 
13 Pliable—3K. 
94 Plover—3V. 
81 Polar—3Q. 
5 Polychrome—3K. 
82 Popular—3D. 
Porcelain—3C 
95 Post—3C. 
18 Poster—3B. 
21 Printbest—3B, 3J. 
29 Printflex—3K. 3L, 
60 Process Plate—3E, 3K. 
22 Production E. F.—3K. 
22 Production Gloss—3K. 
90 Professional Men’s Statement— 


3AA. 
60 Publishers—3E. 
82 Puritan—3D. 
66 Putnam—3D. 


29 Quaker—3K. 


39 Radiance—3D. 

18 Radiant—3AA. 

35 Raglette—3V. 

89 Rangeley—3Q. 

95 Record—3C. 

97 Reflectone—3V. 

3 Reliance—3C. 

66 Resolute—3D. 

39 Resource—3D. 

75 Rex—3K. 

75 Rexcell—3K. 

75 Rexcote—3L. 

75 Rexfine—3K. 

75 Rexfold—3K. 

75 Rex-Gloss—3K. 

75 Rexlitho—3K. 

75 Rexvar—3K 

83 Rhododendron—3L, 3V. 

29 Richfold—3K. 

29 Richgloss—3K, 3Q. 

35 Right of Way—3D. 

13 Rocket—3Q. 

22 Rotofilm—3U. 

95 Royal—3C. 

60 Royal—3E. 

98 Royal—3K. 

82 Royal Worcester Enamel—3C. 
82 Royal Worcester Offset—3C. 
82 Royal Worcester Mica Embossed 


3C, 
83 Ruftex—3E. 
7 Ruskin—3E. 


94 St. Croix—3D. 

21 Sales Aid—3L. 

18 Satin Proof—3K. 

18 Satin Refold—3K, 3L. 
24 Saturn Wove—3E 

24 Saturn Wove and Laid—3E 
83 Saxonet—3E. 

83 Scotia—3E. 

83 Script—3D. 

18 a 

98 Service—3K. 

90 Service Air Mail—3AA. 
83 Shadowfern—3V. 






46 Some 3L 
Pp _——, 

Silverlake 3. 

35 Sincerity—3D 

18 —3AA, 3N. 

21 Skytone—3K, 3L. 

Smoothlaid—3V. 
Smoothtex—3E. 

Sorex—3X. 


BR 





84 Sumner—3E" 


93 Superfine—3F. 
32 Superior—3V. 

82 Super Plate—3C. 
5 Supertuff—3L. 


84 T&H—3E. 


7 Tennyson—3E. 
24 Tenor Gloss—3E. 
24 Tenor Mat—3E. 
88 Thintext—3E. 

88 Thinweave—3E. 
83 Thistlemark—3D. 
18 Ticket—3F. 


77 20¢ Century—3F. 

77 20th Century—3F. 

90 Two-In-One Combination—3AA. 
82 Two-Text—3D. 


21 Ultrafine—3B, 3J, 3K. 
43 Uncle Sam—3D. 
22 Union—3E, 3K. 
90 Usemore—3AA. 


92 Vac-cup-bac—3V. 
35 bene 3V. 


39 Valiant—3D. 

“ Valley 39 38. 
Varnish—3K. 

Pr Vellum—3Q. 

*3 Versgood 30. 
> ay 

. A acca 
esper— 

3 Vienna Moire—3C. 


31 Volume—3D, 3L. 


35 Wall Street—3D. 
60 Watauga—3AA. 
89 a a at 3E, 3L, 3Q. 


92 Were aE oF, 3J, 3K, 
3Q, 38, 3 U, 3V. 

39 White Choad BV, 

81 White Rock—3D. 
81 White Sorex—3X. 

7 Whittier—3E. 

5 Wisconsin—3K. 

66 Wisdom—3D. 

43 fers 

84 WoCoa 

5 Woodbine 3K, 3L, 38. 

3 World—3C. 

21 Wovetone—3B, 3K, 3J, 3L. 
97 Wyomissing—30, 3V. 


75 X-Ray—3K. 


21 Zephyr—3L. 
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Abrams, The M. L., Co., 1639 Superior Ave., Cleveland, 
0. Remanufactured ” machinery. Dealers in new 
"and used type, machinery and supplies. . 18 

Ace Belting Co., 4300 Washburn Ave , N., ‘Smmcapelia, 
Minn. -rubber line-casing machine belts. 

Ace Electrotype Co., The, 1501 Superior Ave., Cleveland, 
O. Heat treated electrotypes. 

Ackerman-Gould Corporation, 92 Bleecker St., New York, 
N.Y. Hot pressimprinting aoien. 

Acme Electric & Mfg. Co., Cuba, 
transformer. 

Acme Electric aomins Co., 1217 Washington St., Boston, 
Mass. Embossing p “me ‘glue and melting pots, kettles, 
space heaters and drying 

Acme Gear & Machine een vith & Wood Sts., Philadelphia, 
Pa. Grammer 

Acme Press Blanket Co., ° 160 DN. Wells St., Chicago, Ill. 
Mfrs. of cork, rubber, synthetic and combination blankets 
for job, book and newspaper flat-bed and web presses. 

Acme Printing Saelinne Co., 333 8. Clinton &t. Caen, 

Ill. Mfrs. of sheet heaters, roller trucks, vibrating dis- 
tributors, fountain dividers and other attachments. 

Acme Staple Co., 1643: Haddon Ave., Camden, N. J. 

d, foot and motorized stapling machines with flat 
and saddle back tables. 

Acme Wood Type & Mfg. Co., 61 Beekman St., New York, 
N.Y. Mfrs. of wood type. 

Adams, Ernest Edwin, 27 E. Willis St., Detroit, Mich. Plas- 
tic reduction chase. 
damson Machine Co., Akron, Ohio. ae maeonve elec- 
trotype molding press, Rubber pla: 

Advance Mfg. Co., Inc., 350 N. Seen es ge Ky. 
Air and paper conditioning equipment. 

Aetna Paper Co., The, 115 Columbia St., Dayton, 0. 
Mfrs. of bond, ledger and serve pape Tadex Index bristols. 

hetetense Carp. Bia , Binghamton, 

Aigner, G. J., Co., 503 8. Jefferson St., Chicago, Tl. Gum- 
med hollands and 


. Y. Vapor lamp 


cambrics. 
Air Conditioning Supply Co.,. 4068 Superior Ave. Cleve- 
land, O. Mfrs. and agents ‘for air filters, furnace fans, 
sand steam unit heaters, pa aca regulators, 
Owers, ventilating fans. grilles and registe 

Airking Inc, 549 W. Washington Blvd. Chicago, Ill 
Humidifiers, dehumidifiers, general air-conditioning units. 
Albermarle Paper Mfg. Co., The, Box 2189, Richmond, 

be | wrong? cover paper rand specialties. 
ing & Binding Machinery Co., 3771 Chester 
pens "Cleveland, O. Dealers in new and used machinery. 


Allied tel Euipment Co., La 
A, des, trucks, shelving > owl 
Id Corp., 320 0 Bridge 8t., Brooklyn, N. Y. 


All Steel Welded Truck rade Railroad Ave., Rock- 
ford, Ill. Trucks and plat 
Alltone Process Dept., Oakland ' Tribune, Oakland, Calif. 
Method of eo. __pimowrephie printing from 
original engraved zinc plates 
ye eons J Corp., 55 ‘Vanda St., New York, N. Y. 
porters of printing 
Aluminum Co. of America, aeite Gall Bidg., Pittsburgh, Pa, 
Plates for offset printing 
—— Abrasive Metals Co., 460 Coit St., Irvington, 
N.J. Floor plates and safety treads. 
Americar. Blower Corp., 6000 anes St., Detroit, Mich. 
Poca nod per conditioning equipmen 
rass Co., The, 25 aes, New York, N. Y. 
1 Copper anodes sheets. 
American Cyanamid & Chem. Corp., 30 Rockefeller Plaza, 
New ew N. Y. Synthetic resins "used in modern quick 


dryingi 

American Evatype Co., Jentell, Ill. Rubber and plastic 
p men ETT 

— Felt 315 *rourth Ave., New York, N. Y. 


American Finishing Co., 500 8. Peoria St., Chicago, Ill, 
Finishing for the trade. 

American Numbering Machine Co., a and Shepherd 
Aves., Brooklyn, N. Y. Mfrs. of numbering machines, 

American Perforator Co., The, 625 W. Jackson Blvd., 
Chicago, Iil. Numbering, perforating, punching and 
round cornering machines. 

American Roller Co., 1342 N. Halsted St., Chicago, Ill. 
Printers’ rollers and adhesives, glue, etc. 

American Printing Ink Co., Div. General Printing Ink 
Corp., 2314 W. Kinzie St., Chicago, Ill. Letterpress, 
litho, offset, gloss, gravure printing inks; driers, varnishes 


23 E. Huron St., Chicago, Ill. 
enor ang poco Merve se plastic film mounted on wood 


Mich. Filing equip- 
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American Publishers Supply, P.O. Box, 131, West Lynn, 
Mass. Stereotype scorching machines, scorcher 
supplies, autoplate, pressroom and smaitin room 
supplies and accessories. . ; - 94-95 

American Rotoprint Corp., 1935 Euclid hes Cleveland, 
Ohio. Mfrs. offset press, dealers in supplies for offset 
printing. 

American Steel & Copper Plate Co., 101 Fairmount Ave., 
Jersey City, N. J. Steel, copper, brass and zine plates, 
engraving supplies. 

American Steel & Wire Co., Rockefeller Bldg., Cleveland, 

. Bookbinders wire. 

Amatian — oe Co., 3131 Forty-eighth Ave., Long 
Island City, N Y. Mfrs. of chases, saws, trimmers, 
trucks, rules, galleys, cutters, mitering machines. 19, Dec. 

American Transfer Paper Co., 1757 Sunnyside Ave., 
Chicago, Ill. Lithographic transfer paper. 

American Type Founders, 200 Elmora Ave., Elizabeth, 

N. J. Mfrs. of printing presses, parts and type, 
stitchers, cutters, etc., Dealers in printers’ supplies 
and equipment................Inside Back Cover, Dec. 

American Wood Type Mfg. Co., 270 Lafayette St., New 
York, N. Y. 6088. Dearborn St., Chicago, Ill. Mfrs. of 
wood type. 

American Writing Paper Co., Inc., Holyoke, Mass. Bond, 
linen, ledger, writing, bristol, book, offset, cover, wedding, 
papeterie and greeting card papers. 

American Zine Products Co., The, Greencastle, Ind. Zine 
litho plates, copper and zinc : photoengraving plates. 

Ames Bag Machine Co., E. 66th St. and Euclid Ave., Cleve- 
land,O. Bag machines. 

Ampere Automatic Machine Co., Ampere, N. J. Milk 
bottle cap, card and container printing press. 

Amthor pois. Instrument Co., Inc., 317 Johnson St., 
Brookl Testing instruments, time recorders. 

Anchor Chemical Co., 509 Fifth Ave., "New York, N. Y. 
Varnishes, driers, type wash and ink specialties. 

Anderson, C. F., & , 8225 Calumet Ave., a. Ill. 
Mfrs. of trucks, folders and binding machinery, binding 
and bundling presses. 

Anderson-Pritchard Oil Corporation, 31 N. Summit St., 
Akron, Ohio. Offset blanket wash. 

Angle Steel Stool Co., Inc., 127 Oak St., Plainwell, Mich. 
Steel furniture for newspaper and printing plants. 

Apex Products Corp., 142 W. 24th St., New York, N. Y. 
Multicolor printing machines for printing rolling surfaces 
with one, two or three colors in one on Presses 
for printing recy eee’ (novelties, handles, etc.). 

Appleton Coated P.: a Co., Appleton, Wis. Coated and 
colored coated pa 

peared Co., os 5. teth St., East Orange, N. J. Dehu- 
midifiers 

Arabol Mfg. Co., The, 110 E. 42nd St., New York, N. Y. 
Ali types of gums, glues, pastes, latex cements. 

Arbeka Webbing Co., Pawtucket, R.I. Web tape 

Arnold Numbering "Machine Works, 9 N. Franklin St., 
Chicago, Ill. Dealers and repairers of numbering ma- 
chines, eyelet, s tapling and punching machines. 

Ashcroft American auge Div. Manning, Maxwell & Moore. 
Inc., 11 Elias St., Bridgeport, Conn. Paper gauges an 
testing instruments. 

Atkins, E. C., & Co., 438 S. Illinois St., Indianapolis, Ind. 
Paper knives and slitters, cutting, scoring ani perforat- 
ing rule, saws, files and ozokerite. 

Atlantic Zinc Works, (Rolled Plate Metal Co.), 210 
VanBrunt St., Brooklyn, N. Y. Zinc, alloy and free 
plates for photoengraving. . . 7 

Atlas Electric Devices Co., 361 W. Superior St., Chicago, 
Il]. Engravers’ arc lamps, composing units, fade-ometer. 

Auld, Hampton, Inc., 104 Verona Ave., Newark, N.J. Ink 
specialties, letterpress, lithographic inks. Metallic inks, 

Aurora School of Photoengraving, Aurora, Mo. Photo- 
engraving equipment and supplies... ... .23, Dec. 

Austin Co., 16112 Euclid Ave., Cleveland, 0. "Industrial 
construction engineers. 

Automatic Register Guide Co., 3921 Seventh Ave., S., 
Birmingham, Ala. Register guide for platen presses. 

Automatic Saw Sharpening Co., 735 E. Ohio St., Indian- 
apolis, Ind. Sharpens saws "for printers, dealers in 
new equipment, routers. . . 60 

Automatic Time Stamp Co., "139 ‘Atlantic ave ‘Boston, 
Mass. Timerecorders. 

Automatic oe Co., 101 W. 87th St., Chicago, 
Ill. Electric industrial trucks, tractors and cranes. 

Aylmer, B., 108 W. Lake St. pane Manufacturer 
of photoengraving solutions. . . .23, Dec. 
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Babeock Printing Press Corp., 38 Pequot Ave., New 
London, Conn. Mfrs. of cylinder presses, automatic job 
rresses, rotary color presses, cutting and creasing ma- 
chines 

Bache, Semon & Co., 636 Greenwich St., New York, N. Y. 
Magnifying and reducing glasses, photoengraving glass 
and mirrors. 

Badger Paper Mills, Peshtigo, Wis. Bond, mimeograph, 
thin papers, specialties. 








Baer Bros. (Bronze and Varnish Dept.), 438 W, 87th : 
New York, N. Y. Dusting and ink 5 bes : 

star yg ie . becca and = 
aker, A. F., Machine Co., 142 Oliver Boston 
Machinery dealers. sige Mass, 

Baldwin, James L., & Co., 30 8. Clinton St., Chi I. 
Carriers for conveying "letters, packages, ete ae 

. — oy by carriers, ;band and elation 
altimore Type omposition Corp., 15 §. Frederick §¢- 

s even wit Md. Poamg > 4 re * 8, 
antam Bearings Corp,. 3702 W. Sample St. ~ Soa 
Ind. Bearings for high speed newevenet anal presses, Bend, 

Barager, M. E., 6523 20th Ave., N. E, 

Dealer in typesetting machinery, arts pee 
Bare, D. M., Paper Co., Roaring e pring, Pa, 
coated book, label, offset and mimeograph papers. 
gay ay. br netiad <4 at Darien St., Phi 
a. Rotaty shaver, or 4 color rotary rollef 
with hydraulic rewind. — blocks Pay: caved 
color plates... § 

Barkley Associates, ‘16 Federal St., "Boston: Mam! Archi 

Barkor-Frink Tube Lighting Cor ridge Plane 
arkon-Frink Tu ig yt 01 23-10 Bridge 
South, Long Island City, N “" Carbon dioxide day. 
light lamp. fs 

Bates Mfg. Co., The, 30 Vesey St., New York, N, Y 
Eyeletters, numbering machines, staples. , 

ae & Palmer Machine Co., 1317 Princeton St., Elke 

hart, Ind. Multi-color press for cards and labels, tea tag 
press, presses for printing on stainless steel and wet paper, 
Special printing equipment. 

Bauer Type Founders Co., Inc., 235 B. 45th St. New York, 
N. Y. Distributor of imported type 

5°75 ery rest, “tind Chestnut ‘St. »,| hiladelpbias Bie 

rt. of folding machines, dealer in fo machines, 
feeders and presses. ™ 

Bausch & Lomb Optical Co., 685 St. Paul St., Rochester, 
N. Y. Magnifiers and microscope 8. 

Beall, Jack, Vertical Service, 705 5. Dearborn St., 

lil. Transfer table, service and accessories for M 
vertical press. : 

Beall, James I., 31 W. Market St., Akron, O. Dealer in ‘ 
supplies for the printing plant. ¥ 

Bearings Industry Corp., 1834 Broadway, New York, N.Y, 
Ball bearings and roller bearings ‘ 

Beck, Charles, Machine Co., 414 tN, 13th St., Philadelphia, 
Pa. Electric eye “spot sheet” cutter. 
making machinery. 

Beck Engraving Co., 7th and Sansome Sts., Philadelphia, - 
Fa. Rotogravure "cylinder sleeve and plate making for 
the trade. 

Becker-Kowalick Co., 1716 W. Hubbard St., _ I. 
Tables and benches, vacuum — _ paris. 

Beckett Paper Co., The, Hamilton, O. Covers, book and 
offset papers. 

Beckfield Rotary Vacuum Blower Co., 704 Second Ave, 
Pittsburgh, Pa. Air pumps 

Belmont Smelting ¢ & fing beers Inc., 318 Belmont 
Ave., Brooklyn 

Ben Day, Inc., wis E 28th s.. ‘New York, N. Y. Shading ” 
machine equipment, etching ink and gamboge. ; 

Benjamin Electric Mfg. Co., Des Plaines, Ill. Lighting 
units for bindery, composing room and pressroom. 

Beregh Manufacturing Co., 461 Sia Ave., New York, 
N.Y. Anti-offset spray gun equipment. 

Berger Mfg. Co., Division of Republic Steel Corp., Canton, 
O. Steel office and filing furniture. 

co ae Co., Neenah, Wis., Uncoated book, litho 
and thin papel 

Berry Machine Co., 716 N. First St., St. Louis, Mo. Mfrs, ~ 
of round hole cutting machines, paper lift ere 
presses, pneumatic book presses, machinists, 


Best, Edward H., & Co., 224 Purchase St., Boston, Maas, yl 


Blankets 
Beveridge Paper Co., 705 W. Washington St., Indianapolis, 
Ind. Bristols, coated and specialties. Makers of dry mats. 
Bijur Lubricating Corp. 4301 Twenty-Second St., 
Island City, N Lubricating equipment. 
Bingham Bros. Co., 406 Pearl St., New York, N.Y. Print- 
ing press rollers, ‘glues, padding compounds, 
cine am’s, Sam’l., Son pes Co., 636 Sherman St., 
Chicago, Ill. Printers’ rubber and synthetic — 
non-meltable composition, also fabric covered, rote~ 
gravure, offset, serene beam 
graining rollers. . 
Binns & Smith Co., 41 E. 42nd ‘St., ‘Nee York, XN. Ff 
ron blacks, bone blacks and oxides of iron for ink 
vem acturing industry. 
Black Cross Metal Cleanser Co., 128 Moss Ave., Highland 
Park, Mich. Cleanser for molten metal. 
Black Rock Mfg. Co., 177 Osborne St., Bridgeport, Conn. ” 
Rubber roller grinders and polishers, and roller gauges. 
Blatchford, E. W., Co.,63 Park Row, New York, N. Y. 
Mfrs. of plate mounting bases, pin pees’: 
catches, printing metals and fluxes. . 4 
Blomfeldt & Rapp Co., 108 N. Jellereon St., " Chicago, il. 
Mfrs. of macerating machines. : 
gprs Mfg. Co., 64 ne nog Dr., Dayton, 0. Bobe- ; 
meter for gauging stereo p ates 
Boehner Binder Co., 214 Fox St., Aurora, Ill. Roll gold 
stamping and embossing machines. 
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; jton, John W., & Sons, Lawrence, Mass. Paper cutter 


_ A., Rubber Co., 364 Rockefeller Bldg., 
Booth, The o. Rubber rollers and gloves, printers’ 
iat cement, engravers’ stripping cement, transparent 
frisket rubber and type wash. Lge Mee Ung ea tas eK <8) 
Boston Printing Press & Machine Co., East Bridgewater, 
Mass. Box and carton equipment and supplies. 
n Saw & Knife Co., 102 Pearl St., Boston, Mass. 
Seamer saws, paper knives, cutting sticks. : 
Wire Stitcher Co., Division St., E. Greenwich, R, I. 
Mirs. of wire stitchers, staples and stapling machines. 
“Bound Brook Oil-less Bearing Co., Lincoln Blvd.,Bound 
Brook, N. J. Bearings, bushings and washers. 

Bowser §. F., & Co., 1302 E. Creighton Ave., Ft. Wayne, 
And. | Ink pump and system. 

Brackett Stripping Machine Co., 505 Jackson St., Topeka, 
Kan. Mfrs. of jogging, tipping, scoring, forming, gus- 
setting and stripping machines. 

utphin Ink Co., The, 3800 Chester Ave., Cleve- 
land, O. Printing, litho, offset, water color inks, var- 


nishes and driers. 


 Brandtjon & Kluge, Inc., Como at Gaultier St., St. 
Paul 


a ae 
Brae Cit portablebiowors and cleaners... 23, Bec. 
: BUNS conn” Phote-cagraving ino PB genoa 
penll Harry W.,.Co., 430 Howard St., San Francisco, 
if, Dealers in machinery and supplies for printers 


binders. 
eG. The, big megd Conn. Temperature and 
idity recording devices. 

es Pat er Co., 400 Security Bldg., St. Louis, Mo. 
Mats and blankets for stereotypers. 

Brown & Sharpe Mfg. Co., Providence, R.I. Paper gauge 
micrometer and tools for the printing machinist. 

Brown, Arthur S., Mfg. Co., Tilton, N. H. Web tape. 

Brown-Bridge Mills, Inc., Troy, Ohio. Gummed papers. 

Brown Co., 404 Commercial St., Portland, Me. Bond, 
ledger, bristol, cover and offset paper. : 

Brown Folding Machine Co., 301 E. 18th St. Erie, Pa. 
Mfrs. of folding machines. 

Bryant Paper Co., Kalamazoo, Mich. Offset, book and 

Buckeye Paste Co., 270 S. Wall St., Columbus, O. Ad- 
hesives. 

Buffalo Forge Co., 490 Broadway, Buffalo, N. Y. Air 

ditioning equipment. 

Bultman, The F. H., Co., 10271 Berea Rd., Cleveland, O. 
Mfrs. special machinery, repairs and rebuilds. 
mn, B. H., Co., Vincennes Ave. at 76th, Chicago, Ill. 
Tying and bundling equipment. 


| Burdett Mfg. Co.,19 N. Loomis St., Chicago, Il!.Infra- 


red radiant ink drying apparatus for letterpress and 
offset presses, electrotype and stereotype pot gas 

“Burgess Cellulose Co., Freeport, lll. Burgess “chrome” 
mats. Nutex, syndicate, cast-tex mats for newspaper 

ction Tone-tex and super tone-tex for halftone 

reproduction, direct pressure. Dealers in stereotype 
equipment and supplies........................-.-.88 

Burgess Ink Co., Inc., 142 Skillen St., Buffalo, N. Y. Letter- 
press, lithographic and offset inks, opaque, developing 

Burke Machine Tool Co., The, Sandusky St., Conneaut, 
0, Bench machine tools. 

Burrage, Robert R., 15 Vandewater St., New York, N. Y. 
Padding and bookbinding glue. 

Bush-Krebs Co., Inc., 408 W. Main St., Louisville, Ky. 
Machinery dealers. 

— Men’s Paper Press Co., Wayland, Mich. Paper 

ers. 
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California Ink Co., The, 545 Sansome St., San Francisco, 
Calif. Rollers, letterpress, lithographic and offset inks, 
photoengravers’ equipment and supplies. 

Callaway Mills, 295 5th Ave., New York, N. Y. Wiping 
eloths and towels. 

Cambridge Instrument Co., Inc., 3732 Grand Central 
Terminal, New York, N. Y. Printers’ moisture indi- 


cator. 

Cameron Machine Co., 61 Poplar St., Brooklyn, N. Y. 
Paper slitting and winding equipment. Constant 
tension mil! roll. Photo-electric side register control 
for web presses, slitters and other roll processing machines. 

Campbell Co., E. F., The, 1107 W. 54th St., Los Angeles, 
Calif. Addressing and mailing machines. 

Campbell Printing Press Parts & Supplies, 118 199th St., 
St. Albans, N. Y. Dealers in printing press parts; 
printers’ machinists. 

Oanada Printing Ink Co., Ltd., The, 15 Duncan St., 
Toronto, Canada. Letterpress, lithographic, offset, water 
color and aniline inks. 

©. & J. Printing Service, Inc., 2101 E. Washington St., 
Indianapolis, Ind. Automatic mouthpiece wiper for 
composing machines. 


Cantine, The Martin, Co., Saugerties, N. Y. Coated book 


papers for oil or water color inks. 

yon Printing Ink Co., 821 3rd St., Des Moines, Iowa. 

inting, lithographic and stencil inks. 

Carborundum Co., The, Niagara Falls, N. Y. Tympan 
paper, sharpening stones, grinding wheels. 

Catew Mfg. Co., Hadley Falls, Mass. Bonds, ledgers, 
covers and index bristol. 

Carlson, John P., Inc., 420 Carroll St., Brooklyn, N. Y. 
Letterpress, litho, offset and water color inks 


*Carmichae] Blanket Co., 168 Forsyth St., S. W., Atlanta, 


Ga. Relief blankets for printing presses. 


Carmichael Printing Ink Co., 223 Garnett St., 8. W., 
Atlanta, Ga. Printing and litho inks. 

Carpenter Tew Gear Co., 67 35th St., Brooklyn, N. Y. 
Cut, spur, spiral, bevel gears. 

Carrier Corp., 8. Geddes St., Syracuse, N. Y. Air con- 
ditioning apparatus. 


Casper Gripper Co., 419 Erie Bldg., Cleveland, O. Grippers 


for platen presses. 

Castype Corp., 205 W. Monroe St., Chicago, Ill. Castype 
line-casting machines for multigraph and letterpress. 

Cavagnaro, John J., 5th & Essex Sts., Harrison, N. J. 
Roughing, pebbling and stripping machines. 

Cavicchi Polishing Machinery Co., 60 Walnut St., Dor- 
chester (Boston), Mass. Lithographic stone polishing 
machine (electric). 

One Printing Plate Co., 2722 7th Ave., Birmingham, 

a 


Celluloid Corp., 10 E. 40th St., New York, N. Y. Plastic 
lumarith, protectoid. 

Central Machine Works, 437 S. Senate Ave., Indianapolis, 
Ind. Paper roll trucks. 

Central Paper Co., 2400 Lakeshore Dr., Muskegon, Mich. 
Tympan and specialty papers. 

Century Electric Co., 1806 Pine St., St Louis, Mo Elec- 
tric fans, motors and generators. 

Cercla, Inc., 231 S. Green St., Chicago, Ill. Binding 
process. 

Certified Dry Mat Corporation, 9 Rockefeller Plaza, 
New York,N.Y. Stereotype dry mats for syndicate, 
commercial job, newspaper and magazine reproduc- 
tion. Dealers in stereotype equipment and supplies.. 16 

Challenge Machinery Co., Grand Haven, Mich. Mfrs. 
of presses, cutters, drillers, routers, punches, knives, 
cabinets, motors, iron furniture, Kut-lox system for 
holding plates on bases for proving and stereotyping, 
steel-grip catches for holding plates on bases for stere- 
otyping or flat-bed printing, etc..................... 13 

Chalmers Chemical Co., 123 Chestnut St., Newark, N. J. 
Type wash. 

Chambers Bros., Co., 52nd & Media Sts., Philadelphia, Pa. 
Mfrs. of folding machines, feeders for folding machines, 
varnishing machines, 

Chambon—See L. C. Machinery Corp. 

Champion Paper & Fibre Co., The, Hamilton, O. 
Coated and uncoated papers, cardboard and bristols, 
bonds, envelope papers, writing and kraft wrapping... 19 

Champlain Corp., 62 Outwater Lane, Garfield, N. J. Rotary 
printing presses built to order. 

Chandler & Price Co., The, 6000 Carnegie Ave., Cleve- 
land, O. Mfrs. of printing presses and 
paper cutters......................Inside Front Cover 


Channing Alfred W., 188 Tioga Dr., St. Albans, N. Y, Re- 
melting furnaces and composing machine metal feeders. 
Chapman Saw & Knife, Inc., 506 8. Broadway, St. Louis, 

Mo. Dealers in used machinery, repairers. 

Chapman, William H., 227 Mulberry St., Newark N. J. 
Bank note engraving machines. 

Chemco Photoproducts Co., 230 W. 41st St., New York, 
N. Y. Cameras and photoengraving equipment and 
supplies. 

Chemical Paper Mfg. Co., Holyoke, Mass. Bristols, cover, 
bond, ledger and thin papers. 

Cheshire Mailing Machines, 111 W. Washington St., Suite 
1812, Chicago, Ill. Dick mailing machines. 

Chicago Box Machine Works, 1810 W. Grand Ave., Chicago, 
Ill. Dealers in new and rebuilt paper box machinery. 
Service and repairs. 

Chicago Lino-Tabler Co., 53 Jackson Blvd., Chicago, 
Ill. Lino-table, multiple broach, vertical ruling material 
slug forming matrices. Register table for Miehle Vertical 


press. 

Chicago Linotype Maintenance Co., 549 W. Randolph 
St., Chicago, Ill. Dealers and repairers of Linotypes. 

Chicago Printers Machinery Works, 609 W. Lake St., 
Chicago, Ill. Dealers in new printing presses, sup- 
plies and equipment. Also rebuilt printing equipment. 

Chicago Roller Co., 554 W. Harrison St., Chicago, III. 
Composition, rubber, lithographic and offset rollers. 

Chicago Steel & Wire Co., 103rd St. and Torrence Ave., 
Chicago, Ill. Bookbinding and boxmaking wire. 

Chicago Wheel & Mfg. Co., 1103.W. Monroe St., Chicago, 
Ill. Portable routers and grinders. 

Chillicothe Paper Co., Chillicothe, O. Offset and book 
papers. 

Christensen Machine Co., The, 100 Fourth St., Racine, 
Wis. Mfr. of paper feeders for presses, folders, varnish- 
ers and sheet fed machines, bronzers, gathering and 
stitching machines. 

Cincinnati Time Recorder Co., The, 1733 Central Ave., 
Cincinnati,O. Time recorders. 

Clarke, E. C., 3630 Bloomington Ave., Minneapolis, Minn, 
Mfr. and dealer in grippers, blankets for platen presses 
and sheet heaters. Special grippers for patent base on 
platen presses. 

Clean-A-Press Machine Co., 821 3rd St., Des Moines, Ia. 
Offset roller cleaning attachment. 

Cleanprint, Inc., 225 Varick St., New York, N. Y. Spray- 
ing unit and liquid to prevent offset. ‘ 

Clements Mfg. Co., 6671 S. Narragansett Ave., Chicago, 
Ill. Portable blowers. 

Cleveland Printing Ink Co., 1440 West 3rd St., Cleveland, 

Letterpress and offset inks. 

Cline Electric Mfg. Co., 211 W. Wacker Dr., Chicago, 
lll. Mfr. of reel and tension machinery and equip- 
ment and printing press controls, conveyors for 
magazines and newspapers, industrial track eéquip- 
ce EE PRE SEO ON FETE TOT 

Cling-Surface Co., 1032 Niagara St., Buffalo, N. Y. Belt 
dressing. 

Clipper Belt Lacer Co., 974 Front Ave., N. W., Grand 
Rapids, Mich. Belt cutters, lacers and hooks. 

Coated Textile Mills, Inc., Columbus and York Aves., 
Pawtucket, R. I. Imitation leather. 

Coes, Loring Co., 72 Coes St., Worcester, Mass. Knives 
of all kinds. 

Coffing Hoist Co., 800 Walters St., Danville, Ill. Metal 
feeders for line casting machines. 
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Collins, A. M., Mfg. Co., 226 W. Columbia Ave., Phila- 
delphia, Pa. Chalk over Ae press makeready; book 
and cover papers and card ds. 

Colorgraph Process Co.; 461 Eighth Ave., New York, N. Y. 
Method of producing prints in multicolor from a single 
black or color halftone or line etching. 

Colorgraphic Corp., 13044 E. Wayne St., Ft. Wayne, Ind. 
Rockerscreen press, silk screen process. 

Columbia Printin Machinery Corp., 377 Broadway, New 
York, N. Y. 1 and embossing press and supplies, 
Res wrens, bronzing machines. plitting and rewinding 
macoines. 

Commercial Eogating Fapres Co., 34 N. Ritter Ave., 
Indianapolis, Ind. Books on all graphic arts processes. 

Commercial Investment Trust Corp., 1 Park Ave., New 
York, N. Y. Financing printing equipment on deferred 
payment basis. 

Commercial Iron Works, 2424 Porter St., Los Angeles, 
Calif. Roll feed rotary presses. 

Composograph Co., The, 2832 Grand Blvd., Detroit, 
Mich. For typing copy for offset reproduction. 

Conco Engineering Co., Mendota, Ill. Remelt 
loading equipment. a roll hoists. 

Connell & Dangler Machine Co., 371 St. Paul St., Ro- 
chester, N. Y. Paper box making equipment. 

Consolidated Printing Ink Co., 431 N. Griggs 8t., St. Paul, 
Minn. Letterpress, lithographic and offset inks. 

Consolidated Water Power & Paper Co., Wisconsin Rapids, 
Wis. Coated and uncoated book, writing and specialty 


papers. 

Continental Lithographing Corp., 952 E. 72nd St., Cleve- 
land, Ohio. Fluorescent printing and lithographing inks. 

Continental Type Founders Assn., 228 E. 45th St., New 
York, N. Y. Mfrs. of type; importers of ge A 

Cook's, Adam, Sons, Ine., 52 V: bilt Ave., New York, 
N. Y. Lubricants. 

Cork Insulation Co., Inc., 155 E. 44th St., New York, N. Y. 
Insulation corkboard to check noise and vibration. 

Corkpak Co., The, 45 South St., Mt. Vernon, N. Y. Press 
an fener 5 blankets, drawsheets, cutting knives and 
cutting rubbers. 

Cottrell, C. B., & Sons Co., W , R. 1. Mfrs. of 
rotary web sheet fed rotary presses 

presses, electrotype and 
stereotype machinery, cutting and creasing presses 

Covel-Hanchett Co., Big Rapids, Mich. Paper and slitting 
knife grinders, knife ces and saw sharpeners. 

Coxhead, Ralph Co., 333 Sixth Ave., New York, N. Y. 
Photo-composing and photo lettering machine. 

Ones & Paddock, Inc., 48-15 32nd Pi., Long Island 

ity, N. Y. Cork and rubber blankets, all types of 
stereotype supplies... .... 2.00.0... ce eee ee eee. BB 

Cee Vibration Control, Inc., 250 W. 49th St., New York, 

Craftsman Lineup Table Corp., 49 River St., Waltham, 
Mass. Mfrs. of line-up tables. 

Craftsmen Machinery Co., 307 Atlantic Ave., agen 
Mass. Dealers in and manufacturers of machinery ani 
repairers of used machinery. 

Craftint Mfg. Co., 210 St. Clair Ave., Cleveland, Ohio. 
Shading medium. 

Craig Corp., 143 W. 20th St., New York, N. Y. Offset 
preventive device. 

Cramer, G., Dry Plate Co., Lemp & Shenandoah Aves., 
St. Louis, Mo. Plates, films, supplies for all photo- 
mechanical Pye 

Cramer Co., The R. W., Inc., Centerbrook, Conn. Eleo- 
trical timers. 

Crane & Co., Dalton, Mass. Antique book, artificial 
parchment, banknote, bonds, ledger. 

Crawley Book Machiner Co., 328 Keturah St., Newport, 
Ky. Rounding and becking and board beveling ma- 
chines for bookbinders. 

Crescent Ink & Color Co. of Pa., 464 N. 5th St., Phila- 
delphia, Pa. Letterpress, litho and offset inks, varnishes 
and driers. 

Crocker Burbank Papers, Inc., 545 Westminster St., 
Fitchburg, Mass. Mfrs. coated and uncoated papers. 
Crocker-McElwain Co., Holyoke, Mass. Bonds, covers, 
drawings, folding boxboard, ledgers, offset, onion skins 

and writings. 

Croke, Allan B., Co., 163 Oliver St., Boston, Mass. Photo- 
engravers’ and offset supplies and equipment. : 

Cromwell Paper Co., The, 4801 S. Whipple St., Chicago, 
Ili. Tympan paper. 2 

Cummins Perforator Co., 4740 Ravenswood Ave., Chicago, 
Ill. Perforators, punching and numberi ng machines. _ 

Curle Mfg. Co., 500 Sansome St., San Francisco, Calif. 
Mfrs. of parts for printing machinery, parts and repairs 
for linotype machines, saw for attachment to linotype 
machines. 

Curtis-Grey Engineering Co., 211 S. Ludlow St., Dayton, 
Ohio. Adjustable mold base plate. 

Cushman Electric Co., 69 S. Main St., Concord, N. H. 
Mfrs. of motor for line-casting machines, routing 
machines and hends..5ov 6 6k os an Ge eiceda aban 

Cutler-Hammer, Inc., 542 N. 12th St., Milwaukee, Wis. 
Electric switches and controls for printing machinery. 
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Damon & Peets, Inc., 56 Beekman St., New York, N. Y. 
Printers’ supply house. 

Davidson Mfg. Corp., 1020 W. Adams St., Chicago, Ill. 
Complete new line of modern, high speed folding ma- 
chines, collating machines. Combination letterpress and 
offset duplicating machine. 

Davidson Perforator Corp., 7157 68th Pl., Glendale, 
Brooklyn, N. Y., Mfrs. of perforators, scorers and slitting 
attachments for presses. 

Day, The J. H. Co., 1144 Harrison Ave., Cincinnati, 0. 
Ink mills and mixers. 
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m Rubber Mfg. Co., The, 2380 W. Riverview Ave., 


m, O. Printing press rollers. 
Dayton Type, Inc., 200 avis Ave., Dayton, Ohio. Type- 
setting machine. 


DeJonge, Louis, & Co., Fitchburg, Mass. Art mat paper, 


Dein Mig 3 te specialty papers. 
600 E. Vienna Ave., Milwaukee, Wis. 
Aig ovo) mortisers, lathes, sanders for wood work. 


pee Mfg. Co., Framingham, Mass. Gummed and 
metallic coated papers, tags. 

Detroit Edge Tod Co. 433 Mt. Elliott Ave., Detroit, 
Mich. Paper cutting ‘and s sar! knives. 

Detroit Numbering Machine Co., 535 Bates St., Detroit, 
Mich. Dealers in and aaa of numbering machines. 

Devere Co., 2000 Clark St., Racine, Wis. Thermographic 
oreeee and padding compound. Anti-offset spray 
solution. 

DeVilbiss Co., The, 300 Phillips Ave., Toledo, O. Offset 
preventive spray gun and solution. Pressroom exhausts. 

Dexter Folder Co., Pearl River, N. Y. Mfrs. of Cleveland 
and Dexter folding machines, continuous sheet feed- 
ers, inserting ines, Cross " feeders, ee 
book stitchers, box stitchers. . 


Diamond peeve Leaf Co., 710 Van Deen St., ‘Staple- 


ton, 8. I . Imitation gold, aluminum and ‘pigment 
color be Na 
Dickinson, C. W., Jr., 321 Cortland St., Belleville, N. J. 


Mfrs. of banknote machinery. 
Dill & Collins, Inc., Richmond & Tioga St., Philadelphia, 


Pa. Book, ‘offset, writing, cover, music "and specialty 


papers. 

Dill Mfg. Co., 700 E. 82nd St., Cleveland, O. Mfrs. spot 
oiler in shape of fountain pen for oiling typesetting ma- 
chine keyboard cams and any small machine parts. 

Dillon Machine Co., (owned and operated by Emerson 
Mfg. Co.), Lawrence, Mass. Paper folding machines and 
rotary cutters. 

Disston, Henry, & Sons, Inc., Tacony, Philadelphia, Pa. 
Cutting cpa blades and ‘saws, saw steel press draw- 
sheets and oo ing for die cutting. : 

District of Columbia Paper = Inc., Washington, 
D. C. Blotting, — rag book 

Division Lead Co., 6 W. Kinzie St., Chicago, Il. 
posing and Pac read metals. 

Dixon, — Crucible Co., Jersey City, N. J. Graphite 
and’ graphite products. 

Dixon, Norval & Co., 345 Poplar Rd., Indianapolis, 
Ind. ey and supplies for intertypes and linotypes. 

Doepel, J. E., Co., 626 Race St., Philadelphia, Pa. Auto- 
matic sheet cutting, gluing and pasting machines. 

Dom, G. C., Supply Co., 125 Pearl St., Cincinnati, O. 
pene | in engravers’, electrotypers’ and lithographers’ 


Com- 


suppli 

Dorsey Printers Supply Co., Inc., 88 Hernando St., Mem- 
phis, Tenn. Mfrs. and dealers in electrotypes, " stereo- 
types and printers’ supplies. 

Douthitt Corp., 650 W. Baltimore Ave., Detroit, Mich. 
Mfrs. of photoengraving and offset litho devices, 
supplies and repairs. . . i We 

Doyle, J. E., Co., 1220 W. 6th St., 'N. W, ‘Cleveland, 0. 
Mfrs. of electric sheet heaters, ‘vacuum’ sheet cleaner, 
ink distributor and vibrating roller, metallic ink, ink 
driers and compounds, Miehle vertical transfer table. 

Driscoll, Martin, & Co., 610 Federal St., Chicago, Ill. 
Letterpress and lithographic inks. 

Dudley, Kenneth E., The, 1205 Hamilton Blvd., Hagers- 
town, “Presscut’” combination round and flat- 
hele punch for use on platen presses. Rotator variable 
speed gathering machine. 

Dultgen, Arthur, New York News, New York, N. Y. 
Color separation process for gravure. 


Duplex Printing Press Co., Battle Creek, Mich. Mfrs. 
of newspaper presses and stereotype machinery. .... 65 

DuPont, E. I., deNemours & Co., Wilmington, Del. Neo- 
prene for printing rollers, lacquers, varnishes and enamels. 
Collodion. ) 

Durant Mfg. Co., 1925 N. Buffum St., Milwaukee, Wis. 
Counters for presses. Tachometers. 2 

Durbrow & Hearne, 12 Wooster St., New York, N. VY. 
Dealers in bookbinding and stereotyping machinery and 
supplies. 

Duro Overlay Process, S. 110th & W. Denis Ave., Hales 
Corners, Wis. Overlay process and ink scale. 

Duryea Products Co., Inc., Empire State Bldg., New York, 

N. Y. Type washes. 

Dust-Less Heuipment. Co., 4021 19th St., N. E., Wash- 
ington, D. C. Ru bber reller grinding and finishing 
equipment, and roller setting gauges. 





E 


Eagle Printing Ink Co., Div. General Printing Ink Corp., 
100 Sixth Ave., New York, N. Y. Letterpress, litho- 
graphic, offset inks, varnishes, dryers and reducing 
compounds. 

Eastern Corporation, South Brewer, Maine. Bond, cover, 
vellum, wedding and writing papers and bristols. 

Eastern tay wey Supply, 9603 Northern Blvd., 
Corona, L. |., N. Y. Matrix scorching machines, 
stereotype, composing room and pressroom supplies 84-85 

Eastman Kodak Co., Rochester, N. Y. Photoengravi: 
offset and gravure equipment and supplies, Kodap: 
transparent cellulose ty ag tissue. 

Easton Car & Construction Easton, Pa. Paper han- 
dling trucks, tractors and trailers; track and turntables. 

Eston Clark Co., 1490 Franklin St., Detroit, Mich. Water- 
proof bookbinders’ ruling ink. 

Economy Baler Co., Ann Arbor, Mich. Baling presses. 

6 ag Engineering Co. , 2641 W. Van Buren St., Chicago, 


Econo Sel Inc., 59 Halstead St., Rochester, N. Y. 
Molded rubber printing plates, process materials. 
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Edes Mfg. Co., Plymouth, Mass. Photo-engravers’ 
oe brass and yi pee, sheet _— ar 
plates.. 


Kinnebtoer ‘& Taylor, ‘Ten ss 208 E. “45th ‘St., Kate "York, 
. Y. Printers supplies. 

Electric Heating Co., 8616 Madison Ave., Southgate, Los 
Angeles, Calif. Bending machine manufactured by 
others; metal feeders and pots. 

Electrocon Cor oration, 6 Varick St., New York, N. Y. 
Vibrometers for measuring machinery vibration. Balanc- 
ing equipment. 

Electro-Hydraulic Equipment Co., 1265 W. 2nd St., Cleve- 
land, O. Dark room equipment, direct pressure molding 


press. 

Electron Co.. Inc., 8 Varick St., New York, N. Y. Strobo- 
scopes. 

Elgin Ppending Machine Co., 320 E. Chicago St., Elgin, Ill. 
Mfrs. of bending machine for electrotypers and stereo- 
typers, shaving machine and matrix making machine. 

Elliott Addressing Machine Co.. 143 Albany St., Cam- 
bridge Mass. Mfrs. of addressing printing machine. 

Eltyro Co., 4756 Hamilton Ave., Cincinnati, 0. Routers. 

Elwell-Parker Electric Co., 4517 St. Clair Ave., Cleveland, 
O. Paper lift and other trucks. 

Embossograph Process Co., Inc., 251 William St., New 
York, N. Y. Mfrs. of embossing machines, heaters, com- 
pounds and inks. 

Emerson Electric Mfg. Co., The, 1820 Washington Ave., 
St. Louis, Mo. Small motors and fans. 

Empire Metal Co., 820 E. Water St., Syracuse, N. Y. 
Linotype, monotype and stereotype metals. 

Empire Type Foundry, Delevan, N. Y. Mfrs. of metal 
type. Saw filing and swaging service. 

Empire Wood Type and Engraving Co., 50 Beekman St., 
New York, N. Y. Mfrs. of wood type, plasticplate tint 
blocks. 

Engravers Equipment Co., Drexel Bldg., Philadelphia, Pa. 
Photoengravers’ equipment. 

Ensign Products Co., 10703 Quebec Ave., Cleveland, 0. 
Belt and air plunger dressing. 

Esleeck Mfg. Co., Turners Falls, Mass. Thin papers. 

Esterline-Angus Co., The, P. O. Box 596, Indianapolis, Ind. 
Recording and transformer instruments, control relays. 

Eureka Photo Mechanical Equip., Inc., 350 W. 31st St., 
New York, N. Y. Mfr. of photo-composing maghines 
and plate whirlers to order. 

European Typefounders, Inc., 192 William St., New York, 


N. Y. Type. 

a Label Corp., 141 E. 25th St., New York, N. Y. 

abels 

Ever Ready Machinists, Inc., 137 W. 19th St., New York, 
N. Y. Hand lever cutter, ‘steel chases. 

Ewald, L., Co., 1726—2nd ‘Ave., So., Minneapolis, Minn. 
Mfr. of line-composing machine plunger cleaner and pot 
crucible well brush. 

Excello Machine Co., 1243 Madison Ave.,S. E., Grand 
Rapids, Mich. Machinists. 
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Fairbanks, Morse & Co., 900 8. Wabash Ave., Chicago, III. 
Air and ink pumps, Diesel engines and motors. 

Falulah Paper Co., Falulah Rd., Fitchburg, Mass. Coated 
boards and blanks. 

Farnsworth, John, Bourse Bldg., Philadelphia, Pa. Dealer 
in new and used machinery. Form trucks for electrotypers 
and publishers. 

Farrelloy Co., Inc., Drexel Bldg., Philadelphia, Pa. Dross 
reclaimer and metal revitalizer. 

Fate-Root-Heath Co., The, 234 High St., Plymouth, O. 

Afrs. of Plymouth knife grinders. 

Federal Products Corp., 1144 Eddy St., Providence, R. I. 
Precision measuring instruments. 

Federated Metals Division, American Smelting & Re- 
fining Co., 123rd & Indianapolis Bivd., — Ind. 
Type and ’stereotype metals. . 

Feehery Engineering Machine Co., 1520 N. ‘Sydenham 
St., Philadelphia, Pa. Plate hooks and bases for rotary, 
cylinder and platen presses. 

Fenwal, Ine., Ashland, Mass. Thermo switches for temper- 
ature regulation of type metal. 

Fergusson Laboratories, 444 Chestnut St., Philadelphia, 
Pa. Wash for cleaning rubber and synthetic rollers, 
etched plates, stones. Fluid soap for hands. 

Findley, The F. G., Co., 1243 N. Tenth St., Milwaukee, 
Wis. Pastes and glues of all kinds; envelope gums. 

FitzPatrick Felt Mfg. Co., one E. 79th St., Cleveland, O. 
Printing press cork blan 

Fleur-O-Lier Mfrs., 21st TL “Reith Bldg., Cleveland, Ohio. 
Lighting equipment. 

Flexideal Dry Mat Corp., 21 West St., New York, N. Y. 


Dry mats. 

Flex-O-Lite Co., St. Charles, Ill. Lighting unit for all de- 
partments of printing plant. 

Flexo Mfg. Co., Inc., 35 Howard St., New York, N. Y. 
Machines for raised printing. 

Flinker Ink Divider Co., 711 Fourth National Bank Bldg., 
Cincinnati, O. Fountain dividers. 

Flint, Howard, Ink Co., Clark Ave. & M.C.R. pee. 
Mich. All kinds of printing inks. . ..34 


Flowers Photo Engraving Corp., 235 E. “45th ‘St., New 
York, N. Y. Cylindrical plates for all types of rotary 
presses. Step and repeat ree. 

Foley Mfg. Co., 11 Main St., 

Mfrs. of saw sharpeners. 

Foxboro Co., The, Foxboro, Mass. ir conditioning 
equipment. 

Force, Wm. A., & Co., 216 Nichols Ave., Brooklyn, N. Y. 
Mfr. of numbering machines, distributor of stamps and 
supplies. 

Fort Stanwix Mfg. Co., 633 Webster St., Rome, N. Y. 
Bottle cap, tag and special printing and die cutting 
machinery. 


Minneapolis, Minn. 
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Fototype Co., 629 Washington Blyvd., Chi 
board letters for setting lines to hotographet a 
_ eof ag é be Pen for 
ox River Paper Corp., 401 S. Appleto 
- bier ag “gd and onion skis pape Appleton, 
ranklin Paper Co., 702 Harrison Bld Philadelphia. 
a . Eirecote pees sad felt. * 
ranklin Printers Supply Co., 608 Cherry § Philadelphia 
Pa. Dealers in new and used machinery a 
Fraser Industries, Inc., 420 Lexington Ave., New tet 
Y. Bond, ledger and safety paper; paper 
Frazier Processes, Inc., 728 S. Dearborn St., Chicago - 
i New oe yd and bookbinding. , 
reeman, Samuel T., & Co., 1808 Ch hiladel- 
. aoe Auctioneers. oe an 
‘uchs & Lang Mfg. Co., Div. General Printi 
- rom Ave., ae York, N. x Hmm. {ok Corp, 
ithographie and offset inks, dri 
varnis 1 par compounds and 
nai, E. N Aas 28 ane St., New York, N, Y. Dealer 
in bookbinding machinery, repairs and reb bine 
machinery. C H — 
uller Machine Co., 17 aigh Ave., Schene: 
Mfrs. space band polisher machine and idlow del egy 
device. 
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Gaebel, Arthur H., 75 West St., sid York, N. 
of newspaper photo-engraving equipment. 
o—_ ns, Berger & Wirth, Inc., 35 York St., 

Y. Gravure, letterpress and offset inks of all kinds, 
Gane Bros. & Lane, Inc., 1335 W. Lake St., Chi Ty. 
Dealers in bookbinders ’ supplies; embosser mf'd for 
Gardiner Metal Co., 4820 S. Campbell St. Chicago, Il, 
Type, linotype, monotype, stereotype and electrotype a 


metal. ne 
Gardner, P. A., Inc., 709 Pine St., St. Louis, Mo. Gold) = 
stamping press and supplies. 3aq 
Gegenheimer, Wm., Inc., 78 Roebling St., Brooklyn, N.Y, - is 
Mfrs. of Baldwin press washers; rebuilders of [i : 
machinery; dealers in new and used machinery. Vibrator 
rollers for le tterpress and lithogre aphic presses. Agitators, 
Gelb Co., Joseph, 250 W. 54th St., New York, N. ¥, 
Lamps and mfrs. and dealers in photoengraving me 
chinery. oF 
General Binding Corp., 231 S. Green St., Chicago, I. Boe 
Process binding and supplies. oe 


General Electric Co., 1 River Rd., Schenectady, W. Y. 
Printing machinery motors and remnai:: — 
cent lighting equipment. . ; . 90-91 

General Laboratories, Inc., 3801 S, Reoae Aw “Chicago, 
Ill. Ink compound. 

General Manifold & Printing Co., Franklin, Pa. Carbon 
and multiplex paper manufacturers. 

General Printing Ink Corp., 100 Sixth Ave., New York, 
N. Y. Mfrs. of all kinds of printing inks; offset, plate 
making and printing press equipment. 

General Printing Machinery Corp., 29 Ryerson St., Brook- 
lyn, N. Y. Sheet-fed gravure presses and supplies. 

General Radio Co., 30 State St., Cambridge, Mass. Strobo- ~ 
scopes and sound level meters. : 

General Tire & Rubber Co., Wabash, Ind. Rubber printers 
rollers, cutting rubbers. 

Gerrard Co., The, 2915 W. 47th St., Chicago, Ill. News” 
paper bundling ‘and tying machines. 

Bond, cover, ledger, 


Gilbert Paper Co., Menasha, Wis. 
safety and writing papers, bristols. 

Gilmer, L. H., Co., Tacony, Philadelphia, Pa. Belts, belt- 
ing, press tape. p 

Gitzendanner-Muller Co., Inc., 15 Vandewater St., New 
York, N. Y. Stitching machines and wire. 

Globe-Wernicke Co., The, Ross & Carthage Ave., Nor- 
wood, Office furniture and filing equipment. 

Globe W om Type Co., 2854 D St., Philadelphia, Pa. 
Wood ty * 

Godfrey Roller Co., 211 N. Camac St., Philadelphia, Pa, 
Composition and ‘rubber rollers, padding compo : 
rubber roller grinding for the trade. 

Goerz, C. P., American Optical Co., 317 E. 34th St., New 
York, N. Y. Cameras and accessories. 

Goodrich, The B. F., Co., 434 8. Main St., Akron, 0. = 
Rubber rollers, blankets, air tubing, belts, insulators, 
vulcanizers for rubber plate making. 

Geneon Riostrie oo, 2900 N. Cee sve Chicago, I, 

olor matching and mercury-vapor 

Goodyear Tire and Rubber Co., Inc., The, 1144 E. Market 
St., Akron, O. Lithographic rubber rollers and bl a 
newspaper rubber rollers and blankets, cutting rubbers BS 
and felt blankets, rotogravure rollers, engravers gum, 
bag printing gum, unvulcanized gum, squeegee rollers. 

Gorton, Clifford W., Co., 242 George St., New Haven, = 
Conn. Machinery dealers. en ee 

Goss Printing Press Co., The, 1535 S. Paulina St. 9) 
Chicago, Ill. Mfr. newspaper color, and mai Be 
and rotogravure — presses and aplc 
equipment. isan 2 

Gould, Robert D., C 0., 4841 fronuoia Aves ‘Detroit, “Mich. pe. 
Letters for reverse stereotyping 

Gowdy Mfg. Co., Inc., 45 N. Division St., Buffalo, N. Y. 
Mfrs. of automatic made-up envelope printing press. 

ae Paper Co., 1014 Spruce St., St. Louis, Mo. 
ealers. 

Graham Transmissions, Inc., 2711 N. 13th St., Milwaukee, - 
Wis. Variable speed transmissions. 2 

Graphic Arts Accessories, 308 Marquette Bldg., Detroit, = 
Mich. Double rolling device for Miehle vertical os es. ; 

Graphic Arts Laboratories, 549 W. Randolph 8t., C Re A: 
Ill. Halftone overlay. Double roll attachment for a: 3 
vertical presses. 3 Et: 

Graphie Arts Research Foundation, 18 E. Kinsie Sy 
Chicago, Ill. Reproduction proofing system 

Graphic Photo Engraving Co., Inc., 207 W. 25th St., New 
York, N. Y. Patented screens. 
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~ Haloid Co., 


© Hart, William C., Co., Inc., 


~ Herrick, Wm. C., 








__ Manufacturers’, Dealers’ and Suppliers’ Index—IV 








j Equipment and Supplies Index 
ial aL 


W., 66 W. Broadway, New York, N. Y. Gold, 
alae and colored leaf. 5 
Western Printing Ink Co., 611 N. W. Flanders St., 
Jand, Ore. Mfrs. printing and litho inks. 
%s Paste Works, 2912 8. — ae Syracuse, N. Y. 
Padding ind and specialty glues. 
Griff Be apbell, Hayes, Walsh, Inc., 50 E. 21st St., New 
York, N Y. Aluminum binding screws, hot stamping 
d-shaped articles. 
me Co. "is, 145 Nassau St., New York, N. Y. 
Dealers in used machinery for newspaper, magazine and 











Gre, dob R., Co., 4024 Brandywine St., N.W., Wash- 
ington, D Mfrs. of gauge pins and grippers. 
eS nai ean ares 
iii 


k Specialty Mi Co., The, 200 Atlantic St., 
sack, N. J. Tweezers. 
nO. C., Co., 110 E. Wisconsin Ave., Milwaukee, 
aceband cleaner. 

aetie ©o., Cedar Rapids, Iowa. Package unit humidifier. 

Hall, Norman F., Co., 167 First St., San Francisco, Calif. 
Dealer in supplies and wholesale paper. 

Hall, Thomas W., Inc., 120 W. 42nd St., New York, N. Y. 
Printing, newspaper and lithographing machinery. 

Oiler Sales, 2842 W. Grand Blvd., Detroit, Mich. 
Machine jubricators of all kinds. 

The, 2 Haloid St., Rochester, N. Y. Commer- 
cial rectigraph photo-copying machine and accessories; 
negative material and chemicals. 

Hamilton Mfg. Co., Two Rivers, Wis. Mfrs. of compos- 
ing room furniture, wood type, siete cases, — 
benches, etc.. 4-75 

Hamilton Tool Co., The, 220 N. “Br St., shin 0. 
Rotary printing ‘presses for continuous forms, stereo- 
type machinery, press attachments for punching, ‘number- 

perforating and slitting, lift trucks. 

Hamilton, ud se & Sons, Miquon, Pa. Bond, ledger and 

se 

aoe Dey Dry Plate & Film Co., 3547 Ohio Ave., St. Louis, 
Mo. Plate making, film, negative materials. 

Hammermill Paper Co., Erie, Pa. Bond, bond envelopes, 
cover, duplicator, ledger, offset, opaque safety, single 
and double thick and duplex and soil-proof cover papers 
and writing papers; bristols. 

Hammond Machinery Builders, Inc., 1604 Douglas 
Ave., Kalamazoo, Mich. Stereotype equipment, 
routers and router planers. Saws for — 
room, photoengravers and stereotypers. . 

Hansen, H. Alfred, 610 Atlantic Ave., Heton. ‘Man. 
Mfr. of brass specialties; dealer in supplies. 

Hardened Stee! Publication Headings, 161 Grand St., New 
York, N. Y. Steel magazine and newspaper headings. 

Harris Seybold Potter Co., 4510 E. 71st St., Cleveland, 

0. Mfrs. of offset, typographical, gravure presses, 
cutters, trimmers, knife grinders, drills, perforators, 
wire stitchers, embossers, die presses, punches, 
chemicals for offset plate making. . : ....-4, Dec. 

137 Cieh St., New York, 
N. Y. Printers rollers, bail bearing roller cores, covered 
rollers, glues and pastes. 

Hartnett, R. W., Co., 1025 Cherry St., Philadelphia, Pa. 
Dealers in presses, binding machinery and supplies— 
repairer and mfr. of small machinery. 

Hastings & Co., 817 Filbert St., Philadelphia, Pa. Gold 


leaf. 

Hawthorne Paper Co., Kalamazoo, Mich. Bond, ledger, 
offset and specialty papers. 

Heidelberg Printing Machinery Corp., 228 E. 45th St., 
New York, N. Y. Ultra-Heidelberg I, Ultra-Heidelberg 
II full-gutomatic job presses. 

Heinrich, H. H., Inc., 200 Varick St., New York, N. Y. 
Rubber plate making equipment; paper bag machinery; 
aniline and multi-color specialty presses. 

Heinsohn, A. E., 1443 Blake St., Denver, Colo. Dealer in 
machinery, supplies, ink and varnish; repairer. 

Hellmuth, Charles, Printing Ink Corporation, 154 W. 18th 
8t., New York, N. Y. Printing inks of every description. 

Helmold, J. F., & Bro., Inc., 1462 Shakespeare Ave., 
Chicago, Ill. Rule benders and cutters; perforating, 
cutting and creasing rule; round hole punches. 

Hempel, H. A., 55 Baynes St., Buffalo, N. Mfr. of 
quoins and keys. 

Hennigan, J. D., Co., Inc., 551 W. Fulton St., Chicago, 
Ill. Dealers in new, used and rebuilt machinery. 

Henschel, C. B., Mfg. Co., 229 W. Mineral St., Milwaukee, 
Wis. Dealers in bronzing machines and equipment, aniline 
press, laminating equipment. 

Ink Co., Inc., 330 W. 34th St., New 

York, N. Y. Letterpress, lithographic, offset inks, 

driers, varnishes. . “8 


- Hess & Barker. See Barker, Robert W., Ine ..89 
» Hesse, Fred, Co., The, 


2476 E. 13th St., Cleveland, 0. 
inters’ rollers. 

Heston & Anderson, 2112 Grape St., Fairfield, Iowa. 

Printers’ metal saw. 

Hickok, W. O., Mfg. Co., Harrisburg, Pa. Mfrs. of knife 
inders, shears, paper presses, numbering machines, 
kers, heaters, stabbing machines, ‘tables, feeders, 

benches, ruling machines, etc. 
Hill-Hentsche! Co., 301 S be algae Ave., St. Louis, 
Mo. Letterpress, litho and offset inks. 

Hilo Varnish Co., 42 Stewart Ave., Brooklyn, N. Y. 
Varnishes, driers and reducers. 

Hisey-Woif Machine Co., The, Cor. Marshall & Colerain 
Aves., Cincinnati, O. Cutter grinder and drills. 

Hobart Cabinet Co., Troy, Ohio. Steel mat and cut 

cabinets and desks. 

lobbs Mfg. Co., 26 Salisbury St., Worcester, Mass. Die 

cutting presses. 
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Hoe, R., & Co., 910 E. 138th St., New York, N. Y. Mfrs. 
of newspaper niger presses, —— machinery, 
etc.. . 98-99-100-101 


Hoefiler, -: & La ‘100 ‘Sixth ‘hue we York, N. Y. 
Printing and lithographing inks. 

Hoff, Leslie D., 488 Summer Ave., Newark, N. J. Mfr. of 
combination "slitter, scorer and ‘perforator for cylinder 
presses. 

Hoffert Machine Co., Racine, Wis. Wire stitching machines. 

Hoke Engraving Plate Co., 1024 Park Ave., St. Louis, Mo. 
Chalk plate making materials. 

Holland Corp., The, Candler Bldg., Kansas City, Mo. 
Electrolytic etcher. 

Hollingsworth, William, Machine Co., 227 Holliday St., 
Baltimore, Md. Bookbinders machinery, varnishing 
machines and driers, air pumps. 

Holmstrom, Axel, Brown Bldg., 328 Chestnut St., Phila- 
delphia, Pa. Etching machines, etehing machine parts. 

Holyoke Card & Paper Co., Springfield, Mass. Cover 
papers, cardboard and coated specialties. 


Holyoke Machine Co., 517 Main St., Holyoke, Mass. 
Finishing and burnishing machinery. 
Hood-Faleo Corp., 225 Varick St., New York, N. Y. 


Dealer in used Bers and equipment. 

Hoole Machine & Engraving Works, Inc., 30 Main St., 
Brooklyn, N. Y. Numbering machines for bookbinders. 

Hooper, F. X., Co., Glen Arm, Md. Printing and box 
making equipment for corrugated fiber, wood and metal. 
Web offset press. 

Hope Webbing Co., P. O. Box 1495, Providence, R. I. Silk 
and cotton head ‘panding, heavy banding, belting, tapes 
of all kinds, webbings of all kinds. 

Horn & Norris, Inc., 2927 Prospect Ave., Cleveland, O. 
Ernst lensic screen for photoengravers, offset lithography 
and rotogravure. 

Horton Mfg. Co., 3016 University Ave., 8.E., Minneapolis 
Minn. Variable speed printing press pulleys. 

Hotchkiss Sales Co., 10 Hoyt St., Norwalk, Conn. Stapling 
and stitching machines. 
House, Chas. W., & Sons, Inc., 505 Fifth Ave., New York, 

N. Y. Cylinder and press blankets, tapes and webbing. 

Howard Paper Co., Urbana, a Sulphite bond, ledger, 
writing and mimeograph pape 

os Arthur S., Co., Inc., 173. Fifth Ave., New York, 

. Wheat paste i in powder form. 

Bh . M., Inc., 460 W. 34th St., New York, N. Y. 
News, gravure, ‘letterpress and litho inks, driers, 
compounds and specialties. . 

Hudson Industrial Co., 27 E. 22nd St., Mee York, 'N. ae 
Rotogravure machines, paper cutting machines, finish- 
ing machines. 

Hudson-Sharp Machine Co., 1207 Main St., Green Bay, 
Wis. Aniline, letterpress and rotogravure presses, 
sheeters, embossers, laminating machines and waxers. 

Huebner Laboratories, 202 E. 44th St., New York, N. Y. 
Offset and gravure plate making processes. Color- 
valhuemeter, dotvalhuescope and other instruments for 
plate making purposes. 

Hughes Machine Co., 84 Passaic Ave., Summit, N. J. 
Press for imprinting and numbering bank checks. 

Hunt, Philip A., 253 Russell St., Brooklyn, N. Y. Chemicals 
and supplies for photo-engraving and offset-lith. 

Hurlbut Paper Co., South Lee, Mass. Cover and rag book 
papers. 

Hussey, C. G., & Co., 2850 Second Ave., Pittsburgh, Pa. 
Photoengravers’ polished brass, copper and zine sheets. 

Hydraulic Press Mfg. Co., Mt. Gilead, Ohio. Hydraulic 
Presses for lead and ¥ wax molding. 








Ideal Commutator Dresser Co., 5069 Park Ave., Sycamore, 
Ill. Electric etching machine, portable compressed air 
sees: variable speed transmissions, automatic motor 

ase. 

Ideal Roller & Mfg. Co., 2512 W. 24th St., Chicago, Ill. 
ideal process rubber and lithographic rollers, rubber 
tanning rollers, specialty rubber rollers, lithographic 
press blankets, negative film holders; specially 
designed rollers, process resurfacing machines, auto- 
matic sectioning ‘machines. . 


Illinois Testing Laboratories, 420 N. La Salle St., Chicago, 
Ill. Portable and stationary pyromet 

Illinois Zine Co., 2959 W. 47th St., Chicago, Ill. Plates 
for offset printing. 

Imperial Type Metal Co., Philadelphia, Chicago, New 
York. Composing, stereotype, and electrotype metals. 
Metal flux and composing machine mold polish. 
Photo-engraving zinc and rerec'g Skimmers and 
ladies for type metal.. ap : 

Imprint Matrix Co., Merwvi ian Falls, N. C. " Cummpahing 
machine special design matrices to order. 

Inco Co., The, 1426 W. Third St., Cleveland, O. Printing 
and lithographing inks. Type wash. 

Independent Electric Mchy. Co., 300 Southwest Blvd., 
Kansas City, Mo. Metal melting pots for composing 
machines. Special machinery. 

Indiana Chemical & Mfg. Co., 517 8. Alabama St., Indian- 
apolis, Ind. Cleaning compounds, driers, reducers, 
varnish, specialties, metal cleaners and fluxes, offset 
preventing equipment. 

Inman Mfg. Co., Inc., Amsterdam, N. Y. Tray = hers 
up machines for printing and forming paper 

Intercontinental Marketing Corp., 8 W. 40th St. New 
York, N. Y. Rotogravure equipment and supplies. 

Inter-Lino Tool Co., The, 1504 N. Pulaski Rd., Chicago, 
Ill. Mfrs. of tools, instruments and supplies for linotype 
maintenance. 

International Business Machines Corp., 45 Crouch St., 
Rochester, N. Y. Differential spacing typewriter for 
offset composition. 

International Engineering Works, Inc., Waverly St., 
Framingham, Mass. Steel furniture, shelving, lockers, 
fountains, washbowls, steel boilers. 





International Intaglio Corp., 17 E. 45th e New York, 
Importers of machinery and supplies. 

International Newspaper Supply Co., 75 West St., New 
York, N blankets, tympans, drawsheets, 
stereotype supplies. 

International Paper Co., 220 E. 42nd St., New York, N. Y. 
Bond, book, cover, ledger, manila, ‘newsprint, offset, 
poster and rotogravure paper. 

International Paper Box Mach. Co., 315 Main St., Nashua, 
N.H. Mfr. of printing machine and rapid folding box 


machine. 

iutertational Photo-Research Laboratories—See American 
Type Founders 

International Postal Supply Co.; Brooklyn, N. Y. Postage 
meters. 

International Press Cleaner & Mfg. Co., Inc., 112 Hamil- 
ton Ave., Cleveland, O. Mfr. of press cleaner and 

pening device for litho presses. 

International Printing Ink, 75 Varick St., New York, 
N. Y. Letterpress, gravure, offset, lithographic inks, 
compounds, driers, reducers. Industrial finishes, 
artists’ materials. . BAN . 67 

re Corp., 360 Furmen St. " Brookiye, N. Y. Mfr. 

of Intertype ‘composing machines, matrices, parts, 
supplies and accessories. . , Outside Back Cover 

Invis’o Products Div. Erie Soondey Co., Erie, Pa. Binding 

process. 

lows Fireman Mfg. Co., 3170 W. 106th St., Cleveland, O. 
Automatic coal burners for stereotype furnaces. 

Irwin, H. G., Lumber Erie, Pa. Blocki 
sticks, reglets, furniture, "drawing and router 


acne 





J 


Jaeques, John, & Son, 93 Webster St., Worcester, Mass. 
Mfrs. of shears for bookbinders and printers, fine card 
haa rf machine, slitting, shade cutting and creasing 
m ner. 

Jampol Co., "The, 728 61st St., Brooklyn, N. Y. Newspaper 
and stereotype plate — and drops; mailing, ship- 
ping and bundling tab! 

Jennings Hillory, P. O. Bee 344, Little Rock, Ark. Dealer 


in presses, 
Thé, 2463 Broadway, Toledo, 0. 


Jennison-Wright Co., 
W block flooring. 

Johnson Bronze Co., 910 8. Mill St., Newcastle, Pa. Bronze 
bearings, electric motor bearings. 

Johnson, Charles Eneu, & Co., 10th & Lombard Sts., . 
Philadelphia, Pa. Printing Inks for all imi 
driers, varnishes, reducers and compounds. . . 30 

Johnson-King Co., 709 W. 49th Pl., Chicago, ll. ‘Lana 
press, Jithographio, offset, rotogravure, copper plate and 
steel ie inks, varnishes, driers and intaglio engraving 

ies. 

ieee Printing Equipment Co., Douglas Ave. and 
M.C.R.R., Kalamazoo, Mich. Rebuilt saws, casting 
boxes and routers. 

Johnson, Wm. R., Co., Inc., 72 Coats St., Seattle, 
Wash. Padding ‘compounds and glue. 

Johnstone Electric Co., Inc., 522 8. Clinton St., Chicago 
Ill. Mfrs. and dealers in photo engravers machinery ne 
supplies. ’ , 

Johnston Paper Co., The, 321 Sycamore St., Cincinnati, 
0. ee tissue. Finishing for the trade. 

Jones, James H., Corp., 608 8. Dearborn St., Chicago, Ill. 
Dealers in bookbinding machinery 

Jorson & Carlson Co., Inc., 707 8. Dearbors St., Chicago, 
Ill. Knife grinders. 

Joslin, A. D., Mfg. Co., Manistee, Mich. Time recording 
devices, hardened steel pressman markers, 

Judson Type, Inc., 119 W. 23rd St., New York, N. Y. 
ee of ‘American and foreign type faces, metal 
rules and spacing materials. 

Justrite Mfg. Co., 2061 Southport Ave.; Chicago, Ill. 
cag benzine and winds waste pee flexible pater 3 | 

. ..23, Dec. 








K 





Kalamazoo Paper Co., Kalamazoo, Mich, Book, litho, 
offset and specialty papers. 

Kalamazoo Vegetable Parchment Co., Parchment, Kala- 
mazoo, Mich. Bond and mimeograph papers. 

Kamket Corp., 401 Broadway, New York, N. Y. Looseleaf 
binding process. 

Kansas City Smelting Co., Guinotte & Park he apy Kansas 
City, Mo. Type metals, refining compo 

Kastens, Henry, Co., 418 W. 27th 8t., her: Fork, N. Y. 
Time stamps. 

Keith bin and ©, 


Kellett Co ‘Co. PThe, 512 S. Dearborn St., Chicago, Ill. Knife 

grinders 

Kellogg Div. American Brake Shoe & Foundry Co., 
Rochester, N. Y. Dark a ipment. 

Kelly, E. J., Co., 1807 N. Pitc! t., Kalamazoo, Mich. 
Mfrs. of printing inks and compounds for letterpress 


Turner Falls, Mass. Bond, cover and 


and offset-lith. . 23, Dec. 
Kelly Metal Co ’ Humboldt and Calyer Sts., Brockinn 
N. Y. Type, inotype, Intertype, Ludlow, "Monotype, 


Elrod, Thomson typecaster, stereotype and electrotype 
metals. Metal flux. 

Kelsey, W. A., Co., The, 45 Crown St., Meriden, Conn. 
Mfrs. of small hand printing press, type founders and 
dealers in ~~ and machinery. 

Kemp, The C. M., Mfg. Co., 405 E. Oliver St., Baltimore, 
Md. Gas heating equipment for composing and stereotype 
machinery and remelting pots. 

Kemp, W. H., Co., 350 Hudson St., New York, N. Y. 

Bronze powders and gold leaf. 
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Kemper, R. E., North Chatham, N. Y. Mfr. of type-high 
Kent Machine Works, Ine., 7 Gold St., Brooklyn, N. Y. 


Ink mills and mixers 
K Rubber Co. Co., "480 N. Wacker Drive, Chicago, 
ll. Keyboard rubber rolls, suction and gathering cups, 
air aay, 

Kewaunee Mfg. Co., Metal Div., Adrian, Mich. Steel 
mat cabinet adjustable stools and chairs. 

Kidder Press Co., Dover, N. H. Bronzing machines, static 
neutralizers, letterpress paowe and offset presses. Slit- 
ting and rewinding mac 

Kienzie & Merrick Mfg. Co. “The, 1214 S. 3rd St., Minne- 

lis, Minn. Hand fed and automatic cylinder’ presses. 


lier racks. 

Kimberly-Clark Corp., Neenah, Wis. Book, gravure, cover, 
school paper. 

Kimble Electric Co., 2011 Hastings St., Chicago, Ill. 
Motors and controllers for all graphic arts ma- 
chines. . ... 21, Dec, 

Klean-O-Mat Corp., 60 E. 42nd St., New York, N. Y. 
Machine and process for cleaning Intertype . 

Linotype magazines and mats. .. 

Kleen-Stik Products, Inc., 500 Sansome St., San a Ueeiag 
Calif. Gumming machines. 

— Bros., Watertown, N. Y. Book and cover 


Sicwhen M. D., Co., 28 Industrial St., Rochester, N. Y. 
Box and carton, ackage and paper finishing machinery. 

Kohl & Madden * Printing Ink Co., 731 Plymouth Ct., 
Chicago, Ill. Letterpress, lithographic, offset, gravure 

, varnishes, compounds and driers. 
Kohler Bros., 400 W. — St., Chicago, Ill. Mfrs. of 
pasters, winders, reels, € 

Korfund Co., Inc., The, i815 32nd Pl., Long Island City, 
N. Y. Cork plates for isolation of printing press vibra- 
tion. Coil spring isolators for cutters, punch presses, 


etc. 
Krasilovsky, Mike, 220 Centre St., New York, N. Y. 
Printing plant machinery mover. 
Krug Electric Co., Inc., 55 Vandam St., New York, N. Y. 
Electrie motors. 
ag Co., The, 605 W. Washington Blvd., ae, 
. Goldstamping machine, brass type, foils. 





L- 


Lake Erie Engineering Corporation, Box 568, Kenmore 
Sta., Buffalo, N. Y. Vulcanizers for the production of 
molded rubber printing plates and resinous matrices. . 97 

Lake Erie Stereotype Equipment Corp., Box 568, Ken- 
more Sta., Buffalo, N. Y. Directomat hydraulic matrix 
molding press for hot and cold stereotype molding... .97 

Laminated Shim Co., Inc., Glenbrook, Conn. Shims lami- 
rareath to blue print specifications. Shim stock. Arbor 


steel. 

LaMotte’ Chemical Products Co., McCormick Bldg., 
Baltimore, Md. Comparators for determining acidity 
and alkalinit 

Lamson Co., The, 250 Lamson St., Syracuse, N. Y. Pneu- 
matic dispatch’ tubes, conveyors, chutes and elevators. 

L. & W. Service Co., 140 Orange St., Providence, R. I. 
Anti-workup casting device for monotype 

ge, Otto, c-o Cleveland News, 1800 Superior Ave., 
Cleveland, "0. Indelible marking ink for zinc plates. 


Lanston Monotype Machine Co., 24th at Locust, Phila- 
delphia, Pa. Manufacturers of Monotype typesetting, 
typecasting and material making machines, matrices, 

and supplies. Cameras, photo-composing and 
plate-ceating machines, offset proof presses, vacuum 
printing frames, layout and register tables for use in 
offset-lith and gravure plate-making. . wht 

Lassco Products, Inc.. 485 Hague St., Rachesler, N. Y. 
Round-cornering and sage drilling ” machines. 

—-. a Industries, Inc., Beaver Falls, N. Y. Cover 


Somes Charles, 69 E. Long St., Columbus, O. Dealer in 
re and supplies, 

Lawson, E. P., & Co., 426 W. 33rd St., New York, N. Y. 
Deslere in seb Lbedins machinery. 

L. C. aeary Co., Inc., 460 West 34th St., New 
York, N . Letterpress and ee printing 
machines. . Dy . 66 

Lee Paper Co., Ridiobene: Mich. Road, SP pe offset 
papers, vellum and paper special ties. 

Lees, Hervey, 212 N. Chevy | seg Drive, Glendale, Cal. 
Sales distributor Type-O-W: 

Printers’ Specialties Co., 6551 N. 18th St., Philadel- 
phia, Pa. Platen press gauges. 

Lehmann, J. M., Co., Inc., 248 W. Broadway, New York, 
N.Y. Ink mills. 

Leiman Bros., Inc., 156 Christie St., Newark, N. J. Pressure 
and vacuum air pumps, blowing equipment. 

Le Page’s, Inc., Gloucester, Mass. All types of adhesives. 

Le Sauvage, John, 61 Duane St., New York, N. Y. Non- 
offset. spray gun housings. 

Lester & Wasley Co., Inc., The, 282 Franklin St., Norwich, 
Conn. Specialty paper perforating, deckling and skiving 
machinery. 

Levey, Fred’k H., Co.,-Inc., 1223 Washington Ave., 
Philadelphia, Pa. Letterpress, lithographic, offset, 
gravure, inks, driers, compounds and varnishes. 

Levison Manufacturing Co., 1540 California St., San 
— Cal. Sectional metal bases and clamps. 
Levoy, B. M., Inc., 608 Fifth Ave., New York, N. Y. 
Magnifiers. 

Levy, Max, & Co., Wayne Ave. & Berkley St., Philadel- 
phia, Pa. Mfrs. of halftone screens, cameras, stands 
Be ee frames. Lenses, lamps, baths and whirlers. 

d Sales Corp., 227 Walnut St., Watertown, 
ift trucks, Portable cranes, handling appliances, 

Liber Folder Co., Sidney, O. Mfrs. folding machines, 
automatic feeders and banding presses. 

Lindbladh Corp., The, 40 Court St., Boston, Mass. Mfrs. 
of paper ruling ‘machines and automatic feeding machines. 
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Lindner, The E, G., Co., 419 Wall St., Los Angeles, Cal. 
Dealer in used printing and litho machinery. 

Line-casting Mold Mfg. Co. 108 W. Lake St., | ES Il. 
Molds for line-casting machines. 

Link-Belt Co., 307 N. Michigan Blvd., Chicago, II]. Chain 
and roller drives. Variable speed transmission units. 


} mr egy Company, 107 Scott St., Davenport, lowa. 


line-casting ere supplies, sg and 
pamenety é . 22-23 

Linotone Conse: 1911 Park ping og. York, N.Y. 
Copper and steel printing cylinders. Embossing rollers 
by photo-meckanical process. 

i, Maintenance Co., 237 Lafayette St., New York, 
N. Machinists— Linotype, Intertype parts. 

Linotype Parts Co., 203 Lafayette St., New York, N. Y. 
Mfrs. of composing room and typesetting machinery, 
supplies, parts and accessories. . . 63 

Linotype Supply Co., 335 Canal St., Mow York, N. x 

Ts. composing room and line-casting machine sup- 
plies, parts and accessories, motors and repairs. 

Linweave Assn., Kellogg Div. U. 8. Envelope Co., 
Springfield, Mass. Book and specialty papers. 

a, David, & Sons, Inc., 10 Astor Place, New York, 

N. Y. Brushes for printers and engravers. 

Lithograph Press Mfg. Co., 1st & Ross Sts., Pittsburgh, 
Pa. High speed litho presses. 

Lithoplate Co., 1119 N. Water St., Milwaukee, Wis. 

Prepared plates for offset printing. 

Logan Engineering Co., 4912 Lawrence Ave., Chicago, IIL. 
Compressed air cleaning and drying unit. 

Logemann Bros. Co., Inc., 3150 W. Burleigh St., Mil- 
waukee, Wis. Baling preenes and die. cutting machines. 

Lorenz, Louis, Co., 30 Rose St., New York, N. Y. Rebuilt 
litho presses for photo gelatin printing. 

Low, John M., & Co., 223 W. Madison St., Chicago, IIl. 
Gathering cabinet. 

Lowe Paper Co., Ridgefield, N. J. Coated boards, railroad, 
tough check, boxboard and laminated specialties. 

Lox Mfg. Co., 3310 E. 31st St., Kansas City, Mo. Adhesives 
and solders. 

Loyd, John, Co., 87 Walker St., New York, N. Y 
knives and blades. 

Loyster, James A., Cazenovia, N. Y. Semi-rotary com- 
bination color press. Special presses. 

se es Typograph Co., 2032 Clybourn Ave., Chicago, 

1. Mfrs. of casting machine, matrices, ‘line-slug, 
pot tule casting machine, molds and equipment. ... 43 

Ludwig-Duell Co., 30 Beekman St., New York, N. ys 
Dealers in Monoty pe rules and borders. 

Lufkin Rule Co., Saginaw, Mich. Printers’ tape-rules, tapes 
and rules. Paper gage micrometers. 

yneh Corp., Anderson, Ind. Automatic machine for 
engraving illustrations on stereotype base. 


’. Specialty 





M 





Macbeth Arc Lamp Co., 875 N. 28th St., Philadelphia, 
Pa. Mfrs. of photographic are lamps, water-cooled 
mercury arc lamp for enlarging and color fastness to 
light testing machine for graphic arts trade. 

Macbeth Daylighting Co., Inc., 227 W. 17th St., New 
York, N. Y. Daylight lamps. 

McAdams, John, «& Sons, 20 Knight St., Norwalk, Conn. 
Mfrs. of ruling, feeding and paging machines. 

McCutcheon Bros., & Quality, Inc., 1130 Callowhill St., 
Philadelphia, Pa. Printing and li thographic inks. 

McDonald, G. A., 545 N. Oakland, Pasadena, Calif. 
Hand lap for polishing line-casting machine molds, dis- 
tributor lights for composing machines. 

McKinley Litho Supply Co., 1623 John St., Cincinnati, 
O. Dealers in printing machinery and supplies. Mfrs. 
of distributing rollers. 

McLaurin-Jones Co., Brookfield, Mass. Coated cover and 
gummed papers. Specialties. 

McLauthlin, Geo. T., Co., Inc., 120 Fulton St., Boston, 
Mass. Mfrs. of paper cutters. 

Maigne, O. J.,Co., 356 Pearl St., New York, N. Y. Rollers 
for the graphic arts 

Make-Ready Sales Co., Wellesley, Mass. Electric lighted 
make-ready marking. out boar 

Mallinckrodt Chemical Works, nd & Mallinckrodt Sts., 
St. Louis, Mo. Chemicals’ for lithography, photoen- 
graving and photography. 

M &L Typesetting & Electrotyping Co., Inc., 4001 Ravens- 
wood Ave., Chicago, Ill. Mfrs. of ty pe and plate mount- 


ing base 

Manhattan Rubber Mfg. Div. of Raybestos-Manhattan, 
Inc., 61 Willett St., Passaic, N. J. Rubber printing 
rollers; belting. 

Manning, Maxwell & Moore, Inc., 11 Elias St., Bridgeport, 
Conn. Metal temperature controls. 

Manzel Bros. Co., 265 Babcock St., Buffalo, N. Y. Force 
feed mechanical lubricators. 

Marathon Electrie Mfg. Corp., 131 W. Washington St. 
Wausau, Wis. Electric motors; grinders, polishers and 
buffers; ‘Ventilating and exhaust fans. 

Margach Bag me Co., Inc., 82 Beekman St., New 
York, N. Y.. Mfrs. of feeders for composing machines, 
work holders for saw trimmers, ink fountain agitators. 
Repair Linotype machines. Dealers in parts. 

Marresford, Wm. F., 377 Fourth St., Niagara Falls, N. Y. 
Mfrs. of bookbinders machinery, lift trucks and tipping 
machines. 

Marsh, Hamilton R., Co., 11th & Race Sts., Philadelphia, 
Pa. ’Printing equipment and supplies. 

Marsh Stencil Machine Co., 707 E. B St., Belleville, Ill. 
Stencil cutting equipment, and supplies. 

Marvellum Co., The, Holyoke, Mass. Pyroxylin coatin 

Mason-Moore-Tracy, Inc., 28 E. 4th St. ., New York, N NY. 
Dealers in used printing machinery. Machinists. 

Master Etching Machine Co., Drexel Bldg., Philadelphia, 
Pa. Etching machines and photoengraving equipment. 

Matazine Co., The, 1220 Maple Ave., Los Angeles, Calif. 
Magazine mat containers and cleaner. 


Mat-O-Cast Mfg. Co., 6444 S. Wolcott A 
Mat molder, drier and caster with furnmeatl ‘ e 
Matrix Contrast Corp., 2812 Empire State 
York, N. Y. Mfrs. of process for anplying Mscia 8 
to line-casting matrices. . 
Matthiessen & Hegeler Zine Co., ‘Ninth S 
Zinc offset litho plates. ts, laf 
Maxson Automatic Machinery Co. , Westerly, R, 
livery, counter and marker. . 
Maxwell Paper Co., The, Franklin, 0. Bs 
writing papers. 
Maywald-Fleming, Inc., 305 Hoboken Rd., 
woah —_ of The ty acy - 
ead Sales Co., The, 230 Park Ave., Ne 
ees Co. P Re - To 
echanospray Co., Inc., 3432 Ravenswood A) 
Ill. No-offset sprayer "and spray. dhe 
ari Edward L., Co., 761 Atlantic Ave. 
N. Y. Mfrs. of printing press attachment; 
gauges, gripper fingers. 
Meisel Press Mfg. Co., 944 Dorchester Ave., 
Mass. Mfrs. of printing presses—bed, platen 
rotary—metal or rubber plates, offset, 
slitting and rewinding machine, sheet 
special machinery. . 
Melind, Louis, 362 W. Chicagp Awe, Chicago, IR 
printing plates. 
Mentges Folder Co., The, Sidney, O. Mfrs. of x 
folding machines, ‘steel stands and display racks, 
Merchant & Evans Co., 2035 Washington Ave, P 
delphia, Pa. Type metals. 
mes Linotype Co., 29 Ryerson St., Brooklyn, 
Y. Mfrs. of linotype ena. parts, 
wa other devices. . 


Metals Refining Co., P. 0. iia 629, oy 
Composing and stereotype metals; ea “8 
was 

Meyer, “Jobn C., Thread Co., 1449 Middlesex 8t., Lowell, 
Mass. Bookbinders’ thread. 

Meyers Co., W., 1828 Milwaukee Ave., Chi 
Mfrs. of self-adjusting roller backers for 

Michigan Paper Co., Plainwell, Mich. Coated — 
coated book papers. 

Mick, W. K., Co., 500 Robert St., St. Paul, Minn, 
of paper drill, general and special machinery. 

Mid-States Gummed Paper Co., 2433 S. Damen 
Chicago, Ill. Gummed paper, decaleomania paper, 
and paper tapes. 

Mid-West Printers Machine Works, 610 Federal 
Chicago, Il]. Dealers in used printing ma 23 

Midwest Printers Supply, Inc., 139 E. Third ‘ 
cinnati, O. Dealers in used machinery. jes | tie 3 
static eliminators. Ductor ink roller conte 
flat-bed presses. 

Miehle Printing Press & Mfg. Co., 14th St. & South 
Damen Ave., Chicago, Ill. Mfrs. of two-revolution 
flat-bed presses, automatic job, automatic book units, © 
offset, intaglio, <r" and pansies presses, ara ; 


motors, etc.. 
18 E. 16th St., New York, N.Y. 


ir 


Miles Machinery ‘Co. 
Dealers in offset, ‘photographic, engraving, 
we machinist. 

ere te W. P., 55 Ramsey Ave., Yonkers, N. Y. Borders 
an ; 

Miller Co. "The, 99 Center St., Meriden, Conn. Lighting 
fixtures. ‘ 

Miller Paper Co., 80 Wooster St., New York, N.Y. Boards, ; 
gold and silver and fancy papers. 

Miller Printing Machinery Co., 1117 Reedsdale St., Pitt 
burgh, Pa. Mfrs. of presses, saws, saw trimmers, iz 
other machinery. Also motors and electrical cee 

Miller, The Walter W., Co., 557 E. Washington St., ndian- 
apolis, Ind. Metal polish paste. 3 

Millers Falls Paper Co., Millers Falls, Mass. Bristol, 


bond, ledger and thin papers. 
Milwaukee Printers Roller Co., 422 8. Fourth St., Milwau- 


kee, Wis. New, used and rebuilt printing 
Rollers. 
Milwaukee Saw Trimmer Corp., 612 E. Clybourn St. 
Milwaukee, Wis. Mfrs. of cutting tools, pr 
and stereotype saws for printers and engravers. .. .00s 
Minnich Machine Works, Landisville, Pa. Baling presses, ~ 


portable elevators. 
Missouri a Type Foundry, 1620 N. 22nd St., St. Louis, 


Mo. Mfrs. of brass type and letterin pallet. 

Missouri-Central Type Foundry, 703 E Murdock x 
Wichita, Kan. Mfrs. of type; feeders, saws, 
casters and molders. Machinery and supplies. 

Model Engraving Corp., 460 West 34th St., New — 
N. Y. Cylindrical plates for rotogravure and letter 

Model Press Co., The, York, Pa. Dealers in type and 
supplies, 

Mohr Lino-Saw Co., 128 N. Union Ave., Chicago, im. 
Mfrs. of automatic ‘slug saws attached directly to ce: 
casting machine. . . . % 


Monarch cites & Mfe, ( Co., “The, Curtis Bay, Bali 
more, Md. Metal melting furnaces, double screw 
dross renovator and fluxes. 

Monitor Controller Co., 51 8. Gay St., Baltimore, Md. 
All types of standard and special motor control, 

Monomelt Co., Inc., The, 1611 Polk St., N.E., Minne- 
apolis, Minn. Mfrs. of electrical and gas units, trucks 
and metal handling equipment, — 
and small mechanical items. . 

Monotype Machine Service Corp., “612 W Late 8 
Chicago, Ill. Monotype matrices, machine parts 


repairing of molds. 

Monsen, Thormod, & Son, Inc., 730 N. Franklin i os. 
Chieago, Ill. Mfrs. of type and type transfers, i 
negatives for offset. 

Montgomery & Bacon, Pratt Ave. at Hawes St., Towe — 
anda, Pa. Mfrs. of type, composing a = 2 
and supplies, casting boxes and magazines. . Pe: 
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ie 
3 Mooney eeband Cleaner hy 7 bic aa: gp Ave., 
Sebenle ms, Pittsburgh, Pa. Spaceband cleaner. 
- : Stedral Roller Truck Co., P. O. Box 216, 
go Cal. Mfrs. of trucks, "ng hye and gauge 
3 ‘ rforating grippers for Job presses. 
oe Wileox Mfg. Co., Middletown, N. Y. Mfrs. 
aa Sago steel furniture, cabinets, paper cutters, proof 
we and saw tables. _ i 
‘ , The, Co., 865 Islington St., Portsmouth, N. H. 


wa mats. 
ee Co., 100 Sixth Ave., New York, N. Y. 
‘Morrill, Geo. H., J h 4 
: erpress, lithographic and watercolor 
Hewspaner, letterp ars " 


Sion fe “Prmting Ink Co., i Power Ave., Cleveland, O. 
anti d lithographic inks. ; : 
See bricator Co., 180 North Wacker Drive, Chicago, 


icators. 
= aah) Process Corp., 4473 W. Jefferson Ave., 


ich. Type, electrotype, stereotype metals, 
s, metal flux. i 
‘3 Geo. F., Sons, York, Pa. Magazine and news- 


folders. Rotogravure presses. _ 
rin taper Co., The, Munising, Mich. Bond, ledger, 


i ers. 
Murphy 5 omg Inc., 57 E. Ninth St., New York, N. Y. 

: Materials for rotogravure process. Carbon tissue. 
D. J., Mfg. Co., 1024 Third St., Wausau, Wis. 
Air conditioning equipment, grid unit coolers, heaters 


sdifiers. 
coda Co., Fredonia, Kan. Mfrs. of per- 


orating attachment for Kelly presses. 
SS 





N 





an Mfg. Co., 4363 Woodward Ave., Royal Oak, 
Pe avtomstic machinery for the graphic arts. 
"Washua Package Sealing Co., Inc., Nashua, N. H. Package 
sealers, moistening machines and gummed tape. 
Nassau. Ruling Co., 137 Jackson St., Hempstead, N. Y. 
Strip and end gumming machines. _ 
National Adhesives Corp., 820 Greenwich St., New York, 
N.Y. Adhesives. ‘ ; 
National Bundle Tyer Co., 24 Adrian St., W., Blissfield, 
Mich. Tying and stringing machines. 
* National Cash Register Co., Dayton. Ohio. Postage meters. 
‘National Cutter Div. Geo. T. McLaughlin Co., 120 Fulton 
$t., Boston, Mass. Mfrs. paper cutters. 
Wational Postal Meter Co., Los Angeles, Calif. Postage 


meters. 

Nas-Dar Co., 4014 N. Rockwell St., Chicago, Ill. Silk 
screen attachment for platen presses, flocking ink, silk 
screen supplies. 

Neenah Paper Co., Neenah, Wis. Bond and ledger papers. 
’  Nekoosa-Edwards Paper Co., Port Edwards, Wis. Bond 
» and ledger papers. 

Nelson, C. B., & Co., 720 S. Dearborn St., Chicago, Ill. 

Mfrs. of saw trimmers, repairers of machinery, special 
: ONO ooo ec us oe de dnc cost dete cule eOe 
~ New England Newspaper Supply Co., 164 Fremont St., 
Worcester, Mass. Press blankets, tympans, stereo- 
NOI. 0 i055 pu indve sh cigeivstbse see shag EIOOs 

New Era Mfg. Co., 375 Eleventh Ave., Paterson, N. J. 
Mfrs. of flat bed, letterpress and web-fed offset presses 

New Jersey Wire Stitching Mach. Co., 608 S. Second St., 
Camden, N. J. Mfrs. of wire stitcher and staplers. 

Newton's Machine Shop, 211 High Ave., Cleveland, O. 
Monotype parts and repairers of presses, linotypes and 
monotypes. 

New York Type Transfer Service, 237 Lafayette St., New 
York, N. Y. Transfers from type for offset printers. 

Niles & Nelson, Inc., 75 West St., New York, N. Y. Distribu- 
tors for Goodrich offset-lith blankets, offset-lith and 
newspaper rubber rollers. 

Nissenbaum, Irving, Inc., 114 W. 27th St., New York, 
N. Y. Dealers in new and used machinery, equipment 
and accessories. 

Nolan Machinery Corp., 1333 E. Dominick St., Rome, 
N. Y. Casters, mat molders, humidors and scorchers. 

Nonpareil Sub-Chase Co., 268 First St., San Francisco, Cal. 

. of chases for numbering machines. 

Norma-Hoffman Bearings Corp., Stamford, Conn. 

Norman, William A., 185 N. Wabash Ave., Chicago, Ill. 
Trucks and tackle. 

Northern Engraving & Electrotyping Co., Canton, Ohio. 
Artists’ copy high-lighting medium. 

‘Northwestern Electric Co., 408 8. Hoyne Ave., Chicago, 
Ill. Motors for other printing machinery. 

Northwest Type Foundry, 507 S. 4th St., Minneapolis, 
Minn. Dealers in machinery. 

Norton Molder Blanket Co., P. O. Box 268, Meadville, Pa. 
Molder blankets and fibre board. 

Nuernberger, P. G., 655 S. Wells St., Chicago, Ill. Type 
molds, special molds, gauges and tools for typefounders. 

Nu-Mat Co., 58 W. 15th St., New York, N. Y. Device to 
deepen shallow mats. 

Nutting Truck Co., Faribault, Minn. Floor trucks, casters 
and wheels. 

Nygren-Dahley Co., 218 N. Jefferson St., Chicago, Ill. 

frs, of perforators, embossers, numbering machines, 
drills, punches, spiral binding perforating machines, ete. 
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Offen, B., & Co., 608 S. Dearborn St., Chicago, Ill. Mfrs. 
of humidifiers, 

Ohio Knife Co., The, B & O Ry. & Dreman Ave., Cincin- 
hati, O. Paper trimming knives. 

Ohio Roller Co., 4408 Detroit Ave., Cleveland, O. Printers’ 
rollers, trucks and cores. 


Oil Fires, Ine., 363 Lexington Ave., New York, N. Y. Oil- 
fired stereotype pots. 

Oilgear Co., 1325 W. Bruce St., Milwaukee, Wis. Pumps, 
motors and transmissions. 

Olney Machine Works, 5319 N. 2nd St., Philadelphia, Pa. 
Carver steel die embossing presses. 

Olsen Mark Corp., 124 White St., New York, N. Y. Olsen 
mechanical overlay, spray equipment, stamping press. 
Omaha Folding Machine Co., 2009 Cuming St., Omaha, 
Nebr. Attached newspaper folder and circular folder, 

warehouse trucks. 

Omaha Printers Supply Co., 1122 Harney St., Omaha, Nebr. 
Dealers in new machinery, linotype and monotype 
composition, type and composing room equipment. 

Onsrud Machine Works, Inc., 3900 Palmer St., Chicago, 
Ill. Air turbine head for routing machines. 

Orchard, R. N., 545 W. Larned St., Detroit, Mich. Mfr. 
of tape and linen cement for tape mending. 

Orent Engraving Co., 406 S. 12th St., Omaha, Nebr. 
Rubber plates and supplies. 

Ortleb Machinery Co., 3818 Laclede St., St. Louis, Mo. 
Mfrs. of ink agitators for all presses cooperable with the 
press or motor driven, electric-lighted magnifiers. 

Osgood-Globe Corp., 33 Purchase St., Boston, Mass. Com- 
position, rubber and synthetic rollers, hectographs and 
hectograph inks. 

Ostrander-Seymour Co., The, 1874 S. 54th Ave., Cicero 
Station, Chicago, Ill. Mfrs. of machinery and equip- 
ment for electrotypers, stereotypers and photo-en- 
gravers, beveling machines, planers, drilling ma- 
Chines, proof presses, routers, saw-trimmers. .. .... . 

O’Sullivan Linotype Composition Co., 47 West St., New 
York, N. Y. Slide rule for printers. . 

Oversewing Machine Co., 770 E. Washington Blvd., Los 
Angeles, Cal. Oversewing machine for bookbinders. 

= Glass Co., Toledo, Ohio. Glass building 

ocks. 

Oxford Paper Co., 230 Park Ave., New York, N. Y. Coated 
and uncoated book papers. 
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Paasche Airbrush Co., 1911 Diversey Pkwy., Chicago, Ill. 
Mfrs. of non-offset spray. 

Pabich, W. R., Mfg. Co., 2855 N. Rockwell St., Chicago, 
Ill. Repairs and sells stitchers. 

Pacific Typesetting & Type Foundry Co., 442 Sansome 
St., San Francisco, Calif. Typesetters. 

Package Mchy. Co., Springfield, Mass. Box and carton 
printing machines. 

Package Sealing & Label Co., 141 E. 25th St., New York, 
N. Y. Paper and cloth tape printing presses. 

Page, Robert R., 225 E. 24th St., New York, N. Y. Mfr. 
of fountain dividers and magnifiers. 

Paisley Products, Inc., 1770 Canalport Ave., Chicago, Ill. 
Spray solutions for non-offset guns, adhesives. 

Paper Converting Machine Co., 601 Harvey St., Green Bay, 
Wis. Mfrs. of special printing presses, carton printing 
presses with automatic feeders. 

Paper Manufacturers Co., 5th & Willow Sts., Philadelphia, 

‘a. Gummed, specialty, thin papers. 

Para-Flex Plate Corp., 220 W. 19th St., New York, N. Y. 
Mfrs. of equipment, tools and plate material for produc- 
ing non-metallic printing plates of all types. 

Parazin Printing Plate Co., Burke Bldg., Rochester, N. Y. 
Rubber composition plates. 

Parisian Novelty Co., 3510 5. Western Ave., Chicago, Ill. 
Celluloid finishing and celluloid advertising specialties. 

Parks-Cramer Co.,.972 Main St., Fitchburg, Mass. Air 
conditioning equipment. 

Parry, S. R., 224 Mill St., Rochester, N. Y. Mfr. and 
dealer in printers’, bookbinders’ and paper box machinery. 

Parsons Paper Co., Holyoke, Mass. Bond, ledger and linen 
papers, bristols. 

Partington, Inc., Sta. H, Cincinnati, Ohio. Linoleum block 
multi-color press. 

Partlow Corp., The, 2 Campion Rd., New Hartford, N. 

Y. Gas and electric temperature controls. ..........80 

Patchen & Hoefler, 40 Aqueduct St., Rochester, N. Y. 
Dealer in printers’ machinery and supplies; printers’ 
machinists, 

Paterson Parchment Paper Co., Bristol, Pa. Tympan and 
specialty papers. 

Pavyer Printing Machine Works, 600 S. Broadway, St. 
pri Mo. Dealers in used machinery; printers’ ma- 
chinists. 

Payne & Walsh, 82 Beekman St., New York, N. Y. Print- 
ing, bookbinding and typesetting machinery. 

Pease, The C. F., Co., 2675 W. Irving Park Rd., Chicago, 
IiJ. Lamps for cameras and printing frames. 

Peerless Roll Leaf Co., Inc., 4511 New York Ave., Union 
City, N. J. Roll leaf feeding attachment, stamping 
presses, gold leaf. 

Peninsular Paper Co., Ypsilanti, Mich. Cover and offset 
papers and colored paper specialties. 

Perfection Products Co., 116 Earl St., Rochester, N. Y. 
Mfrs. of ink remover; dealers in supplies. ' 
Perfection Type, Inc., 141 E. 5th St., St. Paul, Minn. 
Mfrs. of type, supplies and accessories; printers’ ma- 

chinists. 

Perfect Safety Paper Co., 102 Winter St., Holyoke, Mass. 
Safety papers. : 
Perkins, B. F., & Son, Ine., Holyoke, Mass. Paper testing 

instruments. ; 

Philadelphia Thermometer Co., 915 Filbert St., Philadel- 
phia, Pa. Type metal and industrial thermometers. 

Photo Engraving Equipment & Supplies, 406 E. Alcott St., 
Philadelphia, Pa. Complete line of photo-engraving 
supplies. : 

Photo Litho Plate Graining Co., The, 1207 8. Highland 
Ave., Baltimore, Md. Zinc and aluminum plates. ; 

Pine-Ihrig Machine Co., 36 Marion St., Oshkosh, Wis. 
Pumps, rotary printing presses, slitting machines. 
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Pioneer Mfg. Co., 1212 Jackson St., Toledo, O. Bench 
router, micrometer. .. 2... 6... oe oe ce ce ce ce ee ee ee OD 

Pitman, Harold M., Co., 51st Ave. & 33rd St., Chicago, Ill. 
Mfrs. copper and zine plates and supplies for photo~ 
engraving and photo-lithography. 

Pitney-Bowes Postage Meter Co., 757 Pacific St., Stamford, 
Conn. Postage meter machines. 

Pittsburgh Monotype Composition Co., 704 Second Ave., 
Pittsburgh, Pa. Composition for the trade. 

Pittsburgh White Metal Co., 3116 Penn Ave., Pittsburgh, 
Pa. Composing, electrotype and stereotype metals. 

Plastic Binding Corp., 732 Sherman St., Chicago, Ill. 
Binding proneee es 35.0.5 5 nce oR Re ai es ee 

Plate Makers Equipment Co., 3787 La Salle Ave., Los 
Angeles, Calif. Stereotype machinery. Hawkins color 
register system. 

Pleger, John J., Co., 609 W. Lake St., Chicago, Ill. Mfrs. 
of ticket printing presses; bindery machi 4 

Polygraphie Co., of America, Inc., 310 E. 45th St., New 

ork, N. Y. One man photoengraving unit and 
graphie supplies. 

Pope & Gray, 95 Morton St., New York, N. Y. Letterpress 
and lithographic inks. 

Porte recta Co., 952 E. 21st St., South, Salt Lake 
City, Utah. Franklin printing catalogue. 

Post Manufacturing Works, 671 Diversey Pkwy., Chicago, 
Ill. Mfrs. of envelope printing presses. 

Postage Meter Co., S ord, Conn. Pi meters. 

Potdevin Machine Co., Inc., 1221 38th St., Brooklyn, 
N. Y. Mfrs. of paper bag machinery for n print- 
ing, waxing, pasting, gumming and gluing. Drying 
ovens, varnishing machine. 

Power Gauges, 304 Hudson St., New York, N. Y. Power 
gauge for paper cutting machine table. 

Powers Precision Lock-up Furniture Co., 198 Mercer St., 
Jersey City, N. J.. Composition lock-up ture, 

Precision Finishing Machine Corp. of Virginia, Krise Bldg., 
Lynchburg, Va. Silk screen printing machine. 

Precision Printers’ Equipment Co., 1724 E, 27th 8t., 
Milwaukee, Wis. and rule cutter, mitering ma~- 
chine, saw trimmer and miterer. 

Precision Steel Co., 23 Park Ave., Paterson, N. J. All- 
measure adjustable liners for apes age | machines. 

Precision Typesetting Parts, 368 E. 148th St., Bronx, New 
York, N. Y. Rebuilds Linot; and Intert; molds. 

Preferred Dry Mat Co., 35—8th St., Passaic, N. J. Stereo- 
type matrices. 

Premier Flong Co., 225 Broadway, Woolworth Bldg., New 
York, N. Y. Stereotype dry. mats; mats for color work. 

Prentiss, George W., & Co., 439 Dwight St., Holyoke, Mass. 
Bookbinders’ wire. 

Prescott, H. 8., 238 Dwight St., Springfield, Mass. Letter- 
press, lithographic, offset . 

Price Bros. & Co., Ltd., Price House, Quebec, Canada, 
News print manufacturers. 

Printers Equipment Mfg. Co., 3053 123rd St., Toledo, O. 
Composing room saw trimmers with attachments. 

Printers Machinery & Supply Co., 533 W. Congress St., 
Detroit, Mich. lers in new and used machinery. 

Printers Supply Corp., 1142 Maple Ave., Los Angeles, 
Calif. Printers’ supplies. ; 

Printers Supply Service, 719 S. Dearborn St., Chicago, Il. 
Dealers in printers’ supplies. é. 

Printers Trading Post, 606 Broadway, Kansas City, Mo. 
Machinery dealers. ; 

Printing Machinery Co., The, 436 Commercial Square, 
Cincinnati, O. Mfrs, of metal bases, honeycomb, diagonal 
and metal furniture, die cutting machine. 

Printing Press Extension Delivery Co., 447 W. 40th St., 
finest ees N. x pc percue pene and automatic 
gas sheet heaters for all makes of printing presses. 

Printing Press Parts & Supplies, Inc., 225 High St., Boston, 
Mass, Dealers in parts and supplies. Statie neutralizer. 

Printing Trades Equipment Co., 224 N. Desplaines St., 
Chicago, Ill. New and used equipment. 

Probert Typesetting Co., 211 8. Ludlow St., Dayton, O. 
Matrix reference cleaner for intertypes and linotyp 

Process Rubber Plate Co., Inc., 522 8. Clinton St., Chicago, 
Ill. Hand engraved and molded rubber printing plates. 

Production Instrument Co., 710 W. Jackson Bivd., Chicago, 
Ill. Electric, mechanical and totalizing counters. 

rg ory F yr wie s Piet ee A. are Ave., 

icago, Ill. Cost ing system for printers. 

Publishers Equipment Co., 11 8. La Salle St., Chicago, 
Ill. Photo-engraving equipment for publishers. 

Pure Oil Co., 35 E. Wacker Drive, Chicago, Ill. Lubricating 


oils. 
Pyramid Printing Ink Corp., 284 Canal Place, New York, 
N. Y. Printing and lithographic inks. 


Q 


Quality Engraving & Electrotype Co., 436 Commercial 
Sq., Cincinnati, Ohio. Step and repeat electrotypes. 
Queen City Linotyping Co., 164 Ellicott St., Buffalo, N. Y. 

Composition for the trade. g 
Quimby Pump Co., Inc., 340 Thomas St., Newark, N. J. 
Gravure ink, and solvent. pumps. 
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Rader, Earl D., 420 Lexington Ave., New York, N. Y. 
Patent attorney. b 

Railway Express Agency, Inc., 230 Park Ave., New York, 
N. Y. Rail and Air Express Transportation service. _ 

Rapid Electrotype Co., MeMicken at Race St., Cincinnati, 
O. Fine screen matrix. 

Rapid Roller Co., 2558 S. Federal St., Chicago, Ill. 
Printers, Lit! , Newspaper, Rotogravure, Compo- 
sition, Canvas Covered and Rubber Rollers. Lithograph 
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Manufacturers’, Dealers’ and Suppliers’ Index—VI1 





Rathbun & Bird Co., 85 Grand St., New York, N. Y. 
in ee ribbon roll feed attachment for platen’ presses. 
2 Front St., "gag Mass. Hat ticket and 
ving ag rnin mach ines. 
nery Co., Reg? cay 
chines for refini 
Redimat Sales Co., P. 0. Box 153, Ft. Worth, Tex. Reverse 
stereotype process and s periee 
Redington, F. B., Co., 112 Sangamon St., Chicago, Ill. 
Mfrs. of counting machines. 
Reeves Pulley Co., 1227 Seventh St., Columbus, Ind. Vari- 
able speed transmissions, motors and controls. 


Reid, William, & Co., 2271 Clybourn Ave., Chicago, Ill. 
Dealers in ‘machinery and cue printers’ machin- 
E> oF ass oe «Ody DOC. 


Reisz, David, P. 0. Box 6041, ‘Cleveland, Oo. ons 
gauges . .23, Dec. 


Renz, Fred., & bias 7025 5 83rd St. Glendale, New York, 
N. Y. Ruling machine mfrs. 
Repro Art Mchy. Co., Wayne i. Ag Berkley St., Phila- 
delphia, Pa. Levy, Max, & 
ere Copper & Brass, Inc., "930 Park Ave., New York, 
N.Y. Anodes and brass. 
havehcabe Co., 907 State St., North Bergen, N. J. Port- 
able elevator, lift trucks and storage racks. Paper 
feeding lifts. 
Paper. Co., Kalamazoo, Mich. Coated and uncoated 
book and offset es 
Reynolds Metals 19 Rector St., New York, N. Y. 
Metal foil papers and paper board; aluminum’ bronze 


powders 
Rhenisch, ‘A. R., and Associates, 612 N. Grove Ave., Oak 


ark, Ill. 
Rhoades, J. E., & Sons, 35 N. Sixth St., Philadelphia, Pa. 
Flat and round leather belting and supplies. 
Rich & McLean, 18 Jacob St., New York, N. Y. Mfrs. of 
linotype specialties, magazines, molds and liners. 


Richards, J. A., Co., 903 N. Pitcher St., Kalamazoo, 
Mich. Mfrs. of saws, tables, benders, creasers, etc. 
Paper box machinery, cutting forms and dies. ...... 28 


Richards-Wilcox Mfg. Co., Aurora, Ill. Roll paper hoist. 

Riebe Quoin Co., The, 122 N. Lamon Ave., Chicago, Il. 
Mfrs. of quoins, press guide guards and swingers. 

Riegel Paper Corp., 342 Madison Ave., New York, N. Y. 
Tympan and apenas papers 

Rieh] Galley Lock Co., 1312 Ontario St., Cleveland, Ohio. 
End and side galley locks. Adjustable tie-ups without 
the use of string. 

R. I. Humidifier & Vent. Co., 99 Chauncy St., Boston, 
Mass. Web spray attachment and humidifying systems. 

Rising Paper Co., Housatonic, Mass. Bond, ledger and 


rag book paper. ; 

Rivett Lathe & Grinder, Inc., 20 Riverview Rd., Brighton, 
Mass. Lathes and press lubricators. 

Roberts & Porter, Inc., 402 S. Market St., Chicago, Ill. 
Lithographic supplies. 

Roberts, Lewis, Inc., 72 Union St., Newark, N. J. Letter- 
press, ‘lithographic, offset and watercolor inks, varnishes 
and driers. 

Roberts Numbering Machine Co., 694 Jamaica Ave., 
Brooklyn, N. Y. Mfrs. of numbering and dating ma- 
chines and pencil pointers. 

Robertson, A. W., 461 Eighth Ave., New York, N. Y. 
Buys and sells printing plants. 

Robertson, R. R., 400 W. Madison St., srs Ul. 
Mfrs. of cameras and equipment. . 

Robinson, John T., Co., Hyde Park, “Mass. ‘Cardboard 
and lithographic cutting, scoring and creasing machines. 

Rogers Isinglass & Glue Co., 210 Eastern Ave., Gloucester, 
Mass. Photo-engraving glue and top enamel, deep etch 
offset. products. 

Rogers, Samuel C., & Co., Inc., 191 Dutton Ave., Buffalo, 
N. Y. Mfrs. of } paper and line-casting machine knives, 
knife grinding machines. 

Rolled Plate Metal Co., 210 Van Brunt St., SiN 
N.Y. Alloy, copper and zinc plates. . my 

Roosen, H. D., Co., 78—20th St., + aS N. Y. ‘Letters 
press, lithographic and rotogravure inks, varnishes and 


piorers Bros., Inc., 3611 14th Ave., Brooklyn, N. Y. 
Pallet and plate presses. 

Rosback, F. P., Co., 5th & Park Sts., Benton Harbor, Mich. 
Mfrs. of perforator, wire stiteher and punching machines. 

Rosco Laboratories, 367 Hudson Ave., Brooklyn, N. Y. 
Transparent sheeting for reproduction proofs, 

Ross-Ad Seal, Inc., 738 Lord St., Indianapolis, Ind. En- 
graved matrices for all line and typecasting machines. 

Ross, Charles, & Son, Co., 148 Classon Ave., Brooklyn, 
N. Y. Ink mills and mixers. 

Rotogravure Div. General Printing Ink Corp., 100 Sixth 
Ave., New York, N. Y. Rotogravure inks and supplies. 

Rotogravure Engineering Co., 299 Marginal St., East 
Boston, Mass. Mfrs. of rotogravure presses. 

Rouse, H. B., & Co., 2216 N. Wayne Ave., Chicago, Ill. 
Mfrs. of saws, cutters, miterers, re 
sticks, paper lifts, conveyors, etc.. 

Royle, John, & Sons, 10 Essex St., ‘Pasereea, N. ¥. 

rs. of “peeninrs comp electrotypers, en and 
yvewspaper machinery. . ..92 

Rulex Type Corp., 549 S. Wells St., Chisago; ‘Th “Bype 
founders. 

Russell Electric Co., 340 W. Huron St., Chicago, Ill. Glue 
pots, pyrometers, air conditioning equipment. 

Rael Bi Co., Middletown, Conn. Web and rubberized 


Ruseli Products Co., 00 Harrison Bldg., Philadelphia, 
Pa. Stereotype supplies 

Russell Supply Co., Inc., 47 West St., New York, N. Y. 
Dealer in auxiliary distributor for Kelly presses. 

Rutherford Machinery Co., Div. ae Printing Ink 
Corp., 100 Sixth Ave., New York, Equipment 
and supplies for offset lithography _ photo-engraving. 

Ruxton Prod oducts, Inc., Div. Interchemical Corp., 407 E. 
Eighth St., Cincinnati, Ohio. Silk screen colors and 
equipment. 


Agitators, mixing ma- 
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Ryan E. G., & Co., 727 S. Dearborn St., Chicago, Ill. 
Dealers in offset, photo-lith and photo-engraving equip- 
ment and supplies. 








Sabin Robbins Paper Co., 3800 Ludlow Ave., Cincinnati, 
hio. Printing papers. 
Safety Electric Heater Co., Faribault, Minn. Glue warmers. 
Sandberg Mfg. Co., 1949 Fulton St., Chicago, Il]. Cutting 
sticks, wood furniture. 


Sandblom Steel Chase Co., 426 S. Clinton St. aa, 
Ill. Electric welded steel chases. . : .10 


Sands Roller Co., 2859 Detroit Ave., Cleveland, 0. Printers’ 
composition rollers. 

San Antonio Roller Works, San Antonio, Tex. Portable 
color ink rg ene for newspaper presses. 

as Offset Press Mfg. Corp., 38 E. 29th St., New York, 
N. Mfrs. small offset presses. 

ica Machine Co., 376 W. Main St., Benton Harbor, 
Mich. Carton printing, cutting, creasing presses. 

Scherer Rolup Process, Minneapolis Tribune, Minneapolis, 
Minn. Halftone etching process. 

Schmutz Mfg. Co., 1600 W. Main St., Louisville, Ky. 
Hand-fed and web presses for burlap, cotton and paper 
bag making and printing. Machine for printing on metal 
plates. 

Schroeter, J. H., & Bro., Inc., 223 Central Ave., S.W., 
Atlanta, Ga. Dealers in cutters, chases and bookbinders 
job backers, new and used printing machinery. 

Scott, Walter, & Co., South Ave., Plainfield, N. J. Mfrs. 
color, newspaper, offset and rotogravure presses, cutting 
and creasing presses and stereotype machinery. 

Seiler Mfg. Co., 18 W. Main St., Mt. Joy, Pa. Form tie. 

Selas Co. The, 18th & Indiana Ave., Philadelphia, Pa. 
Gas burners, ink driers, special burners. 

Selectasine Corp., 2738 W. Van Buren St., Chicago, III. 
Stencil process presses. 

Seneca Wire & Mfg. Co., Fostoria, O. Bookbinders stitch- 
ing wire. 

Senefelder Co., Inc., The, 32 Greene St., New York, N. Y. 
Lithographic and. letterpress inks; lithographie supplies. 

Service Caster & Truck Co., The, 62 20 N. Brownswood Ave. mn 
Albion, Mich. Trucks and form lifter. 

Setter Bros., Inc., Cattaraugus, N. Y., Blocking wood. 


Seybold Machine Co., Div. Harris Seybold Potter Co., 
813 Washington St., Dayton, O. Cutting machines 
and knives, grinding wheels and die cutting presses. . 27 

Shaw Box Co., Muskegon, Mich. Roll paper hoists. 

Shaw Machine & Tool Co., 1151 Temple St., Los Angeles, 
Calif. Mfrs. of stereotype machines and supplies. Rubber 
type rotary manifold press, one to four colors. 

Shawver Company, The, 21 W. Pleasant St., Springfield, 
Ohio. Oval, eure and shear cutting machines. 

Sheip Henry i, Columbia Ave. & 6th St., 
Philadelphia, Ba A Mlocknt wood. 

Sheridan, T. W. & C. B., Co., 129 Lafayette St., New 
York, N. Y. Mfrs. of embossing presses, cutters, die 
presses, stitchers, coverers, binders, etc., for bookbinders. 

Sherwin-Williams Co., 101 ‘Prospect Ave., Cleveland, O. 
Photographic and color separation screens for silk screen 
reproduction. Colors and modifiers as well as a line of 
sundries for the silk screen trade. 

Showcard Machine Co., 1192 Merchandise Mart, Chicago, 
Til. wae printing machines and supplies. 

Siebold, J. H. & G. B., 47 Watts St., New York, N. Y. 
Letterpress, offset, lithographic inks, compounds, etc. 

Signode Steel Strapping Co., 2600 N. Western Ave., 
Chicago, Ill. Wire tying machine, stretcher for steel 
strapping, wire and strapping 

Simeo Co., The, 4929 York Rd. Philadelphia, Pa. Mfrs. 
of transformers, motors, static ‘eliminators, heaters, sheet 
warmers, etc. 

Simonds Saw & Steel Co., 470 Main St., Fitchburg, Mass. 
— cutter knives, cutting, creasing and perforating 
rule. 

Simonds, Worden, White Co., 1101 nosey PI., Dayton, 
oO. Paper cutter knives, planers. . Soa ade 
Simonds, Worden, White Co., R. % Daa: Knife Works, 

Div., Beloit, Wis. Paper cutting knives, planers. 

Simplex a Stamping Press Co., 425 Fourth Ave., New 
York, N. Y. Gold, color and black specialty imprinting 
presses and supplies. 

Simplex Specialty Co., Inc., 116 W. 14th St., New York, 
N.Y. Print dryer. 

Simplex Time Recorder Co., S. Lincoln St., Gardner, Mass. 
Job, cost and payroll recorders; time stamps. 

Sinclair & Carroll Co., Inc., 591 Eleventh Ave., New York, 

¥. Y. Mfrs. printing and lithographic inks. 

Sinclair & Valentine Co., 611 W. 129th St., New York, 

N. Y. Letterpress, gravure, offset, lithographic inks, 
driers, compounds and varnishes. . ares A 


Skasol Corp., 4217 Race Course ive e., St. Louis, Mo. 
ne Seen for water jackets of stereotype 
casting boxes. 

SKF Industries, Inc., Front St. and Erie Ave., Phila- 
delphia, Pa. Ball and roller Basten and transmission 
appliances. . " 


Sleight Metallic ‘Tok Co., ‘538 N. ‘3rd St. "Philadelphia, Pa. 
Letterpress, metallic, offset and die stamping inks. 

Smalley-General Co., 1700 Sixth St., Bay City, Mich. 
Mfrs. of La Framboise rotary gatherer. 

Smith, Dudley S., 504 Bulletin Bldg., Philadelphia, Pa. 
Tympan paper and newspaper supplies 

Smith, F. X., Co., 952 E. 93rd St., Brookiyn, N . Y. Mfrs. 
chases, quoins, bars, keys and composing room supplies. 

Smith & Winchester Mfg. Co., The, South Windham, Conn. 
Paper cutting machines, die cutting presses. 

Smyth Mfg. Co., The, 9 Sigourney St., Hartford, Conn. 
Mfrs. of bookbind ing machinery. Line-composing 
spaceband cleaning machine. 


Equipment and Supplies Ind 


Sorg Paper Co., 901 Manchester Ave., Mi dletown, 0: 

a boards and specialties. = 0. 
South Bend Lathe Works, 425 E. Madison St, 

Ind. Lathes for rubber roll grinding and ‘ttt Bend, 
Southeastern Printers Supply Co., 267 Trinity Ave., 

Atlanta, Ga. Dealers in new and used presses My 
Southworth Machine Co., 30 Warren Ave., Por 

Mfrs. of punches, cornering machines, cutters, 

and special machinery. Air conditioning equipment 
sinc a Machine Co., 200 Boston Ave., Med- 

orc {ass pecial printing’ presses, fi ruling 

and gluing machines. olding, 
Specialty Printing Equipment Co., 1617 Y; dalia 

Cincinnati, Ohio. ‘Transfer table for Miehle pel 

press, double-roll device for same. 


Speed Products, Inc., 437 E. 106th St., a 9. 
Stereotype scorchers. . 


Spiral ons Co., us Ls nats St.. New York. N 
Spiral] making mac hines, punching dies an threading 

P machines. Prod 0 i . 
prayomatic roducts Co., 1120 Harrison Ave., Cincinnati 
O. Spraying equipment. 

S. 8. Rubber Cement Co., 3438 N. Halsted St., Chicago, 
Il]. Padding, tabbing and bookbinding glue : 


Sta-Hi Corporation, 1020 Crocker St., Los hui Calif, 
Mfrs. of dry mat formers, vacuum casting 
curved routers, other stereotype mam: — 
Form files for composing rooms. . ; 1-2-3.4 


Standard E g * Co., 17 W. Sends pie So. 
Del. Co., Pa. Envelope and sheet rotary presses, one 
two colors. 
Standard Machinery Co., The, Mystic, Conn. Mfrs, of 
bookbinding machinery "and special machinery to order, 
Standard Oil Co. of Kentucky, Louisville, Ky. “Tye alle 2) 
Standard Paper Box Mach. Co., Ine., 133 Bleeder . 
: nee ioe. eee Seip gising machine 
tandard Paper Mfg. Co., First ull Sts., Richmond 
Blotting, bond, ledger, book, offset and thin pai Ys 
Standard Process Corp., 734 W. Lexington St., Chi 
Ill. Mfrs. of rotogravure presses, grinding ‘machines, 
transfer machines, and special machinery, Dealers 
in machinery. 


os _ Co., The, Pleasant Hill, Mo. Makeup rules and 


Star "Tool Works, 15 W. Washington St., Springfield, 0, 
frs. of equipment and supplies. 
Starrett, The L, S., Co., Athol, Mass. Gauges and precision 


ools. 

Static Eliminator & Printing Press Heater Co., 239 Centre * 
Sts, New es N.Y. Heaters, oxidizers and neutralisers, 

Staude, E. G., Mfz. Co., 2675 University Ave., St. Paul, 
Minn. Rotary web printing presses, envel ope making 
machinery. 

Sta-Warm Eleciric Co., Ravenna, O. Electric glue pots 
and soldering irons. 

Steel, B. W., 411 E. Pico St., Los Angeles, Calif. Mfrs. 5 
of controlled burners and rotary perforators. 

Stee] City Printing Ink Co., Penn Ave. & Water 8. 
Pittsburgh, Pa. 

Stephens, Samuel, & Wickersham Quoin Co., 174 High St, 
Boston, Mass. Mfrs. of quoins, etc. Dealersin machinery, — 

Stereotype Equipment Co., 2815 Irving Park Rd., Chicago, © 
Ill. Mfrs. of molding presses, humidors, dryers, ete; 
dealers in stereotype supplies. 

Stereotex Machinery Co., P. O. Box 167, Stamford, Conn. 
Stereotype matrix molding, electrotype lead and wax 
molding presses, vulcanizer for rubber printing plates. 

Sterling Type Foundry, 67 E. First St., Vermontville, Mich. 
Mfrs. 0 f type. 

Stevens, . H., Type Co., 27 N. Union St., East Somer 
woe. Mass. Mfr. of type. Dealer in machinery and 
supplies 

Stevenson, Ashton G., Inc., 655 S. Wells St., Chicago, Til, 
Line-casting machine molds and liners. 

Stewart, Don, Co., 441 Clay St., San Francisco, Calif. 
Mfr. of brass rule, ete. Dealer in machinery and i 

Stewart-Warner Corporation, 1826 Diversey pan 
Chicago, Ill. Alemite lubricating equipment, tachometer. 

Stiles, Charles L., 64 Hanford St., Columbus, 0. Mfr, of — 
gauge pins. 

Stimpson, Edwin B., Co., 61 Franklin Ave., Brooklyn, 

N. Y. Eyeletting and riveting machines. 

Stokes & Smith Co., Frankford Ave., Philadelphia, Pa. 
Mfrs. of printing presses. 

Stokes, The A., Co., Hudson, O. Thermography machine 
and ink; aniline, ‘letterpress and water color inks and — 
compounds. 

Stolp-Gore Co., 710 W. Jackson Blvd., Chicago, Ill. Mirs. 
of special machinery for printers and inders. 
Dealers in machinery. 

Stonhard Co., 401 N. Broad St., Philadelphia, Pa. Floor, 
wall and ceiling resurfacers. 

Strait, H. H., 9510 Milton Ave., Overland, Mo. Mfr, of 
feed guides, gauge pins and quoins. 

Strathmore Paper Co., Front St., West Springfield, Mass. a 
Bond, book, cover, writing and specialty papers. : 


Stripfounders, 512 8. Sherman St., Chicago, Ill. ba ei” 


type. 

Stromberg Electric Co., 223 W. Erie St., Chicago, Ill 
Time, recording and wall clocks; time stamps and 
elapsed indicators. 

Stromberg Time Corp., 109 Lafayette St., New York, N. y. 
Time clocks and recorders. 

Struthers Dunn, Inc., 1315 Cherry St., Philadelphia, Pa. 
Melting pots, timing devices, ladles, relays and swi 

Stuebing Automatic Machine Co., 2425 Spring Grove Ave... 
Cincinnati, O. Tin mounting machines, calen 

Sturtevant, B. F., Co., Hyde Park, Mass. Air conditioning 
and humidifying equipment. 

Sullebarger, E. T., Co., 116 John St., New York, N. ¥, 
Photomechanical equipment for offset, gravure 
photoengravers. 

Sunnen Products Co., 7900 Manchester Ave., St. Loui 
Mo. Cylinder honing equipment for composing mac! 
crucible wells. 
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. — Index 


Fiske Graphite Co., 33 8. Clark St., Chicago, Ill. 


Printing Ink Co., 295 Lafayette St., New York, 
eg Superior Printing and lithographic inks, driers and com- 
ne., 461 Eighth Ave., New York, N. Y. 


; I 
: “GrartReicel Tne tes for offset. 
Ideal Co., 6122 N. 2ist St., Philadelphia, Pa. 


ie of printing ‘frames for photoengravers and lithog- 


George W., Inc., Bordentown, N.J. Special printing 


ialty machinery. 
mse dsc Inc., 10 Love Lane, Hartford, Conn. 


z d roll form. 
oo. git a 1148 8. Wabash Ave., Chicago, Ill. 





= 





i Searement Co., 111 Goundry St., N, Tonawanda, 
per stiffness and resistance-to-rub gauges. 
e, Co., The, 14616 Alder Ave., East Cleve- 
‘ outing cutters for electrotypers, photo- 
es, printers and stereotypers. 
ae Machine Co., 210 Guilford Ave., Baltimore, Md. 
Pi eecfacturers of device for registering fo>m with eepy. 
Stiles & Co., Riegelsville, N. J. Mfrs. of paper 
up vol machinery for destroying discarded office 
records, prints, newsprint, etc. 
Chemical Co., nana St., Teaneck, N. J. Chemi- 
fiset Jate-makin 
“el ter Some 1400 W eee Ave., © ro at Ii. 
tter apparatus for ine-composing machines. 
Bee ifs. Co. The, Cooper & Hosea Sts., Lockland, 


a Moseaty Mi parts for loose leaf binders. 


menak Product, Inc., 610 Federal St., Chicago, Ill. Mold- 
ing composition for electrotypers. Also mounting 


Tesch a Mie. Co., 2700 S. 19th St., Milwaukee, Wis. Mfrs. 
_, ‘and saw filing and swaging machincry and saw 


Testing Ta Msshines, Inc., 460 W. 34th St., New York, N. Y. 
Micrometers, scales and gauges. 

Thiokol Corp., 780 N. Clinton Ave., Trenton, N. J. Oil- 
proof synt. etic rubber. 

Thomas, James William, 3868 Carnegie Ave., Cleveland, O. 
Newspaper architecture and engineering. 

Truck & Caster Co., 4003 Mississippi River, 

waakok, ae Paper roll trucks, rubber tired wheels, 

Beas Nations! Press Co., Dean Ave., Franklin, Mass. 
Mfrs. of job printing presses, embossers, die heaters, 
cutting and creasing machines. 

Thompson Cabinet Co., Luke St., Ludington, Mich. Mfrs. 
of composing room equipment. 

Thornton, Seth & Co., 606 Broadway, Kansas City, Mo. 
Machinery dealers. 

Tileston & Hollingsworth, 213 Congress St., Boston, Mass. 
Bond, book, cover, offset and index bristol. 

Time Saving Device Co., The, 599 Kenmore Ave., S.E., 
Warren, O. Mfrs. of ejector set for linotypes. 


Timken Roller Prasing Co., The, Canton, O. Tapered a 


roller bearings. . 
Timmons & Charles, 880 Barack Ave ‘Tersey City, N. J. 
Mfrs. of water jacket {stereotype casting box) cleaner. 
Tingue, Brown & Co., 114 E. 23rd St., New York, N. Y. 


Press blankets for web, flat bed, job and. proof Ra 


presses. . 
pabgeyh Co., 53 Park ‘Rew, New “York: N. Y. Shading 


Ti-Pi Co. 710 E. 18th St., Kansas City, Mo. Rubber 

printing plates and tools. 
lo oan Furniture Co., The, 1100 Hastings St., 
Toledo, O. Office and composing room furniture. 

Toledo Scale Co., Toledo, O. Seales of all kinds. 

Tompkins Printing Equipment Co., 705 S. Dearborn St., 
Chicago, Ill. Printers machinery dealer. Paper con- 
ditioners. 

Ton Tex Corp., 129 E. 22nd St., New York, N. Y. Rubber- 
ized tape. Creeper blankets and direct pressure blankets. 

aro Engineering Co., 1222 W. 84th St., Los Angeles, 

peed gauge for metal saws, 

Tork Clock Co., Inc., Mount Vernon, N. Y. Clock con- 
"at switches. 

ee Printing Corp., 106 Fifth Ave., New York, 
Artists’ shading sheets. 

Tapp & Kuehnle, 253 Pearl St., New York, N. Y. Mfrs. 

of thes feed typewriter ribbon attachment for C. & P. 


Tangle Ink & Color Co., 26 Front St., Brooklyn, N. Y. 
nae am offset, litho inks, compounds, driers and 


Triplet ( onli 1 Dover St., New York, N. Y. Gauges and 
tympan papers. 
en Equipment Engineers, 507 S. 4th St., Minneapolis, 


Trussell Mfg. Co. , Poughkeepsie, N. Y. Binding process. 
Tryon, ee B B., 406 S. 12th St., Omaha, Nebr. Trade 
position 
Mee Dorsey Mfg. Corp., 302 8. State St., Indianapolis, 
d. Trucks. 
Turner Printing Machinery 2630 Payne Ave., Cleveland, 
frs. of type. Dealers in new and used machinery. 
Rebuilt machinery. 
Twin City Printers Roller Co., 505 S. 3rd St., Minneapolis, 
._ Printers’ rollers. 
& Press of Illinois, 220 S. Jefferson St., nen. Ill. 
ers in new and used equipment and supplies. 
Writer, Hervey Lees, Distributor, 212 N. Chevy 
hase Drive, Glendale, Calif, Keyboards. 





U 


Unbekannt, C., 210 Larch Ave., Teaneck, N. J. Staging ink. 





Ullman, Sigmund, Co., Div. General Printing Ink Corp., 
Park Ave. & 146th St., Bronx, New York, N. Y. Letter- 
press, lithographic, offset, doubletone inks, compounds, 
driers, and varnishes. 

Unique Steel Block Co., 304 Chemung St., Waverly, N. Y. 
= of register base for presses, chase blocks, clamps, 
ete 

United American Metals Corp., 200 Diamond St., 
Brooklyn, N. Y. Composing machine, electrotype 
and stereotype metals, metal flux. . 


United Camera Co., Ine., 1515 Belmont bac Cheese: Ill. 
Bellows for all ty pes of cameras used in the graphic arts. 

United Heater & Cooler Co., Wausau, Wis. Humidifying 
equipment. 

United ngs ata Supply Co., Bellmore, N. Y., Blankets 
and draw sheets. 

United States Rubber Products, Inc., 1790 Broadway, 
New York, N. Y. Offset blankets, rollers for letterpress, 
offset and rotogravure presses, cutting rubbers, rubber 
under-packing, engravers rubber, molding rubber. 

United Stereotype Supply Corp., i4 Cambria St., Boston, 
Mass. Packing felts and pouring sheets. 

Universal Mono-Tabular Corp., 1905 Bryan St., Dallas, 
Texas. Mono-tabular broach. 

Uranium Lighting Corp., 31 E. 27th St., New York, N. Y. 
Color matching and daylight units. 

U. S. Electrical Motors, Inc., 200 E. Slauson Ave., Los 
Angeles, Calif. Motors. 

Envelope Co., Springfield, Mass. Envelopes and 
specialty papers. 

U._S. Stoneware Co., 60 E. 42nd St., New York, N. Y. 
Etching machines, tubs for etching zinc and copper plates. 

Utility Heater Co., 239 Centre St., New York, 

Mfrs. of heaters, oxidizers, neutralizers, ete. Dealers in 
new and used machinery—repairs, etc. 

Uvachrom Emulsion Co., Walnut St., Teaneck, N. J. 
Chemicals. 


bs Metal Corp., 985 Grand St., Brooklyn, MR 

Metals. 

Valley Paper Co., Holyoke, Mass. Rag content bonds, 
ledgers, thin papers, index bristols. 

Vandercook & Sons, Inc., 900 N. Kilpatrick Ave., 
Chicago, ill. Mfrs. of proof presses and proving 
machines for printers, newspapers, photo-engravers, 
electrotypers, ink and paper manufacturers. Hand 
and power driven offset proof presses, with and with- 
out automatic ne and — rollers. . 

_184 and Inside Back Cover 

Van ‘Dyke ‘Todustries, “9857 ‘8. Halsted St., Chicago, Il. 
Fluorescent lighting fixtures. 

Verner, B., & Co., 298 Broadway, New York, N. Y. The 
Multipress, a small high-speed flat-bed cylinder press. 
Parts for Multicolor and M-24 presses. 

Verrinder, E. A., 827 Alvarado St., Redlands, Calif. Mfr. 
of transfer table for Miehle vertical press. 

Vibration Eliminator Co., 8 Astoria Bldg., Astoria, N.Y. 
Vibration eliminating equipment 

bs pa Balata & Textile Belting Co., "53 Park Pl. , New York, 





Vogeltype Aligning Paper Corp., 9 Clinton St., Newark, 


Vogt Roller Co., Inc., 222 S. 12th St., Louisville, Ky. 
Composition and rubber rollers. 
— Proofing Co., 58th St., & Ist Ave., Brooklyn, 
Litho, offset, —eer: and ‘newspaper 
seine: rubber rollers. . i ..49 





Wagner, Chas., “Litho Machinery Co., Div. of National- 
Standard Co., 51 Park Ave., Hoboken, N. J. Mfrs. of 
litho machinery and supplies, presses, ovens, varnishing 
machines, etc. 

Wakefield Machine Co., 100 Foundry St., Wakefield, 
Mass. Eyeletting and tag patching machines. Patches. 

Waldron, John, Corp., New Brunswick, N. J. Rotary 
printing presses, embossing machines. 

Walker-Cameo Overlay Corp., 1374 Massachusetts Ave., 
Boston, Mass. Overlay and ink. 

Walker, E. H., Supply Co., 1315 Fourteenth St., N.W., 
Washington, D. C. Dealer in supplies and equipment. 

Wallace & Tiernan Products, Inc., 11 Mill St., Belleville, 
N. J. Water color printing process. 

Wallin Mfg. Co., 1122 Harney St., Omaha, Nebr. Re- 
builders of composing room saws. 

Wallmueller, Fritz, 63 W. Broadway, Salt Lake City, Utah. 
Printing press machinist. 

bai + oer Machine Co., The, Wapakoneta, O. Paper 

nives 

Wardwell Mfg. Co., 3167 Fulton Rd., Cleveland, O. Saw- 
sharpening equipment. 

Warnock, W.S.,Co., 1524 Jonquil Terrace, Chicago, Ill. 
Mfrs. of printing plate geet equipment, chases, 
bases, and register hooks. . Pe | 

Warren, 8S. D., Co., 89 Broad St., Risin ‘Ss Book 
papers for letterpress, label, offset and gravure; super 


papers. 

— E. 8., 137 W. Tupper St., Buffalo, N. Y. Dick’s 
mailer. 

Waterfalls Paper Co., 21 E. 40th St., New York, N. Y. 
Bond, ledger, vy, offset papers. 

Watervliet Paper Co., Watervliet, Mich. Coated, gloss 
ink, offset papers. Playing card stock. 

Watson-Stillman Co., The, Roselle, N. J. Direct pressure 
stereotype molding press. 
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Wayco Mfg. hr 1639 bg MeVicker Ave., Chicago, Il. 
Overlay and com d for bumping up zine etchings, 

Webendorfer-Wills See American Type Founders. 

Wehrung & Billmeier | Co., 3624 Lincoln Ave., Chicago, 
Ill. Gold leaf, palladium leaf. 

Weiss, A. See Champlain ei 

Wells &Co., 538 S.-Clark St., Chicago, Ill. Cross ‘ak form 


machine. 

Welsh, C. L., Route C, Pleasantville, N. J. Mfr. of gauge 
pins and guides. 

Wesel Mfg. Co., 893 Providence Rd., Scranton, Pa. Proof 
presses, leveling stands, shears, Pam cn Ap equip- 
ment, direct pressure press for s 

Westcott & Thomson, Ine., 147 N. oth a , Philadelphia, 
Pa. Plate separator, electrotype straight line ene 
unit, wax ruling machines, vacuum casting boxes 

Western Brush Co., 175 W. ‘Lake St., Chicago, ll. ” Offset 
preventive. 

Western Printing Mchy. Co., 430 S. Green St., Chicago, 
Ill. Magazine folders, printing unit that converts a 2- 
color Miehle into a 3-color press. Special designed presses. 

Western ‘Roller & Machinery Co., 1716 Arapahoe St., 
Denver, Colo. Mfrs. ah roliers. Dealers in printing and 
typesetting machine 

Western States yay Co., 1616 W. Pierce St., Milwau- 
kee, Wis. Envelopes. 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 
troboscopes. 

Weston, Byron, Co., Dalton, Mass. Bond and ledger papers. 

vane "Elee’l Inst. Corp., 614 Frelinghuysen Ave., Newark, , 

N. J. Gauges and testing instruments. 
Wesi Virginia Pulp & Paper Co., 230 Park Ave., New York, 
- Book and offset papers. 

Wetter tamberiag Machine Co., Atlantic Ave. and Lo- 
gan St., Brooklyn, N. Y. Mfrs. of numbering machines. 50 

Wheelright Papers, Inc., Leominster, Mass. Bristols. 

Whiting Paper Co., Holyoke, Mass. Bond, book, ledger, 
linen and writing papers; papeteries and: bristols. 

Whiting-Plover Paper Co., pron vpn Wis. Bond, 
cover, ledger, onion skin ‘and wri “Ny pga 

Wickwire Spencer Steel Co., 500 0 Fift Ave., New York, 
N. Y. Wire and fillets. 

Wiebking Engraving Co., 1133 Newport Ave., Chicago, Ill. 
Mfrs. of matrices for typesetting and. typemaking 
machines. 

be carga Quoin Co., The, 181 Crescent Ave., Revere, 

Mass. Mfrs. of quoins. 

Wild & Stevens, Inc., 5 Purchase St., Boston, Mass. 
Letterpress, newspaper, offset and lithogra: hie rollers. 

Willard Mfg. Corp., 28 W. 23rd St., New York, N 
Sheet-fed offset and gravure presses. Suction vile re- 
loading feeders. 

Wildes, Thomas, & Sons, 23-03 Borden Ave., Long Island 
City, N. Y. Metals. 

Willsea Works, 1042 University Ave., Rochester, ° 
Mfrs. of paper conditioning machine e, onesie pes 
roll a carton press. Mfrs. of ob eng machinery. 

Wilson, B., & Co., 7302 N 1 Ave., Chicago, Ill. 
Plate pe for Cottrell multi-color presses. 

Wilson Products Co., Reading Masks and irators. 

Wilson Type Tyup System, Soak 800, 160 Fe le St., 
Chicago, Ill. Frames to place about 


- Williamson Glue & Gum Works, 2327 Batt 18th hSt, Chicago, 


Ill. Adhesives. 

Wing, L. J., Mfg. Co., 154 W. 14th St., New York, N. Y. 
Air conditioning equipment. 

Wing's Sons, Chauncey, Greenfield, Mass. Label addresser. 

Winn & Goodman, 440 Sansome St., _ Francisco, Calif. 
Composition rollers and padding com ition. 

Winslow Ink Corp., 124 White St., New York, N. Y. Letter- 
press, lithographic, offset inks, varnishes and compounds. 

Wood Flong Corp., Hoosick Falls, N. Y. ney, 
dry mats ..38 

Wood, Nathan & Virkus Co., 112 Charlton St., ear York, 
N. ¥. Mfrs. raised letter machinery and supplies. 

Wood Newspaper Machinery Co., 501 Fifth Ave., New 
York, N. Y. Mfr. of web presses and stereotype 
equipment. . * .14-15 

Wrenn Paper Co., The, Ist yey & Water St.., "Middletown, 
O. Blotting paper. 

Wrigley, Thos., Co., 609 W. Lake St., Chicago, Ill. Ticket 


printing press. 
Wright Co., The, 444 Madison Ave., New York, N. Y. 
Newsprint. 
bel iggy Glazed en Oe, 178. Second Ave., Reading, 
Flint glazed and cover papers. 





Y 





Yale & Towne Mfg. Co., 4530 Tacony St., Philadelphia, 
Pa. Trucks. 


York Ice Machinery Co., York, Pa. Air conditioning 
equipment. 

Young Engineering Co., 2741 N. an Ave. + 
Ill. Mfrs. of special machines. . 





Z 





Zannetti, J., Machine Works, 1701 Kirkwood Ave., San 
Francisco, Calif. Mfrs. of ruling machines, feeders and 
routing machines. Dealers in machinery, repairers. 

Zarkin — Co., Ine., 335 E. 27th th St, New York, 
N. Mfrs. of graining ‘and whirling machines for litho 


trade. 
Zeiss, Carl, Inc., 485 Fifth Ave., New York, N. Y. Magni- 
fying and reducing glasses. Lenses, mirrors and prisms 


for airy my 
Ziegler, R., & Son Machine Co., 2319 Chestnut St., St. 
Louis, Mo. Machinists, repairers and service. 
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Dee: i Hoe Super- Production Single- 


hel Minions, Sheet Size, Meside: Chase Capacity or ie cal P 
Impressions per Hour or Rotary Production of Platen, Cylinder and 
Letterpress Machines, Offset Presses, Newspaper Presses, Aniline Presses 
ieet- and Roll-feed Gravure Presses, according to manufacturers’ specificatig ns 


NEWSPAPER PRESSES (High Speed Rotary) 


‘ e AND D MODEL _ Max. Web Max. Ptg. Standard Standard Cyl. 
Width Width Cyl. Diam. Circumference 








roduston Vertical- 7244” or as As specified 13,684 ", 1414" ,|43", 4516, 4714" 
specified 15”, or as | or as specified 
specified 

te iatiin color eylinders, reversible cylinder pment, extra color couples, duo (2- 
~omngah sind color fountains, portable color pumps, news and red line attachments, etc. 


rackets and floating roller tension devi 3-arm Reels with Fully Automatic 
"Tension Devices and Full Speed Web Splicing emia for underneath or 














As specified |13.684”, 1414”,/43",4514",4714" 
15”, or as or as specified 
specified 


to accommodate extra color cylinders, reversible cylinder: > gwowele tot extra color couples, duo (2-color) 
: gasp: port color fountains, portable color ee news and red line attachments, etc. 
d with Bar roll brackets and floating roller tension devices or 3-arm Reels with Fully Automatic 
n Tension Devices and Full Speed Web Splicing Te hedieins--ascaneas for underneath 





b ! 
‘nivrsal Unit Newspaper; 72” or as As specified |13.684”, 1414",|43",4516" 4714" 
i 15”, or as or as specified 
specified 
cain to produce up to four printings on each side ur each web or in wide variety of combinations. 


d with soning Bat Ten roll brackets and sad Ful Roller Tension Devices or 3-arm Reels with Fully Automatic 


Tension Devices and Full Speed Web Splicing Mechanisms—arranged for underneath 


asia 


| Hoo Super-Produetion Newspaper 63” or as As specified | 13.684” or as 43” or as 
Multi-Color 'Press. specified specified specified 
| Arranged to produce up to four printings on each side of each web or in wide variety of combinations. 
pepe st paper roll brackets and ine | Roller Tension Devices or 3-arm Reels with Fully Automatic 

a — or end rol feed "Bele Tension Devices and Full Speed Web Splicing Meshanisme—arranged for underneath 


~ 


- Width Newspaper Multi-color| 36” or as As specified ; 13.684” or as 43” or as 
- Press specified ; / specified specified 
) produce up to four printings ' on each side of each web or in wide variety of combinations. 


th } roll brackets and Floating Roller Tension Devices or 3-arm Reels with Fully Automatic 
It Tension Devices and Full Speed Web Splicing Mechanisms—arranged for underneath or 








: soe 


_ LETTERPRESS ROTARY PRESSES, ROLL FEED (Commercial and Magazine) - 
“MAKE -AND MODEL Max. Web : Mic. Ptg. Minimum | Max. Cyl. Sr 
ve Width Width Circumference | Circumference 














Hoe Ser Proton Magazine | | . 
ate “As specified As specified As specified | As specified 


with erred Flat Sheet Deliveries, Rewinders or a combination of these. 
‘olders can also furnish rotary wire stitcher.mechanisms or paster mechanisms— 
; or cover deliver amg complete with text, cover and inserts wire-stitehed or pasted. 
} ic 0 ean th made for color printing ie Fe 4 colors) or imprinting. 
ai} 4 ze roll brackets and Floati aed oller Tension Devices or 3-Arm Reels with Fully Automatic | 
B: Ru: inning Tension Devices and Speed Web Splicing Mechanisms. 








ROTOGRAVURE PRESSES (Roll pees) 





“MAKE AND MODEL | Max. Web Max. Ptg. Cylinder 
; Width Width Circumference 





"Hoe Super-Production Rotogravure Press af As specified 35” to 70” 
specified or as specified 


Un anita eguipped with co with “tg fountains, circulating ink system and push button operated cylinder sidelay und 
be equi 


be natth Bolders, Flat Sheet Deliveries, Rewinders or 4 combination of these. 
th Folders, can also furnish rotary wire stitcher mechanisms or paster mechanisms—also insert 





a to. pag products rime with text, cover and inserts wire-stitched or pasted. 

“ "a can be made for color printing in wide enety of combinations and for imprinting. 

aed vith roli brackets and Floating Roller Tension Devices or 3-Arm Reels with Fully Automatic 
unning Belt Terision Devices and Full-Speed Web Splicing M echanis ms. 
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In letterpress or relief printing, the 
image to be printed is raised above the 
blank non-printing parts of the form so 
that only the raised image receives ink, 
which is imparted to paper or other ma- 
terial by pressure. The letterpress form 
has the surface of a cameo. 

The principal divisions of letterpress, 
according to the character of the form 
are: Type, line etching, halftone engrav- 
ing, wood cuts and wood engravings, 
duplicate plates such as electrotypes, 
metal and rubber and plastic stereotypes, 
and hand-cut plates of linoleum and rub- 
ber. Celluloid has been used to some ex- 
tent for both original and duplicate 
plates. ; 

Cylinder and platen presses are engi- 
neered from the basis of a type high form; 
the printing surface (a plane 0.918 in. 
above the surface of the bed on the 
cylinder press) corresponds to the pitch- 
line of the cylinder and intermediate 
driving gears. Most modern rotary ma- 
chines are built with cylinder bearers 
corresponding with the cylinder gears 
in pitch-line. 

Formerly both type and rule were 
made type high but recent practice is to 
make sharp-face rules and leader points 
slightly less than type high, for both sav- 
ing in makeready and better molds for 
duplicate plate making. 

Typographic forms are preferred for 
text printing on surfaces within the scope 
of the method, which includes most 
papers and numerous other materials, 
for the very good reason that no repro- 
duction of an impression made from type 
will print as sharp as the type and that 
the best available reproduction is a dupli- 
cate made by a letterpress method of 
molding. 

Line etchings will print well on the 
same surfaces as type if the lines are not 
finer nor closer together than those of the 
smallest, finest type. For the finest line 
etchings, copper is preferred to the zinc 
generally used. 


Halftones 


Halftones are especially adapted to 
the reproduction of copy with middle- 
tones, that is, gray tones ranging from 
white to black, such as photographs. The 
purpose of the engraving is to obtain a 
distribution of ink in the final press print 
by means of dots of different size, through 
the massed effect of which an illusion of 
tones is presented, at reading distance. 
Halftones differ from line etchings in that 
the negative is photographed on the 
printing plate through a screen to pro- 
vide the dots which are the units of the 
halftone image. 


Ben Day 


Although middletones are not ob- 
tainable in line etching, shaded and tint 


effects and patterned backgrounds are 
available by transferring Ben Day pat- 
terns on to the image on the zinc plate, 
which may be etched at the same time 
with the main lines of the cut. 


Screens 


Just as a wide range of Ben Day pat- 
terns is available so also there is a wide 
range of halftone screens, from the 55 to 
75 lines of newspaper halftones on zinc, 
through the range from 110 to 133 lines 
commonly used in commercial and 
magazine printing. Screens of 133 line 
and finer show to best advantage on 
coated paper. 


Mezzograph Grain 


Besides the regular right-angle cross- 
rule screen, special screens like mezzo- 
graph, coarse, fine and circular, are used 
as required. 


Wood Cuts and Engravings 


Wood cuts like line etchings, show 
lines and solids, parallel and cross- 
hatched. Wood engravings are given 
tones through patterns engraved with 
tools by hand. Wash drawing, water 
color, etc., may be photographed on 
wood and engraved by hand. Line draw- 
ings may be drawn or photographed and 
cut on wood. Cheap wood cuts are widely 
used in commercial printing, including 
catalogs. Fine wood cuts are not sur- 
passed in artistic effect by any other 
letterpress cuts. 


Duplicate Plates 


Duplicates in plate form of type, en- 
gravings and cuts may be made by 
electrotyping, stereotyping, plastic and 
rubber molding. 

Electrotypes are copper or nickel 
shells, electrolytically deposited on a wax 
or lead mold, which are backed by lead, 
the whole constituting the best duplicate 
but at the cost of more time and labor. 
It has been stoutly argued that the best 
lead-mold nickel electro is better than 
the original in printing quality. 

Stereotypes are casts in special alloyed 
lead formula from paper pulp molds 
which yield plates quickly and at low 
cost. These plates are universally used in 
newspaper printing, and to an increasing 
extent in commercial printing as the 
equipment and supplies are improved 
through research and experiment. 


Molded Rubber Plates 


Molded rubber duplicate plates, often 
called rubber stereos, have points of ad- 
vantage: low cost, ease of makeready, 
astonishing wearing quality, less ink re- 
quired than for metal plates. 

Besides their use in regular commercial 
printing, rubber stereos monopolize the 
growing field of aniline printing which 
also employs rubber rollers. 

There is a considerable range of ma- 
terials on which it is easier to get a satis- 
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factory print from rubber than metal 
forms, such as glass, metal, moisture 
proof cellulose, etc. 

On uneven surfaces of paper and other 
materials, rubber may be printed with- 
out marring the surface. 


Purposes of Duplicates 


Among the principal purposes of du- 
plicate plates are their substitution for 
more costly originals on long runs and 
their use in multiplication of units or in 
group or gang printing in order that the 
full capacity of the production press may 
be utilized and thus, by decreasing the 
length of the run, obtain speedier pro- 
duction at less cost. 

By means of duplicate shells, mats and 
light-weight plates, mailing costs are re- 
duced and advertisements and other 
printing may be economically repro- 
duced in various media at widely sepa- 
rated points simultaneously. 


Linoleum Blocks 


Linoleum plates print passably when 
lines are deeply cut and not too fine nor 
too close together. Whether the pre- 
ferred battleship linoleum or thinner is 
used, it should be cemented on base so 
that the printing surface is type high, a 
rule more honored in the breach than 
the observance since linoleum is a favor- 
ite medium for amateurs, many of them 
talented but without appreciation of the 
meaning of “‘type high.” The printer 
should be on his guard against linoleum 
blocks not properly mounted. 


Cut Rubber Plates 


Hand cut rubber plates are much 
better than linoleum and are widely 
used for water color and aniline printing 
and other work where broad masses of 
color are wanted. 








Newspaper Printing 








One of the wonders of the modern 
world is the metropolitan newspaper, 
containing as many words as a book but 
produced in a few hours and still as easy 
to read as a magazine or book. This 
prodigy is possible because of the im- 
provements in the equipment and sup- 
plies used in the composing room, photo- 
engraving, and stereotype departments 
and the pressroom and of research and 
experiment, coupled with organization 
of a high order, which has systematized 
procedure so that production proceeds 
with precision and at high speed. 

The several mechanical departments 
are equipped with enough machines to 
assure reserve against any and all 
emergencies. The time element domi- 
nates the newspaper and the striving for 
artistry is hampered by the killing sched- 
ule of turning out editions. No matter 
what happens, the papers must be on the 
street and in the mails at scheduled 
hours. 

The composing room of the newspaper 
usually is a model of both equipment and 
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efficiency. Machines are plentiful be- 
cause of production protection during 
peak load conditions. The metal fed into 
the composing machines must be right or 
stereotyping and presswork will suffer. 
Ali cuts must be mounted on metal base. 
Sharp rules and leaders are under type 
high. 

Many newspapers support photo- 
engraving plants for producing line etch- 
ings and _ photo-engravings on zinc. 
Screens from 65 to 75 lines are best 
suited for printing on newsprint. Im- 
provements in dry mats, molding tech- 
nique and plate casting have yielded 
stereotypes that are highly creditable. 
Further improvement, however, is con- 
stantly sought. Nothing so economical 
and so quickly made and as durable as 
the stereotype has been found as yet and 
it is hardly reasonable to expect a cast- 
ing from a matrix in pulp to yield in a 
stereo a plate equal to the electrolytically 
deposited copper on an electro. 

Newspaper printing, with the ex- 
ception of some smaller papers, is exe- 
cuted by rotary presses from semi- 
cylindrical stereotype plates. The 
smallest unit in newspaper printing is 
the form, or page. After a page is made 
up in a chase, it is sent to the stereotype 
department, where the stereotyper places 
the form in a molding machine. Before 
molding the form, he places a damp 
wood pulp-like sheet of board on the 
form. This sheet is called a dry mat. He 
then places a molding combination, con- 
sisting usually of a thick sheet of cork and 
one of fibre board on top of both form 
and mat. The bed of the molding ma- 
chine, on which rests the form covered 
with dry mat and molding combination, 
is then passed underneath a large roller 
which impresses the form into the mat. 
The mat is then dried by heat in ma- 
chine, after which it is placed in a plate 
casting box. The contour of the plate 
casting box is curved to conform to the 
curvature of the press cylinders. The 
flexibility of the dry mat, when placed 
in the casting box, permits curving the 
mat to conform to the casting box curva- 
ture. Molten stereotype metal is now per- 
mitted to flow into the casting box and 
against the curved mat. After the metal 
has solidified, the plate is removed from 
the casting box and placed in a shaving 
machine which trims the bottom of the 
plate and bevels its edges. The plate then 
goes to the pressroom for placement on 
the proper plate cylinder of the press. 

The former decked machines have 
been developed into the unit type of 
high-speed newspaper press. 

A newspaper printing press unit really 
is a complete 8-page press in itself. Two 
plate and two impression cylinders are 
arranged in a frame in such a way that 
four pages are printed, by one plate 
cylinder to which are clamped four 
stereotype plates, on one side of the sheet, 
after which the paper passes immediately 
between the other plate and impression 
cylinders which print four pages on the 
other side of the paper. The paper web 
then passes into a folding machine which 
cuts, trims and folds the paper in the 
form in which you receive it. 

These presses are so cleverly engi- 
neered and solidly constructed that there 
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is practically no limit to production 
speed within reason nor the number of 
units that may be connected to deliver 
the product of any number of pages and 
sections at one operation to the mailing 
room. In fact, daily production of 45,000 
to 50,000 printed and folded papers per 
hour is commonplace. 

Improvements in newspaper inks and 
impression cylinder blankets have con- 
tributed to the readability of the news- 
paper, not to forget the special inking 
rollers developed for these fast presses. 
The web of paper travels without delay 
from stops, thanks to the flying paster, 
which automatically changes an expir- 
ing newsprint roll to a fresh one. 

The history of the development of the 
mechanical side of newspaper production 
is a tribute to the inventive genius of this 
industry and its very special talent for 
organization and systemization, in which 
respects the newspaper industry of the 
United States leads the world. 











Rubber Prin ting 
Pla fes 


Cut rubber plates are made on a plane 
surface of rubber or rubber compound, 
sometimes termed engraving gum or tint 
material, printing from which is some- 
times called gum printing. The gum is 
backed by fabric cemented to a sheet 
metal base or fabric alone. Or the gum 
may be backed directly on metal. Alumi- 
num, brass, lead or zinc is used. Gum 
comes in thicknesses from #5; in. to % in. 

The design may be drawn or trans- 
ferred on to the gum and the blank non- 
printing parts removed by cutting and 
stripping or by gouging. After proofing 
and any subsequent changes required, 
the plate is ready for the press. 








Rubber Stereos 


These molded rubber plates are pro- 
duced by vulcanization under pressure of 
a suitable compound in any satisfactory 
mold of an original or duplicate printing 
surface. The best molds are made in 
thermo-setting and thermo-plastic resins. 
The resin is pre-heated to the plastic 
state. The form is molded into the plastic, 
held under pressure and heat is main- 
tained until setting is complete. Pressure 
is released and the form is removed from 
the mold. Any blemishes like sharp edges 
are removed. 

Next the rubber compound is forced 
into the mold under pressure and heat 
and heating continues during vulcaniza- 
tion. The plate is then removed, trimmed 
and mounted or prepared for mounting 
on plate or cylinder. The mount may be 
fabric, metal, paper or wood; or the 
plate may be coated with adhesive for 
mounting by the printer. 

Poured and plated rubber plates have 
also been tried but are not used to a con- 
siderable extent in this country. 


Preparation Of Form For Molding 


The form may consist of type, engrav- 
ings, line etchings, electros, stereos or 


combinations, with all units t - 
and well justified, and should “te Toots 
in steel chases. Porous slugs and letters 
will not stand the molding pressure 
Wood and open metal furniture should 
not be used. Shoulder high solid metal 
spacing material is necessary. One bearer 
of shoulder high metal 4 in. wide should 
be placed around the form and a regular 
foundry bearer should be placed around 
the shoulder high bearer. All plates 
should be on metal base. If there are 
openings in the form, the molding ma- 
terial will be forced into them with pos- 
sible damage to the mold on removal 
All dead metal should be routed out of 
plates. A space 4 in. wide should be left 
around a plate to be molded alone. This 
space should be surrounded by a bearer 
0.065 in. high for 16-gauge engravings 
and 0,052 in. high for electros and 
stereos. All routing should be not less 
than type shoulder high deep. If greater 
depth is wanted in the rubber stereo, it 
should be present in the plate to be 
molded. It should have clean edges as 
well as proper depth of etch, without 
undercutting or damaged surface points, 
Any such should be corrected before 
molding. It is seldom practicable to re- 
pair defects in molded rubber hence the 
need of care in preparing the form or 
plate. Allowance for stretch in plates to 
be curved around cylinders is made by 
spacing type forms and metal patterns 
to a predetermined extent. 

Rubber stereos may be printed on 
practically all surfaces not too deeply 
corrugated. Less ink is required for rub- 
ber forms. Generally speaking, less make- 
ready is needed. 

Rubber is best for water color and 
aniline printing and finds wide use in the 
container field which consumes 40% of 
the ink used aside from newspapers and 
magazines. The finest type may be 
molded and halftones up to 100-110 line 
screens are molded and printed. Molds 
of finer screens are possible but the fine 
dots will not stand up under printing 
pressure. 











Photo-engraving 








If the copy is a photograph, it should 
be on glossy or smooth paper. Rough and 
mat surfaces of printing papers are bad 
for reproduction since the picture image 
is spoiled when the rough weave and mat 
of the paper are photographed in the 
engraver’s camera, producing an effect 
foreign to the picture image. Preferably 
photographic prints should be black and 
white, not sepia or brown, which pro- 
duce tricky results on the engraver’s wet 
plate. 


How Colors Reproduce 


Black reproduces black; white, light 
gray; blue, light gray unless a color 
process is used; bright red and bright 
yellow, nearly black; bright green and 
browns, dark gray; purples, medium 
gray and grays, variously gray. 
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Photo-engraving 





Retouching 


Art work or retouching of copy is often 
an aid. Sport action pictures must often 
be “shot” from the sidelines with the re- 
sult that the players are shown against 
a confusing background of spectators. 
Light air brushing so increases the aerial 
perspective that the players are sil- 
houetted in action. A photo of a new 
building may be marred by piles of rub- 
pish in the foreground which art work 
can cut out. 


Detail and Focus 


A good print with satisfactory contrast 
may be made from a rather gray or foggy 
negative so long as the detail and focus 
are clear. Photographic prints for repro- 
duction should be slightly lighter than 
ordinary. In marking prints for repro- 
duction, vertical lines in the image should 
be absolutely parallel to the sides of the 
print. 

Reduction In Proportion 


Proportion involves two considera- 
tions: dimensions of the cut as compared 
with the photo as determined by the re- 
duction or enlargement required, and 
the trimming or marking of the copy or, 
better, a transparent sheet hinged over 
it, to get the best proportion and com- 
position. It is pretty well known that 
copy reduces in proportion; can not be 
reduced to any other shape than that of 
the copy, without trimming before or 
after the shot. 

Scaling may be done by both geometry 
and algebra but slide rules and propor- 
tion wheel instruments save time. 


Composition 


Unneeded extraneous margin should 
be removed because the more margin, 
the smaller the object and reduction 
microscopes detail. 


Line of Horizon 


In scenes and views other than por- 
traits, the line of horizon should be below 
the middle of the picture, just as in nature 
the quantity of sky seen is greater than 
that of land or sea. An excess of sky is 
preferable to a large foreground unless 
it contains an object which is the reason 
for the picture. 


Center of Interest 


In trimming head and shoulder por- 
traits, the face is the center of interest and 
should be about the middle of the picture 
or slightly above it. A head and shoulder 
portrait of an extremely tall man may 
make him appear quite squat if his face 
is below the center of interest. Upon the 
same principle, the picture of a person or 
building, slightly turned or in partial or 
complete profile, requires more space in 
front than in the rear. 


Desirable Shapes 


In determining the proportion of a 
rectangle, such shapes that the propor- 
tion of one dimension to the other is 
plainly evident should be avoided. The 
2x4 rectangle is undesirable. The golden 
mean, 3x5, and the so-called diagonal of 
the square, approximately 1x1.42 are 
better. 
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Copy Specifications 


In copy specifications for the engraver, 
the dimensions and screen should be 
clearly stated. The terms wide, meaning 
from left to right, and high, top to bot- 
tom, should be employed. These are 
understood by the engraver to be the de- 
sired dimensions of the printing surface 
of the cut, in addition to which the cut 
will have a block shoulder for tacking of 
about inch on all four sides. If the cut 
is to be inset as an initial or amid type, 
this must be remembered unless the en- 
graver is instructed to “trim close” or 
tack ‘“‘top and bottom.” Ordinarily the 
cut is enhanced by the engraver’s line 
border. It should be specified when 
wanted. Also vignette, silhouette and 
outline cut. Most silhouettes are im- 
proved by vignette bust or circular line 
around the silhouette. 


Line Etching 


The first requirement is to light the 
copy evenly because since photography 
results from reflected light, it must be 
evenly thrown over the copy before it can 
be evenly reflected. 

Incorrect choice of lens occasions 
optical distortion ; the center of the repro- 
duction may be clear in focus while the 
edges are dull, and proportions may be 
affected when the dimensions of the re- 
production are correct. 

The time of exposure must be left to 
the judgment of experience, since the 
character, size and reduction of copy 
vary. Over exposure may obliterate some 
lines and under exposure increase the 
detail. 

Plate Making 


A sheet of rolled, ground and polished 
or buffed zinc is coated with a thin, even 
light-sensitive coating over heat in a 
whirler. 

The coated plate is placed in contact 
with the negative, both are inserted in a 
printing frame under pressure and ex- 
posed to strong light long enough to 
transfer the photographic print to the 
metal plate. 

With exposure finished, the plate is 
developed under a stream of water until 
the image appears. The remainder of the 
coating washes off. 

In this operation of printing, the en- 
graver may find it necessary to shade a 
part of the negative to check thickening 
of lines and to turn a magnifying glass on 
another part to bring out lines that 
might otherwise be lost. 

Development follows exposure; here 
again the judgment of experience is re- 
quired. According to the exposure and 
development, the print may lose in line 
or it may be clogged. 


Etching 


Four bites are common to get the 
needed cameo relief. The plate is warmed 
and dusted with a finely powdered resin, 
named dragon’s blood from its reddish 
hue, which through dexterous handling 
clings only to the image, leaving the 
blanks bare. The reverse side of the plate 
is painted with a resist. 

Next the plate is heated until the 
powder melts and then is suddenly 


chilled to fix the melted powder in the 
form of an acid resist, necessary because 
too strong a bite, penetrating both resist 
and ink, would ruin the image. 

The first bite consists of placing the 
plate in the etching machine, exposing 
it to an acid bath for a few minutes, fol- 
lowing which it is removed, rinsed and 
dried. In the succeeding bites, the plate 
is heated and powdered, the etcher 
brushes the top of the plate in one direc- 
tion at a time, with a wide camel’s hair 
brush at a certain angle to protect all 
lines as the depth increases, to prevent 
undercutting, as a river undermines its 
banks. The plate is powdered, brushed, 
heated and cooled four times for every 
bite after the first. 


Finishing 

After etching, the plate is cleaned, 
routed and proofed; the finisher corrects 
any blemishes as far as possible before 
routing and proofs are pulled before 
mounting. Wood or metal base is used 
to make the printing surface type high. 
Unmounted plates are backed to 11 
points thick and beveled for patent base. 


Shading Mediums 


Tinting methods divide into two 
classes; patterns printed in black or 
white on transparent thin papers, which 
are placed on the copy before photo- 
graphing, and chemically prepared shad- 
ing sheets printed with an_ invisible 
medium on white paper, which when 
developed, bring out the pattern. 

Shading mediums of the Ben Day type 
are placed on the negatives or plates after 
the copy has been photographed, the 
transparent and chemically prepared 
mediums are applied to the copy before 
it is photographed. 


Halftone Process 


A negative of copy in continuous tone, 
printed on metal and etched in relief, 
would reproduce the copy in just two 
tones, black and white, both solid. 

The halftone screen is employed to 
divide the continuous tone into innumer- 
able parts, translating these minute parts 
by etching on the metal plate into dots, 
some as fine as needle points. When 
making a halftone exposure for a nega- 
tive, simultaneously there are made as 
many negatives as there are screen open- 
ings, each resulting in a separate printing 
plate in the form of a halftone dot, stand- 
ing with thousands of others on the 
printing plate. The size, form and inter- 
relation of the dots create an illusion that 
the copy has been reproduced. 


Photography 


Prime factors are the distance from the 
copy of the light since it spreads, and its 
intensity; the size of the opening through 
which the light passes; and the distance 
from the screen to the plate. These fac- 
tors are interrelated and part of a for- 
mula which must be followed. The quan- 
tity of light is controlled by the diameter 
of the lens and the size of its diaphragm. 
The screen is placed immediately in 
front of the plate, between it and the 
lens. 
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Difference In Coating 


The enamel formed on copper by 
baking the light-sensitive coating of fish 
glue is hard and almost permanent. In 
fact, printing on the production press is 
from the enamel. Should it show wear, 
all the enamel may be removed and 
printing proceed from the copper. While 
the enamel makes it possible to dispense 
with the tedious dusting with resist of 
line etching, the most careful craftsman- 
ship is required to etch and reetch again 
and again on copper to bring out the 
highlights and middle tones. 


Four-color Process 


There is no doubt of the merit of relief 
printing for both monochrome and four- 
color process. Process color printing, 
flexible and versatile, has been practiced 
about a half-century, during which time 
it took over much of the color printing 
formerly done by lithography. 

Comparatively little improvement has 
changed the fundamental principles of 
the four-color process. While it is more 
widely known and practiced so that 
many who formerly could not produce 
and print color plates satisfactorily have 
reached a higher standard, partly 
through the development of better and 
faster presses, it remains fundamentally 
the same after fifty years of practice. 


Color Separation 


When copy is to be reproduced by the 
four-color process, it is placed before the 
camera and after focusing for the re- 
quired dimensions, the operator pro- 
ceeds with the making of a set of color 
record negatives, one for each of the 
colors to be used. He analyzes the copy 
for its color composition, yellow, red and 
blue, and separates and records each on a 
negative by means of filters through 
which he photographs. Yellow is secured 
through a filter of the other two primary 
colors, violet (red and blue); the violet 
filter prevents the photography of its 
component hues, red and blue, but al- 
lows photography of the yellow. Red is 
obtained through a green filter, which 
nullifies its component yellow and blue 
and records the red. Blue is caught with 
an orange filter which cuts out its com- 
ponent yellow and red and records the 
blue. A yellow filter records only the 
blacks and grays. 


Screen Is Turned 


The screen is turned a certain number 
of degrees after exposure of each color 
negative; otherwise the dots of the dif- 
ferent plates would fall on top of each 
color and create a moire or pattern. 

Even when the various separation 
images had been made at the correct 
screen angles, moire is still encountered 
at times, especially in the darker tones. 
Investigation shows this sometimes is due 
to screen rulings cemented not exactly at 
right angles to each other. In this con- 
tingency, the angles between the red and 
blue should be separated from each other 
by 60 deg. instead of the customary 30 
deg. when turning the screen. 
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Halftone Plate For Each Color 


The negatives are photographically 
printed on metal to obtain a halftone 
printing plate for each color. The etch- 
ing, re-etching, tooling, staging, etc., are 
the same as for ordinary halftones except 
that careful re-etching is needed to 
strengthen or reduce each color in re- 
spect to the others, so that the composite 
print of the four will reproduce the color 
effect of the copy, which otherwise could 
not be reproduced on the printing press. 


Progressive Proofs 


After careful checking with proofs, a 
final set of progressive proofs is pulled, 
one copy of which is furnished the printer 
to serve as his guide as to hue of inks and 
quantity of color carried. These proofs 
show each color separately and also 
superposed in the order of printing. 

The order of sequence is not standard- 
ized. For best results in most pictures, a 
translucent yellow is printed first. A 
transparent yellow may be printed last. 
The order of printing the other colors 
differs on various jobs. The red, blue and 
black are transparent. Many pictures 
may be reproduced with yellow, red and 
blue but black works an improvement in 
the majority, hence the change from the 
three- to the four-color process. It is im- 
portant that the pressman consult the 
progressive proofs. It is sometimes hard 
to identify the different color plates with- 
out the progressives. The pressman is not 
properly informed as to register and 
strength of color without them. 


Importance of Register 


Exact registration of all colors when 
superposed is of overwhelming impor- 
tance. While the single-color cylinder 
press cannot be surpassed for four-color 
work, registration problems are en- 
countered that led first to the adoption 
of the two-color press and later presses 
(sheet-feed) which print up to five colors 
in one operation, with the sheet in the 
same grippers throughout. These presses 
operate with wet inks with some loss of 
the color effect of the copy. A recent 
method is to use very fast roll-feed rotary 
machines which, by means of a drying 
system, operate with inks that dry almost 
instantly, thus retaining full color 
strength. 


Illusion By Blending 


In printing, the dots of the four color 
plates do not fall upon each other but 
very close together or slightly overlap- 
ping, for the most part, so that through 
illusion the colors seem to blend, 


Single Exposure On One Film Or Plate 


While four-color printing and plate 
making remains fundamentally the same, 
many advances have been made in nega- 
tive making. 

In the screen plate division are Agfa, 
Autochrome and Lumiere color plates, 
produced by coating a glass support first 
with an adhesive on which is rolled a 
specific mixture of gum grains dyed red, 
blue and green which serves as filter dur- 
ing exposure. Finely powdered charcoal 


fills the openings between the grains, A 
protective varnish covers all and finall 
a panchromatic emulsion is applied, 

The glass side of the plate faces the 
lens. The colored grains separate the 
light rays into three spectral groups, each 
ray acting on the emulsion behind the 
grain. Following exposure the plate is de- 
veloped, undergoes a reversal process 
transforming the negative into a positive 
and resulting in a colored transparency 
From the transparency, separation nega- 
tives may be made for any subtractive 
color process. 

An additive process is Dufaycolor 
which employs a film as base for a pat: 
tern of the primary colors, a tricolor 
screen, coated with a _ panchromatic 
emulsion. The film is exposed through 
the reverse side and after development 
the emulsion is reversed to a transpar- 
ency, from which separate negatives may 
be made. It is possible to reduce the 
original transparency or copy for repro- 
duction which is more satisfactory than 
blowing up from small pictures. — 

In transparency processes, the films 
contain the filters, either in separate dyed 
emulsions or a matrix incised in the film, 
In the Finlay process, the filters are in a 
separate film over the one to be exposed. 
The filter is termed a “taking” screen 
which is composed of squares colored 
red, green and blue-violet. Increased ex- 
posure is given the panchromatic plate 
behind the filter. A contact positive is 
made from the negative and, in register 
with a “‘viewing”’ screen (on the order of 
the “‘taking’’), presents the illusion of a 
reproduction in full color. From the posi- 
tive or transparency, separate negatives 
may be made. 


Kodachrome 


Kodachrome film is a_ subtractive 
process. Next to the base is a red sensitive 
emulsion, above which is a thin coating 
of gelatin. Above the gelatin comes a 
green sensitive emulsion topped by an- 
other layer of gelatin. Finally on top is a 
blue sensitive emulsion. It carries yellow 
dye to prevent blue light from penetrat- 
ing to the lower emulsions, which are 
sensitive to blue as well as green and red 
respectively. By a special reversal process, 
the images in the three emulsions are 
first changed into negative black-silver 
images and then into positive images of 
dye colors complementary to the colors 
to which they were sensitive in the cam- 
era, that is, the image in red emulsion is 
converted into blue-green, in green, to 
magenta, and in blue, to yellow dye. A 
transparency in color is thus obtained. 


Color Photographic Prints 


Prints are made by three processes: 
carbro, wash-off and chromatone. In 
carbro, carbon tissue in the three primary 
colors is utilized by carrying it on thick 
celluloid until transferred singly in regis- 
ter on to paper. The prints are made 
from three color separation negatives, 
each a cut-out or photo of only two 
primary colors, the third having been 
cut out by the filter at exposure. 

In chromatone, black-silver prints are 
made from three separation negatives 
through blue, green and red filters on a 
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special stripping paper. Following de- 
velopment, the paper base may be taken 
off, the images remaining on a film of 
collodion. The images are colored yellow, 
magenta and blue-green _and laid in 
register on paper, the film in the form of 
three layers with colored emulsion be- 
tween. 

In wash-off, prints are made on various 
materials. Thus prints may be made from 
each of the separation plates on a sepa- 
rate sheet of specially coated film. After 
development and fixing, the unexposed 
gelatin is washed off with water. The re- 
maining images are dyed respectively 
magenta, blue-green and yellow and 
transferred in register on to a special 
paper. : , 

Engravers are making plates from the 
color transparency and eliminating the 
cost of prints. Another saving is in 
mounting two or more transparencies to- 
gether, exposing on a single set of plates 
and sawing apart later. Where art work 
is necessary prints must be made. 

Three evenly exposed plates are pos- 
sible with the one-shot camera. The cus- 
tomer is shown black and white proofs 
only, owing to the cost of making color 
prints for proofs. 

If one of the transparency processes is 
used, the transparencies serve as color 
proofs for the customer, after which the 
photographer can separate them into 
three or four separation plates and make 
prints. 

Corrective Negative Masks 


Corrective negative masks have been 
used to compensate to a considerable ex- 
tent for the deficiencies of filters and 
printing inks, eliminating much of the 
hand work formerly needed and con- 
tributing to a more natural color repro- 
duction. The method is adaptable to 
transparencies and color copies. 


Use of Colored Lights In Natural Color 
Photography 


A recent development is the use of 
colored lights in the field of natural color 
photography to produce colors not a part 
of the subject or even of the background. 

Colorless and otherwise common- 
place objects together with background 
may be illuminated with lights equipped 
with, say, a magenta filter. This requires 
one-third normal exposure for the red 
filter and three times normal exposure 
for the blue filter. The color separation 
negatives are made with a repeating 
back camera to get a correct balance of 
color impossible with a one-shot camera. 

Striking color effects are obtained 
whether the subject is a living model or 
an inanimate object. Articles unattrac- 
tive in themselves may be dressed up for 
merchandising display. 





USE 
The P-Double-E Indexes 
when you want to know 
who makes it. Turn to the 
golden rod paper section. 
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Electrotyping 








The form or other original is first 
thoroughly cleaned, then warmed to 
body temperature. 


Molding Case 


Meanwhile the molding case, a thin 
plate of lead or copper with a film of wax 
on it, has been prepared by pouring mel- 
ted wax, 1/12 in. to % in. thick, on the 
plate and shaving the wax to a standard 
thickness on a wax shaving machine. The 
plate is placed in a heating cabinet until 
the molder is ready. 


Making the Mold 


When the plate and the form both 
have reached the correct temperature, 
they are dusted with molding lead 
(graphite), in order that the mold may 
be removed from the form after molding. 
The wax case is placed on the bed of the 
molding press and the form placed 
over it. Both are inserted in the press, the 
pressure is applied to force the form into 
the wax, where it is allowed to remain a 
short time while the mold sets. 


Building 


The mold when removed appears as 
an inverted reproduction of the form. 
Where the form has entered the wax, 
the excess wax is squeezed out and up 
forming a splurge; this is taken down 
with a heated blade by the builder. 
With a building iron he melts stick wax 
and applies it with the point of the iron 
to the non-printing areas, thus obtain- 
ing greater relief in the final plate. 
These parts will be less than type high in 
the printing plate, to remain uninked 
and not impressed in the paper. 


Graphite Conductor 


The mold is given a fine coating of 
graphite by dry polishing with a brush 
followed by a wet leading (a suspension 
of graphite in water is mechanically 
sprayed against the surface). The graph- 
ite renders the wax electrically conduc- 
tive for the electrolytic bath. 


Electrolytic Bath 


The case, suspended in the bath, is 
connected with a cathode rod hooked to 
the negative side of a low voltage direct 
current source of electricity. Anodes in 
the form of bars or plates of copper are 
suspended opposite the case and con- 
nected with the positive pole of the 
generator. The bath consists of copper 
sulfate and sulfuric acid, the latter 
adding to both conductivity and speed of 
deposit. The passage of the current, and 
the acid cause a solution of the anodes 
and copper is deposited on the (negative) 
case surface through electrolytic action. 
The case remains in the bath from two 
to eight hours, according to thickness of 
shell wanted. 


Backing 


After the case leaves the bath, the cop- 
per shell is released by pouring boiling 
water on it. The back of the shell is 
coated in turn with flux and tin foil. 
Several shells are placed face down in a 
backing pan, which is floated upon mol- 
ten electrotype metal in a pot. The heat 
melts the solder on the shell. When it is 
at same temperature as the metal, the 
pan is transferred to the backing stand. 
The backs of the shells are filled with 
the molten lead to a depth of about 4 
in., then an air blast is directed on the 
pan to cool it and when the metal has 
set, the work in the pan is washed for 
finishing. 


Nickel Electros 


For long runs, rough stock, resistance 
to wear and the printing of pigments 
which are dulled by contact with copper, 
a facing of nickel is placed on the dupli- 
cates. The procedure is the same except 
that the bath contains various nickel 
salts and nickel anodes are used. The 
nickel shell is in turn backed up with a 
heavy copper deposit. 


Lead Molded Electros 


The lead mold is made in like fashion 
to the wax mold except that pure soft 
lead is used as the molding medium. As 
lead is a conductor, graphiting is 
eliminated. In this process only un- 
mounted originals and plate patterns of 
type matter only may be used. 


Tenaplates 


Tenaplate is a molding material of a 
wax like composition on a thin sheet of 
aluminum for support which gives excel- 
lent molds. 

Experiments are being made with 
other molding materials such as amal- 
gams, foils, indium, plastics, etc. 


Finishing Operations 


The pan of work or cast is cut up into 
individual plates and leveled first in a 
rougher. The finisher examines the face 
of the plate and with punches and other 
tools brings all points of the printing sur- 
face to a true level. The plate is again 
shaved in a rougher and also in a 
smooth shaver. Finally large blanks are 
routed down so as not to catch ink and 
the plate is either beveled for the hooks 
or catches of patent base, mounted on 
wood on a nailing machine or sweated on 
solid metal base. 


Duraplates 


These duplicates are made with a 
plastic mold instead of ozokerite wax and 
by casting direct from the mold, thus 
eliminating a number of operations. As 
many plates as are wanted may be made 
from a single mold, eliminating separate 
molding for each plate. Finishing opera- 
tions are the same as in electrotyping. 
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Offset-Lithography 








Offset-lithography, although it has 
discarded the lithographic stone formerly 
used, employs what is almost a plane 
metallic printing plate, whence derives 
the other name applied to the offset 
process — planography. It differs from 
letterpress and gravure also in that it 
uses thin aluminum or zinc plates, finely 
grained to hold water in the non-printing 
areas, and is partly a chemical as well as 
a mechanical craft, being based on the 
mutual repulsion of grease and water. 

Damping rollers place water on the 
parts of the work or image not to be 
printed and inking rollers place greasy 
ink on the printing image in the same 
plate. The printing image alone is 
printed on a rubber blanket on an inter- 
mediate cylinder, whence it is trans- 
ferred or “offset” to paper on a third 
cylinder. 

Offset is unique in that it is the only 
printing process requiring two impres- 
sions to make one print, which matters 
little in printing speed since the paper 
passes continuously through the press in 
one operation. 

Offset differs from letterpress and 
gravure in that it prints from a colloid 
image on the metal plate instead of di- 
rectly from the plate. 

A vulnerable weakness or Achilles’ 
heel of the offset press plate is its grain, 
applied to hold water, which distorts the 
halftone dot. The image is dulled during 
the run by friction, the dot being dimin- 
ished or rubbed off the plate entirely, 
even with deep etch plates. A suggestion 
to solve this problem, undergoing re- 
search and experiment, is the develop- 
ment of a smooth, level pre-coating that 
will retain moisture, to be applied over 
the grained plate. 

The development of the deep etch off- 
set plate made possible four-color process 
offset printing of high quality. Dot etch- 
ing permits fine work by offset with the 
elimination of many steps of letterpress 
and at greater speed. Offset cuts out 
original etched copper plates. Deep etch 
positives are cheaper and more quickly 
made. Duplication by the photo-com- 
posing machine is swifter and less costly 
than letterpress methods of duplication. 
Lockup is cut out in offset, register is pre- 
determined and nearly all of the time- 
consuming, meticulous makeready of 
letterpress is eliminated and printing by 
offset proceeds at higher speeds than is 
possible on flat-bed letterpress machines. 


Productive and Versatile 


The offset press handles all surfaces 
and materials possible on letterpress ma- 
chines and many others not satisfactorily 
handled by the older method. The offset 
press can be operated with less standing 
(lost) time because changing and adjust- 
ing plates for a new job requires but a 
fraction of the time required to put a new 
job on a letterpress machine. Competent 
judges have stated that, generally speak- 
ing, the offset press can triple the output 
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of a letterpress machine of the same size, 
over a period of time. 


Plate Making 


Line copy may be used for facsimile 
reproduction by contact negative; half- 
tones and negatives with greater or lesser 
dimensions than the copy require the 
camera. When negatives are made by 
contact, the copy is laid face up on the 
glass in a photographic printing frame, 
a sheet of photographic negative paper 
or film is placed face down on the copy 
and copy and negative are placed in con- 
tact with the springs on the back of the 
printing frame. Exposure, developing 
and fixing follow. After washing and dry- 
ing, the negatives may be assembled, 
after trimming, in the spaces assigned to 
them on the layout sheet, of orange col- 
ored opaque paper. Cement or tape may 
be used to secure the negatives on the 
sheet, which serves the double purpose of 
a support for the negatives and a mask to 
keep the blank spaces between the nega- 
tives on the plate clean. 


Grained Plate 


The press printing plate, generally 
zinc but often aluminum, is first grained 
to hold water. The grained plate is next 
placed in a whirling machine which 
applies a light-sensitive coating such as 
bichromated albumen to the plate. 


Exposure In Printing Frame 


The plate may now be placed in con- 
tact with the negatives on the layout 
sheet, in a vacuum printing frame and 
exposed to a strong arc light from a thirty 
to thirty-five ampere lamp. The sensitive 
coating is reinforced with a thin coat of 
developing ink and developed, the final 
photographic operation. 

The resulting image and the plate re- 
ceive the final preparatory operation in a 
lithographic etching obtained by spread- 
ing a solution called an etch over the 
entire plate, following with a thin coat- 
ing of gum arabic solution, which is 
fanned dry; then the printing plate is 
ready for the press. 


Minus (‘Dot’) Etching 


The minus or dot re-etching of photo- 
engraving which is largely responsible 
for the excellence of letterpress halftones 
for single color and four-color process, by 
supplying a means of controlling the 
tones and color strength in the plate by 
re-etching selective areas of dots, has 
recently been adapted for offset where it 
is applied to the dots on photographic 
plates and films. The next step was to 
bring offset plate making up to date in 
connection with dot etching, by means 
of the deep etch process. 


Deep Etch Process 


The deep etch process is the reversal 
of the negative produced by exposure of 
a positive on the sensitized press plate 
and the etching of the final positive so 
that the image is slightly intaglio or 
sunken in the plate. Thus inking and 
wearing quality of the image are en- 
hanced. 


Synthetic Coating 


Research and experiment may be fo]. 
lowed by the adoption of polyvinyl alco. 
hol as a substitute for albumen in offset 
plate making and the use of monel metal 
and stainless steel plates. 


Speedier Sensitizer 


A new sensitizer for zinc plates 
claimed to have a speed fifty per cent 
higher than offset film or negative Paper 
has recently been introduced. 


Advance In Albumen Plate Making 


Recent improvements in technique 
have yielded albumen plates comparable 
in printing quality and wear resistance to 
deep etch plates. Included are more care- 
ful photographic preparation with im- 
provement in etching practice and 
formulae. 


Positive Reversal Without Film 


The new Vandercook proof press for 
offset is used to make a positive print on 
transparent paper or other material 
which can be used as a positive, dis- 
pensing with film. The cost of a negative 
is saved when there is no enlargement or 
reduction. 

The image may be sharpened by over 
exposure. 

Jobs may be transferred from letter- 
press to offset. 











Photogelatin 


(COLLOTYPE) 








Photogelatin prints might be termed 
photographs printed on paper, when 
photographs, paintings and wash draw- 
ings in continuous tone are reproduced, 
This process, using no screen to produce 
an illusion, alone among the reproduc- 
tion processes reproduces the continuous 
tone of the copy. 

Collotype is based on the principle 
that light rays will reticulatively wrinkle 
a film of light-sensitive gelatin in exact 
ratio to the degree of light action upon it. 

The gelatin image obtained by ex- 
posure will absorb water and glycerin 
in exact ratio to its degree of insolubility. 
When ink is applied over the moistened 
image, the quantity of ink left on it will 
depend on the quantity of moisture 
present in the various parts. 

The tones and detail will be repro- 
duced in continuous tone, truly a photo- 
graph in printing ink. Collotype shares 
with gravure the quality of selective ink- 
ing inherent in the image and is not 
dependent on manipulation of the inking 
system as in letterpress and offset. 


Plate Making 


The negative may be reversed either 
with a reversing prism or by flowing 
warm gelatin over the negative and strip- 
ping it after it has dried and using it as a 
positive for the press plate. The back of a 
film negative may be placed against the 
plate to avoid stripping. Non-printing 
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Manual Color Separation 


Much of the color separation for collo- 
type is done by hand. First, any needed 
retouching on the negative is done. It 
then goes to the color separator. He lays 
the negative on a sheet of glass and 
secures a sheet of transparent material, 
like cellulose tissue, over it. In a four- 
color process job, he separates and tones 
first for the yellow. Next the plate maker 
takes the glass, negative and separation 
overlay and exposes the plate in a vacu- 
um printing frame, after which the glass, 
negative and separation overlay are re- 
turned to the separator who then makes 
an overlay for the red and so on. 


Aluminum Support Plate 


The press plate may be of grained 
glass, zinc or aluminum, the last finding 
preference. ‘The plate may be manually 
grained with pumice or in a graining 
machine. A very fine grain is used. Next 
the plate is washed and coated with the 
light-sensitive gelatin in a whirling ma- 
chine. The gelatin, of the highest quality, 
is generally put through a centrifuge. 
Both horizontal and vertical whirlers are 
in use. 

Before the plate is removed from the 
whirler, it is closed and the heating 
elements turned on for about a half hour 
when the gelatin is baked hard. When 
cool, the plate is ready for exposure, 
after which it is washed out with water, 
dried and immersed in a bath of glycerin 
and water for a half hour, which causes 
the unexposed parts to swell. The plate 
is then ready to be sent to press. 


Printing Down the Plate 


The procedure is similar to that of 
offset-lith plate making. After exposure, 
the plate is washed in water, the bichro- 
mate in the non-printing parts is washed 
out but remains in the printing parts. 

When the plate is placed in the water- 
glycerin bath after washing out, the non- 
printing parts swell up above the print- 
ing parts approximately .006 inch in the 
highest parts. Thus the reticulation of the 
non-printing areas results in an intaglio 
image. 

The raised non-printing parts of the 
plate retain moisture and repel ink, while 
the intaglio image is ink receptive. 

Collotype printing ink is extremely 
heavy (stiff) and concentrated. Only 
papers with firmly fixed surface can be 
used, coated stock being barred because 
of “picking.”’ 


Press Printing Operation 


The direct rotary litho presses (i.e., 
lithographic presses with the water 
system removed) can carry eight com- 
position form rollers, four grain and four 
smooth composition, and twelve dis- 
tributor rollers. 

Generally, each press is located in a 
separate air conditioned room equipped 
with its own humidifier, since different 
jobs vary in atmospheric requirements. 
As is stated above, the damping rollers 
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are not used. The glycerin in the gelatin 
and the humidifier afford the moisture. 

Direct rotary litho open presses are 
most used in 44x64 size in photogelatin 
printing, but offset presses are finding 
favor. On the direct press the sheet 
prints from the plate and absorbent 
papers tend to dry out the gelatin in the 
plate. The transferring rubber blanket of 
the offset press does not absorb moisture 
like paper. 

This process cannot be matched in 
quality in its field; it is competitive with 
letterpress, offset and gravure up to from 
5,000-10,000 sheets, 41x61, in spite of 
slow production, because of low plate 
cost. The output is from 5,000 to 7,000 
sheets daily, although the presses run 
faster. 

Continuous tone copy is the forte of 
collotype and it is growing in favor as the 
medium for pictorial catalogues and 
other pieces, posters and other displays 
in monochrome and colors, de luxe 
greeting cards, advertising of highest 
grade, movie picture views for foyer and 
lobby of theaters and all work where true 
photographic reproduction is required. 
Fine results are possible on decalcomania 
paper for the decoration of ceramics, etc. 





Where the light had acted on the 
gelatin by penetrating the transparent 
parts of the negative, the colloid decom- 
poses or oxidizes so that it becomes non- 
absorbent of water but where the gelatin 
had been protected from light by the 
opaque sections of the negative, the 
bichromate of ammonia washes out of 
the gelatin, which remains absorbent. 
On the press, the image part of the gela- 
tin will not absorb water but will take 
ink; the remaining blank parts will ab- 
sorb water and repel ink. 


Fine Screens Used 


Screens up to 400 lines are used, never 
less than 200 lines. Aquatone reproduces 
all sorts of copy remarkably well. The 
reproduction may be made by screen or 
line etching. Large absolute solids, text 
pages or a combination of all sorts of 
copy may be reproduced. 














Agua fone 








This process is considered the highest 
type of offset. In some respects it is akin 
to collotype, but a very fine screen up to 
400 lines, by means of which continuous 
tone is closely approximated, is used. 


Offset Plate Support 


A regular grained offset plate may be 
used as a plate base. It is coated with hot 
gelatin in a whirler and after cooling, im- 
mersed in a formaldehyde-alcohol solu- 
tion which converts the gelatin into an 
irreversible colloid which will not remelt 
but will absorb water. 

After drying, the plate is baked 10 
min. at 200 deg. F. in an electrically 
heated oven. The plate is sensitized in 
the whirler with a bichromate of am- 
monia solution. 


Plate Making 


Wet plate photographic negatives are 
used and stripped on to a plate of clear 
glass, 4 in. thick. A layout sheet is placed 
under the glass plate and the operator 
outlines the positions the various assem- 
bled negatives are to occupy on the 
glass plate. All blanks are covered with 
opaque material. A blueprint is made of 
the layout, proof is read and register 
tested. After any required changes or 
additions to the negatives are made, 
they are stripped to the glass plate and 
any required opaquing or retouching 
follows. 

The sensitized press plate and the glass 
plate carrying the negatives are placed 
face-to-face in a vacuum printing frame 
and exposed about 5 min., when the 
press plate is removed and washed out 
with water. 





Gra vure 








The surface of a gravure plate is in- 
taglio, that is, the printing image is cut 
or etched below the surface of a copper 
plate. The method of inking a gravure 
plate is totally unlike that employed in 
other printing processes. The cylinder to 
which the plate is attached is supported 
in its bearings so that the lower part is 
immersed in the ink fountain. As the 
cylinder is rotated, the fluid-like ink fills 
the little wells in the printing design. As 
the cylinder continues to revolve, a doc- 
tor blade scrapes the ink from the non- 
printing surface of the plate. The ink in 
the wells forming the image, is then 
transferred to the paper under pressure 
of an impression cylinder. 


Sheet-Fed Gravure 


In sheet-fed gravure, the printing 
plate in the form of a thin sheet of copper 
bearing the intaglio printing design, is 
clamped on the plate cylinder of the 
rotary press as on an offset press. Or a 
copper sleeve is used to carry the design, 
in which case the sleeve is slipped over a 
mandrel. Following inking, the plate 
cylinder passes under a doctor blade 
which scrapes off the ink on the surface, 
leaving ink in the cup-shaped wells only. 
Pressure of the impression cylinder 
causes the paper to pick the ink from the 
wells. 


Plate Making 


The copy is placed to face the camera 
and a continuous tone negative made, 
which is placed in contact with another 
plate and exposed to obtain the reverse 
known as a positive. Any retouching with 
air brush, knife or pencil is done on the 
positive. Little retouching is needed when 
copy is what it should be. 

The screen (which ranges from 150 up 
to 400 lines per inch) is first printed sepa- 
rately on the sensitized carbon tissue. 
Exposure to the screen produces lines on 
the carbon tissue which will be insoluble 
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and act as resist during etching. The doc- 
tor blade rides these lines so that it may 
perform its double function of cleaning 
the surface of the plate, without remov- 
ing ink from the wells. 

Next the positive is printed on the 
screened carbon tissue, a sheet of paper 
coated with sensitized gelatin and colored 
to render the image visible, which is 
squeegeed on a ferrotype plate to dry, 
when it is stripped off ready for use. The 
positive is placed in contact with the 
carbon tissue and exposed from 8 to 15 
min., according to the nature of the 
copy. 

Next, the carbon tissue is squeegeed 
on the press printing plate, by either the 
dry or wet method. By the dry method, 
the plate and the carbon tissue are held 
between the two rollers of the squeegee; 
by the wet method, the carbon tissue is 
wet in a solution of alcohol in water and 
ironed out on the plate with a hand 
squeegee. Carbon tissue frills and wrin- 
kles at times. By the wet method it is 
difficult to avoid stretch so it is com- 
monly used only for monochrome work. 

The image is developed in a tray under 
a stream of warm water until after a few 
minutes the paper begins to loosen at the 
edges when it may be stripped off, leav- 
ing the gelatin attached to the copper 
plate. The gelatin dissolves under water 
in ratio to the exposure it has received 
and the surplus is washed off. To acceler- 
ate drying, the plate is fanned, after a 
bath of alcohol and water, while standing 
on end to drain. 

The plate is next painted (staged) with 
asphaltum. Etching is with perchloride 
of iron, using from three to six baths of 
decreasing strength, thereby controlling 
the duration and depth of the etching. 
After the last bath, the plate is promptly 
washed off with water. The plate is 
cleaned, face and reverse, and is ready 


to be clamped on the plate cylinder of 
the press. 


Rotogravure 


In rotogravure printing, the screen 
(usually 150-line for large-run publica- 
tion work) is used to provide a support 
for the doctor blade. Plate making is 
much the same as for sheet-fed gravure, 
except that a cylinder is used in place 
of a plate. A copper shell is deposited 
electrolytically on a steel cylinder and 
ground down to a smooth surface, upon 
which the design is etched. After the run 
has been finished, the shell is stripped off 
and the cylinder is recoated with copper 
for the next job. While the cylinder is 
being etched, it is rotated continuously 
in a trough containing the etching fluid. 


Direct Exposure On Gravure Cylinder 


To eliminate the trouble encountered 
with carbon tissue, such as frilling, 
wrinkling, etc., the Huebner Labora- 
tories developed a process and precision 
equipment for direct exposure of the 
printing image upon the cylinder. 

A sensitizing machine spreads the 
coating evenly over the cylinder, The 
coating dries in a few minutes and the 
cylinder is placed in a cylinder compos- 
ing machine. By means of the cylinder 
composing machine, the ‘“‘form”’ or page 
is made up by successively exposing the 
sensitized cylinder surface to the various 
elements which are to make up the de- 
sign. The cylinder is turned until in cor- 
rect position whereupon the image is 
placed in contact with it and the air 
drawn from between the face of the film 
and the sensitized surface of the cylinder 
by vacuum. A hood over the image 
holder stops all light action upon the 
sensitized cylinder surface except through 
the opening for the image. A lamp is 
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lowered into the hood and autom 
timed for a specified exposure Period 
Exposure is made on the sensitized ae 
face of the cylinder and the procedure 
repeated until the cylinder has received 
all the exposures or images required to 
make up the “form” or page. Followin 
the exposure, the cylinder is placed in a 
developing trough, in which it is re. 
volved until the etching operation ig 
completed. 


atically 


Photogravure 


Photogravure is a term generally 
applied to all gravure produced photo- 
mechanically (without screen) but since 
the adoption of the screen for sheet-feed 
gravure and rotogravure it is limited to 
hand-printed plates of highest quality. 

Hand printing of engraved plates 
dates back to Gutenberg’s day. Karl 
Klietsch is credited with the invention of 
flatplate photogravure, still widely used 
and produced on an ordinary copper- 
plate press. Well known samples of this 
work are the dials on watches and clocks 
etc., by decalcomania from intaglio 
prints, not equalled in sharpness and 
color by any other method. The plates 
are prepared much the same as for sheet- 
feed gravure. 

In 1894 Klietsch invented rotogravure, 
for textile and wall paper printing origi- 
nally, and at the time it was, and still 
is, by many called photogravure. True 
photogravure is a grain and not a screen 
method. 

The improvement made by Klietsch in 
rotogravure was the use of cross lines in 
the plate by means of the screen to carry 
a doctor blade. 

Photogravure utilizes an_ intaglio 
image grained very fine and producing 
results comparable to collotype and 
aquatone. 




















Letterpress Element Thickness 


ER ne ee ree eee 0.918 in. 
err 0.152 in. 
Sectional blocks and bases and Monotype and 
Eisod Hasce for 11 pt. clectvos................: 0.759 in. 
I.A.E. standard bevel for 11 pt. electrotype plates, 20 deg. 
Teche of ad plate chocives.... .. .... 6.2 0.105 in. 
Stereo, Monotype and Elrod base for ad plate 
0 SEE ONO SE ME ee Pe 0.813 in. 
Thickness of sterco shell casts...... 22.5... 600065s 0.152 in. 
and 0.159 in 


Monotype and Elrod base for stereo shell casts. .0.759 in. 
Photo-engravers’ zinc or copper plates!............. 0.065 in. 


(Thickness tolerance ranges from 0.0005 in. to 
0.001 in. + or —) 
Base height (including Monotype and Elrod) for 


photo-engravers’ zinc or copper plates......... 0.853 in. 


Backing for photo-engravers’ zinc or copper plates 
(0.065 in.) to bring to 11 pt. plate thickness 


is ind wy as ta olga sta 0.090 in. 


(To type high after pre-makeready) 


Newspaper Monotype base for patent base electros. . .0.763 in. 
and 0.768 in. 


Foundry leads and slugs—Regular height........ 0.759 in. 


(Other heights for zinc and copper cuts and for 
rubber plate work are special and are furnished 
on order.) 
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Iron furniture—regular height.......... . . (% in.) 0.625 in. 
Metal furniture—regular height........... (€$ in.)0.6718 in. 


Molds and Matrices 


Depth of drive—Linotype and Intertype matrices. . . .0.043 in. 


Thickness of Linotype and Intertype molds........ .0.875 in. 
Depth of drive—Ludlow matrices................. 0.153 in. 
Tickness of Landiow upolils... .. ..... 5 2606s casvuen 0.765 in. 
Depth of drive—Monotype composition matrices. . . .0.030 in. 

Monotype display matrices......... 0.050 in. 


Monotype Giant caster matrices... .0.065 in. 





1Although many executives ordering photo-engravers’ zinc and copper plates 
do so simply by specifying 16-gauge, it would be better practice to order 
these plates by specifying the thickness in thousandths of an inch. Confusion 
sometimes is created because the purchaser designates one of the gauging 
systems shown in the table below. The expression ‘‘16-gauge’’ does not 
necessarily mean that a plate is 0.065 in. thick. See accompanying table 
of gauging systems below: 








Nl l Nl ifn 
Gauge | Amer. | Birm. or| Wash. & Amer. |Imperial| U.S. 
No. | B.&8.| Stubs | Moen | 8. & W.| S.W.G. | Standard 
16 | 0.05082 | 0.065 0.0625 | 0.037 0.064 


| 0.0625 








Some supply houses (other than printing suppliers) use various standards in 
the measurement of different kinds of materials. Wire gauge numbers may 
be used for furnishing aluminum, brass and bronze sheet stock as well as 
wire of various sizes and kinds. It is customary, however, to use the U. S. 
Standard gauge when supplying sheet and plate iron and steel. Birmingham 
or Stubs (third column in the table) are the only systems which designate, 
for instance, No. 16 gauge as 0.065 in. 
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Technical Section 


Point System — Ink Adaptation 





_————_ 


The AMERICAN Point System 


The point system consists of the adoption as the unit of 
measurement of the American which is ig pica. One point is 
the smallest size (unit) and is applied only to leads and rules. 
Therefore, all type bodies on the point system are multiples 
or fractions of the 1 point or American size. 


aot 1 wo © 
SU a ae 
Sas 2c 
= =37 Sas 
g o38 | 435 
4 Names of Type Sizes—Old System! rice os 
D <8 wn Spo 
2 goa | 330 
5 a Fas 
1 | American (Point Standard) (Used for 
cv cheds oveweass 46 Keke on .01383 | .014 
1144, German LOLSEE) CCG) 5 eee ea Feta CEU ee ere 
2°| Saxon (Used for Rule)3............... 0277 | .028 
AA, Tele TN ead = oi ove s coe eit Aether hes baaleeees 
3 | Excelsior (Used for Rule)®............ .0415 | .042 
OG BN: sis NF Fae Sees tees nra ed Rees .0485 | .049 
4 REE P err re ee eer re .0553 | .056 
SS SEO TTCe OC TEE TCT Te TS .0622 063 
"CP errr rrr ers rey ers eco: STE ae 
5 : PG sHT 7 inx  rea sh ene eis eas 0692 | .070 
EO RTT ee reer ere T .0761 | .077 
i I gy anetwerianeataventy ae .0830 | .084 
Ol NI, 6 694 cs ed eee eenew es Sea ee .0899 | .091 
Ne sis ont nae ead hud o wand LES EES PAY .0934 | .093 
7 [nT Oren ewes ree eee PaCS Eee 0968 | .098 
OI ic ae nies ow ake heh og aap ey 1038 105 
WO oie sag a dlane nde aeresas/exsciheehe ean 
8 BEAU nats coerce cuits etn tea care 1107 | .112 
Oe | SOURGCOIRG. = 6% bo own Mac's ieee ewan . 1245 . 126 
10 Bimartienimer.. x ...< owe bas ee owed: . 1383 .140 
1] SPE) | 21 Ca Se ee ere eeetera Se metre aa . 1522 .154 
19 MR 2 aR aera ae ee aan ee .1660 | .168 
1S: Eh ae eee eer SO tee eee area .1798 | .182 
De (I, coe pusninccss peseemeeuera .1937 196 
15 MD ie a ecm tpn nena roy eae eeeren eee .2075 210 
16 OL TTS 07) eae de RES cre an Roe . 2214 224 
ESL | pga RnR. 4.5 cco Mawr eesranncimene . 2490 .202 
Be ree error re .2766 | .280 
22 | Double small Pies... . occ. cee wes .3044 | .308 
24 DORIC ES onc c.g, Faldo ose Sein ware .3320 .336 
7.5 Tih RES ares Ca PEMNS EE erent ni ee ner me ere 5) a ee 
28 | Double Brgieh. .... 6. once econ ctied .3874 | .392 
30 | Five-Line Nonpareil................. .4150 | .420 
32 Donble Columbian... .. 2.6.66 .ccsseecs .4428 | .448 
ES eee ENE net Se ET ene aaron et cere eae on 4703 476 
36 Double Great Primer. . .......02.6<..2.. 4980 | .504 
eg | ee .55382 | .560 
42 | Seven Line Nonpareil................ .5810 .588 
cS ey Se ea ene mene ae erate 6225 | .630 
PROT Ihe Zens a\ransic ce ne MOREA uae ostuCaN exo Grate Secale 1s oe Sis rales eas | .644 
48 Oui PING Blea. 6 dx ocd cicawelawainn. wale .6640 | .672 
T 1 I Rr ere an ree ve ere ee eae re ae Ser oe ec 7s i eee 
60 1) Coal OA od 2) (2: re SG foe & 
Ah teeeeerio eee een Aae: EE ius 


iz Seven Line Piea. . rere wash 3 idiotic 9960 A Oe 








‘So far as possible, especially in the smaller type sizes, the old style type size 
names are those given in Webster’s New Standard Dictionary. 

?All line-composing machine slug bodies up to and including 12 pt. can be 
cast and trimmed to foundry type sizes without special liners. This is common 
practice in commercial printing and publication plants. 

3It is customary to apply the 1, 2 and 3 point sizes only to rule bodies and not 
to type bodies. 

‘In the original type founders listings there was a 114 point which was known 
as German, and a 24 point size which was called Norse. 

5Presumably, 314 point is the smallest type which has ever been cast by a 
type foundry. American Type Founders cast a 75 lb. font of 34% point 
Roman No. 17 for a customer. 

’The smallest alphabetical matrix face made to cast on the Monotype and on 
line-composing machines is 4 pt. 

'The 64 point size (old style listing under name of Emerald) in all probability 
was originally used or adopted by one of the type foundries in existence 
before or at the time of the adoption of the point system. The various type 
foundries had their own application to these different body sizes, but in a 
general way they were alike. 

’Both Intertype Corporation and Mergenthaler Linotype Company make 
reading matter matrix faces in fractional point sizes to cast on next larger or 
leaded even-point size slug body, but fractional point-size liners are fur- 
nished on order where corresponding fractional-size slug bodies are wanted. 
Fractional point-size matrix faces have also been made for the Monotype by 
Lanston Monotype Machine Company, Philadelphia. The English Mono- 
type Company has a number of faces in quarter-point deviations from whole 
numbers, like 614, 714, 834, 934 pt., etc. Monotype Molds can be made 
for casting any type face on any point size desired. 

*Linotype 7% pt. matrix face casts on 8 pt. alignment only. 
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EQUIVALENT CHART 


Fractional Inches and Millimeters 






































Fractional Decimal | Mili-| Fractional Decimal} Milli- 
Inches Inches | me- || Inches Inches | me- 
ters | ters 
yi eee | 015625 | 65707 Seer . 515625 
1/32. ...|.08125 | .51181 | 13 
.03937 | 1 17/32... .|.53125 
re .046875 | 657)” Ee eae . 546875 
1/16} .0625 | .55118 | 14 
B/G4e komcceoes .078125 | | 9/16) .5625 
.O7874 | 2 | 37/64 ET Se .578125 
3/32. ...}|.09375 | | .59055 | 15 
Cs ss ee . 109375 | 19/32... .|.59375 
11811 3 39/64. sto aetacs .609375 
1/8.) 125 5/8.) .625 
ee |. 140625) | .62992 | 16 
5/32... .|.15625 SU(G4... osc .640625 
.15748 4 21/32... .|.65625 
13 70: Sian er e |.171875 .66929 | 17 
3/16| 1875 i ea .671875 
| - 19685 | 5 11/16) .6875 
LS 1 C:  aeesaie | - 203125 | 5 ies: . 703125 
7/32. ...|.21875 | .70866 | 18 
1/GA. kc cweus . 234375 | 23/32. ...|.718¢5 
.23622 | 6 ||47/64......... . 734375 
1/4.|.250 .74803 | 19 
1 y (See ee . 265625 3/4.|.750 
|.27559 7 WAQGIGGs. «5 ceue: . 765625 
9/32... |. 28125 25/32... .|.781250 
it) /(: Seaaeeeee prea . 296875 . 7874 20 
5/16) .3125 C17.” eee, . 796875 
.31496 8 13/16) .8125 
SEGA... 2c ecu .3828125 .82677 | 21 
11/32. ...|.34aé5 DS): ee .828125 
.35433 9 27/32. ...|.84375 
y(t .3599375 BSJGAS cq os cates .859375 
3/8.|.375 .86614 | 22 
v.57; ae . 3890625 7/8.|.8750 
.3937 OR o7/.: . 890625 
13/32. ...|.40625 .90551 | 23 
BOOM sl iceees .421875 | 29/32... .|.90625 
.43307 | 11 GBs 4 Saee .921875 
7/16} .4875 15/16} .9375 
FIGS S52 ox .453125 .94488 | 24 
15/32. ....|.468¢5 GE/GAs 435 ne .953125 
|-47244 12 31/32... .|.96875 
SE OH a aso ewes | 484375 | .98425 | 25 
1/2.|.500 03/0) ee .984375 








Inks Best Adapted To Various Divisions of Paper 














Paper Ink 
PN A ciaainaediaeseee News for fast press, flatbed- 
web and cylinder respec- 
tively 
ee eae re Nee Poster, of a body suited to type 
of press 
Pans ee oe snankasewen Book, magazine or catalog, 


suited to press 





i eee eee yr Halftone, suited to press, 
platen, cylinder, rotary 




















ee errr Dull halftone, suited to press 

ey peer Non-scratch, quick, hard 
drying job 

Wove and laid............. | Hard drying job 

Uncoated cardboard........ | Halftone or job 

Bond and ledwer........... | Bond 





Hard and rough cover, linen, 
Wi ccousrievieeenres Cover 








Glassine, cellulose tissues, etc. | Special 














Halftone Screens — Decimal Equivalents 





Various Halftone Screens and Uses on Paper Stocks 


_ Technical Section 
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100 











110 











120 
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Screens Best Adapted To Principal Kinds of Paper 








Plate Cover S&SC Coated Dull Wove Laid Bond 
News Plate Coated Ledger 
GOidine Halitone . 0k. cs cc ceca ewes Good Good Good 
G5 line halftone ....c 0. oe coe ee cee es eee Good Good Good 
Cpt ol re Good Good Good Good Good Good Good 
100 line halftone........................ Good Good Good Good Good 
1Z0itine falltone. .... .... cc coe ee cose nen Good Good Good Good 
135 dene Balone.......0 66... cee cee eens Good Good Good Good 
ee Good Good Good Good Good Good 
See eee eee eee eee Good Good Good Good Good Good Good 
Combination halftone and line........... Good Good Good Good 
, Good Good Good Good Good Good Good 
ee eee Good Good | Good Good Good Good Good 
Colorplates, process...................... Good 
Colorplates, line or tint....... ere eee re Good Good Good Good Good Good Good 
LESS OSS Oe a Good Good Good Good Good Good 
ES phn ee Cts es 6644 SHORE KE Good Good Good Good Good Good Good 
Decimal Equivalents of Millimeters 
MM Inches MM Inches ,MM Inches | MM Inches 
Bere ee de ee 0.98425 | 44................. Dee 1 MD os Shee s arene en 2.48031 Pais Cec olt ere ee ene oe 3. 22834 
Sek = eee a 1.023862 | 45................. DED «| BOM hi ens srcincvs « aahoticn 5 Deu | NERS os wk onan 4S we resene 3.26771 
<o \ EE ly eee er a LD WGZO9 | 46.6... cee ccs owed RO) IBD Sonu, aclssaraiendcoua ete 2.55905 (0 eee panies 
ERE ee aa Nae U3: Gl: rr eee | SCN IS a a ae re ar 2.59842 - Ron - 
ER ee eee v . ae 2.63770 | 83.....-----0-2205: 3.34645 
sin gg ssecinscnadionised eo ers a OU eee 3.38582 
Ne in pick in desi alee ae 1.18110 . ae . > 85. eee 3.42519 
> NOR en eae eee Jee 1.96850 | SRN RAE 3.46456 
LRA a ete nes oY a ae Ma IN i va nai ies ana dsenande Seed it i. Sere pert s 2.75590 >: 2 RRR een Pace 3.50393 
ee are Mes Ve 0 rd re ek | bos fiste-aielssar Sid wala oe 2.79527 ae 
Tete ea etc CE TE sori ssedeueees 2.08661 | 72..............04. 2.83464 > eer roe ree i 
eae ee: San Pr RH kara CUtNVNM ae: I ee, 3 62204 
Ee By RRS eee pet TBE by Ss rr 2.16535 elt 
| RT SIE AT east DRO | WOO ooo ecicid ocunaalsceals 2.20472 Ox tiortyeva0nbe,eoiaoeaeers PAE 152.725 RS 2” ae a ee 3.70078 
1S Sa OER roe ee Ty AO! | PIG oh aisccvers. Sess eo ete 2.99212 e . e 
RRR aR ERE 1.53543 | 58................. aE rrr. 3.03149 - ere naneaem ates pee 
| 5 ‘ is | Paebeg te 20h rare ares 
Uae es eee onceeaaeaeaadaacaa mt games < 1k ee 381889 
|S ES ot een MBIA |B esis csceecsicce cee 2.36220 | Bye race a, eae 3.85826 
ApS ES ee AOR ok PhS Sr) Ate) ry Gl: | 3.14960 Ne tests ena erce ates 3.89763 
Ee a Ay: a NT POE oon cxarcondesr euccaherd ahacanee Sasser (Mec. ecg oer 3.93700 
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Technical Section 


Printing Press Specifications 











PLATEN PRESSES 


PRINTING PRESS SPECIFICATIONS—LETTERPRESS, OFFSET, GRAVURE 


Maximum and Minimum Sheet Size, Inside Chase Capacity or Maximum Plate 
Area and Impressions per Hour or Rotary Production of Platen, Cylinder and 
Rotary Letterpress Machines, Offset Presses, Newspaper Presses, Aniline Presses 


and Sheet- and Roll-feed Gravure Presses, according to manufacturers’ specifications 

















MAKE AND MODEL Maximum , Minimum | Maximum Type| Impressions 
Sheet | Sheet Form Per Hour 
) ‘ Chandler & Price Craftsman 10x15........... ll xl5\% | 134x334 10 x15 3,600 
| Chandler & Price Craftsman 12x18........... 13 x19 | 1%x334 12 x18 3,000 
Chandler & Price Craftsman Automatic 
— i eee eee eer ee eee 16 x234 3 xd 1414x22 2,600 
| | Chandler & Price Heavy Duty Craftsman 
RRL LL ERMINE 16 x2314 3 x5 | - 1414x22 2,300 
Chandler & Price Super Heavy Duty 
4 ee aoe 16 x23 3 xd 1416x22 2,300 
: I ono he 4 PSs a a a | CL ne ee 7 =a Up to 3,500 
| Heidelberg Ultra-I..............seeeeeeeee- | 10 x15 2 x34 1014x137 | Up to 5,000 
eee a! | 13 x19 2 x3 1254x1754 | Up to 3,500 
; Kluge Automatic 10x15..................... |} 12 x5 2 x3 a errr 
Kluge Automatic 12x18..................26. | 14 x19% 2 x3% ) i a eee 
' Miller Master Speed Jobber................. | 1144x174 pS Ee a aes 3,200 























er Job Presses-Job Cylinder Presses) 








HIGH-SPEED CYLINDER PRESSES (Cylind 


| 



































f | | | 
MAKE AND MODEL Maximum | Minimum |Maximum Type Impressions 
Sheet | Sheet Form | Per Hour 
, ATF Little Giant...................00000:. 12 x18 34x54 1154x1714 | 2,700 to 3,500 
pe ee eer ee | 14 x20% | 3144x5% 1214x20% 3,000 to 5,000 
Pg he es | 7 xil0 17144x25 2,800 to 4,200 
Sr Pe es occa eave eee cane sas | 22 x28 | 84x11 20 x28 2,200 to 3,600 
| Chandler & Price No. 1............000-0000- | 41 x15 314x514 11 x14 Up to 4,800 
Chandler & Price No. 2............-.0.0005. | 1214x1814 314x514 12 x18 Up to 4,800 
' ee ee | 2 | 3ixB1g | 14x19- 
| I I iia is oy Kee bee KO a Hire NE OS | 14. x20 | 314x5% | pei see Up to 5,000 
I ios iss he ea | 22 x28 | 84x11 1934x26 2,000 to 3,600 
Miller (P) High Speed...................-5. 13 x20 | 4 x7 12 x19 2,500 to 5,000 
Pe CF gk a ok oe cee ee iwened os | 20 x26 | 814x11 19 x24 2,250 to 4,500 
} 
Ee ee er ee 914x13 216x4 83x12 | Up to 6,500 
a — ee Sa A En aS ——e ———————— 
| CYLINDER PRESSES (Single Color) 
MAKE AND MODEL Maximum | Minimum | Maximum Type| Impressions 
Sheet Sheet Form Per Hour 
Po gS ree er ere rerr err Te 24 x35 | 84x11 2134x35 2,200 to 3,000 
| 
uttiek: Bh Cetias. «2 oo ie cee is cess scene 2416x385 11 x17 22 x32 3,000 
ee rr | 26 x40 11 xl7 24 x37 2,500 
| ones i ee 28 x41 11 x17 2414x39 2,400 
Bebeock © Omlmeae... .....:-.. cece ceeccenn | 32 x45% 11 x17 29 x43 2,200 
a re re a ae 35 x50% a. 3 31 x48 2,000 
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CYLINDER PRESSES (Single Color) — (Continued from Preceding Page) 





























MAKE AND MODEL Maximum | Minimum Maximum T | | ae 
| Sheet | " Sheet — | ‘ae 
Mepmonen 20 Cptamus. .. . .... ces | 3914x54 | li x87) 6|| )h«€6Sf 6xil 1,850 
Paboeck 11 Optimus... ........ 2... eee ess | 43 x61 | 11 xl7 | 40 x59 | 1,750 
Babcock 12 Optimus....................... | 4514x6416 | 11 x17 | «42 x62 | 1759 
Lee No. 38 (Fly or carrier delivery).......... | 24 x36 | 6 x9 | 22 x35 | 2,500 
Lee No. 42 (Carrier delivery only)...........) 26 x40 | 6x9 | 25 x38 2,000 
| | | 
Miehle No. 41 SC Unit.....................] 28 x41 | 16 x19 | 24 x38 =| ~— 3.000 
Miehle No. 46 SC Unit..................... | 382 x45l4 | 16 x19 | 29 x42 2,800 
I 25 Rah baie hoa scene ane | 88 x5214 16 x19 | 341x49 | 1,950 
TN I | 414x56 19 x25 | 38 x52 | 2.250 
Miehle 5/0 Special.....................008- | 46 x6744 | 24 x24 | 41 x64 | 1,750 
Given een cca sses ores eves 50 x7314 | 24 x24 4514x70 | 1,600 
| 
rip i owe eared Kan eee ens ees ees | 28 x4l | 11 xl7 | 28 x88 4,000 
eh iin Gea ccdnn gunn G haw ex anees | 23 x41 | WW x17 | 25 x38 4,000 
I ee er ee re ee ee | 40 x52 | 11 x17 | 38 x49 | 3,250 
Miller (CK). ......00...0000cceeeeeeeeeeees 40 x52 | 11 xi7 38 x49 3,250 
mm osetia Santen ST : =~ = Suceienanipeeeapeanetiean : me rr ee = ——=—_—_—_—— 
CYLINDER PRESSES (Two-color) 
MAKE AND MODEL Maximum Minimum Maximum Type Impressions 
Sheet Sheet Form Per Hour 
Harris TFC Two-color.................00--. 2 x30 | ll xl4 | 214x299 | 3500 
| 
Miehle Horizontal Tandem.................. 22 x28 816xll_ 1934x26 | 3,600 
SS Eee ee 2714x41 | 16 x19 24 x38 | 2,800 
Miehle No. 46 TC Unit..................... 32 x45\4 | 16 x19 29 x42 | 2,500 
Miehle No. 0 TC Unit..................... 38 xd5d% | 19 x25 3614x51 1,700 
Miehle 6/0 TC Unit........................ 4614x691 24 x24 46 x65 1,500 
hy ian de svt nue sane ee ees passawees 28 x41 11 x17 25 x38 si 3,500 


ROLL-FEED HIGH SPEED PLATEN MACHINES 











MAKE AND MODEL | Max. Web Max. Ptg. Max. Paper Number feeds Impressions 
Width | Area Feed p.i. possible p.i. Per Hour 
New Era Multi-Process 6x6... .| i | 614x 6 8 2 8,000 
New Era Multi-Process 9x12... 13 | 10 xl2% 12 3 7,500 
New Era Multi-Process 12x12.. 13 | 124%x12% | 12 3 7,500 
New Era Multi-Process 13x13..) 13144 1216x13 | 13 3 7,200 
New Era Multi-Process 13x20.. 24 13 x22 | 16 3 7,000 
New Era Multi-Process 13x28.. 32 13 x30 16 3 6,000 


These presses will punch, perforate, num-! 
ber, imprint, slit and rewind. Belt delivery. | 





ROTARY LETTERPRESS MACHINES (Sheet feed) 











MAKE AND MODEL Maximum Minimum Plate Area Impressions 
Sheet Sheet Per Hour 
ee ee rr 50x72 | 4816x70 | 2,000 to 4,000 
ee 17x22 | 6x2 2214x1634 | 7,000 to 10,000 


Can be had with duplex feed up to 11”, doubling production. 
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Technical Section Printing Press Specifications 





CYLINDER PRESSES (Perfecting) 





MAKE AND MODEL | Maximum Minimum | 



































Maximum Type | Impressions 
Sheet Sheet | Form | Per Hour 
RI cc on coos new sede oisevancenie | 40x5514 19x25 | 38. «xdI 1,800 
ON Oe scuciscn heh Snaiea'enadads waecareye | 45x6814 24x24 | «= 4214x64 1,600 
ROLL-FEED LETTERPRESS, ROTARY 
MAKE AND MODEL | Max.Web | Max. Ptg. Min. Cyl. Max. Cyl. Rewind 
| Width Width _ Circumference | Circumference _ Ft. Per Min. 
oe ra 14 | 4g%—~C=~™ 6, | my 150 
Champlain 3G-17............ | 17 16% 15% | 26 350 
Champlain 3G-20............ 20 191% | 15% | 26 | 350 
Goss High Speed ccaiaediaiae | |Running Speed 
Magazine Press............ As specified but} As specified. |As specified but] As specified. | Up to 1,000 ft. 
For black or color printing up to 5 colors on\denends on cyl. depends on web per min. 
each side of the web. Running speeds up to! ‘ ‘ 
1,000 ft. min. in 1 roll-32, 48, 64 pages; 2 roll-| diam. width 
64, 96, 128 pages; and up to 192 page maga-| } 
gine presses. May be equipped with right-| | 
angle or straightaway folders with pins or | 
se eae Gs ae | | 
= pve jeentalae and wire stapling} 
devices. | | 
Hamilton Letterpress Rotary | | | 
Printing Presses........... ag le a we diate Sys Rita ra ee cee Bi a eae Peerreerers 
Commercial and magazine are made in any| | | 
size and any width to customer’s specifications) | } 
; | | 
Willsea Multicolor Web Press| 60 up 60 up | 31 | 75 | ie iaeauioa ae 
Rewinding or cutting, scoring and deliver-| | 
ing in pockets. | | } 
Consult P-Double-E Indexes for manufacturers of all kinds of presses 
OFFSET PRESSES (Single color) 
MAKE AND MODEL | Maximum Minimum Maximum Impressions 
| Sheet | Sheet | Print Per Hour 
ATF Webendorfer Chief ‘‘22”............... | 1714x224 | 8 x10 | 17 x22 | 3,000 to 5,000 
ATF Webendorfer Big Chief ‘‘29”............} 23 x29 11 xl7 | 22 x28 | 3,000 to 5,000 
ATF Webendorfer Little Chief “20”.......... | 14 x20 | 6 x8 1314x19 Up to 5,000 
Harris 17x22LSB-Single color................ | 1716x22% 814x11 171¢x221 | Up to 7,000 
Harris 21x28 LSN-Single color............... 22 x30 | 10 x14 2154x29 Up to 6,000 
Harris 22x34 EL-Single color................ | 23 x36 | 10 xl4 |) 221%x35 Up to 5,500 
Harris 26x40 LSQ-Single color............... | 2816x41 | 17 x22 | 2814x401% Up to 5,500 
Harris 35x45 LSS-Single color............... | 36 x48 17 x22 3594x4714 Up to 5,000 
Harris 42x58 LSJ-Single color................ | 42 x59 | 22 x34 4154x5814 Up to 5,000 
Harris 4614x6814 LSF-Single color........... | 4616x684 | 25 x38 46 14x68 Up to 4,500 
DN. j puwsahoereenes sane easdeas | 32 x43 17 x22 2934x4234 Up to 5,000 
SAM 5c lca pate eean ada ok ee acaness sales | 42 x55% 19 x25 4114x55 Up to 4,500 
I soe Stata G 50 enn v ane | 50 x72 25 x36 | 4916x71% Up to 5,000 
Rutherford 19x25 RHS-Single color...........| 19 x25 84x11 1834x25 Up to 6,000 
Rutherford 20x28 RHL-Single color..........| 20 x28 11 xl4 1914x28 | Up to 6,000 
Willard 2214x30-Single color................. | 22 x30 | 22 x29 | Up to 6,500 
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OFFSET PRESSES (Multicolor), Sheet Feed 




























































































| | | aa 
MAKE AND MODEL | Maximum Minimum Maximum _ Impressions 
| Sheet Sheet | Print | Per Hour 
. ‘@! ae 
Harris 26x40 Ee | 2816x41 | 17x22 | 2844x4044 | Up to 5,500 
Harris 35x45 LST Two-color................ | 386 x48 | 17x22 355 ex \% | Up to 5,000 
Harris 42x58 1-4 colors..................... 42 x59 | 22x34 4154x5814 Up to 5,000 
Harris 4614x681 1-4 colors................. | 4616x6814 | 25x38 4614x68 Up to 4,500 
| | 
ee | 42 x5514 19x25 | 4116x55 | Up to 4,000 
OE rn i se 25x36 | 4916x71% | Up to 5,000 
WEB OFFSET PRESSES (Roll feed) 
MAKE AND MODEL Max. Web Max. Ptg. | Min. Cyl. | Max. Cyl. Impressions 
Width | Width Circumference | Circumference Per Hour 
ATF Webendorfer Multi-Color "7 
Web Presses built to custo- | 
ee ee eee Ss iueats ewe ia heated y caewere reeves. | Tiki eee 
Hoe Roll-Feed Multicolor Web | | 
Presses built to customer’s, | | 
NN ike oie k bts Hid Kha He Ws ayes yan 5 ep oS o9 3 rer tree Jott tect tenes | Gaia eae 
| ' | ‘ | 
Hooper Web Offset—Wet or Dry' 30 to 36—|:« 17 to 2314x380 | 17 | 231% | 12,000 
| | 17 to 2314536 | | 
New Era Roll Feed Multi- | 
Process Presses............| 28 26 | 20 32 | 12,000 
Punching, perforating, numbering, im- H | | 
printing, slitting, rewinding and pile delivery. | | 
‘N EWSPAPER FLATBED WEB PRESS (Roll feed) 
MAKE AND MODEL Sheet Max. Form | Max. Form Impressions 
Size in Chase in Bed Per Hour 
eee ee 2216 cutoff by 2116x173 2116x6834 3,500 
iv 2 page magazine siz d- 793% max. webh 
BR pee phe ti Eger wna Aaa ge 8 (2: 4 max. W eb 
page newspaper or 4 to 16 page te abloid. ae _ a pe A. A _ : = 7 , 
NEWSPAPER PRESSES (High Speed Rotary) 
MAKE AND MODEL Max. Web Max. Ptg. Standard | Max. Cyl. Speed—copies 
Width Width Cyl. Diam. Circumference | Per Hour 
Goss Anti-Friction type “A’’.. aT Up to 68 & 76 As specified 1341, 1334, | 48, 48.2, 45.55, | 60,000 
PEs cots Wt portable fountains! 14%, 15 or | 47. 12 or as | 
decks, ete. | as specified specified 
Goss Anti-Friction type “B”...| Up to 68 & 76 As specified | 1344, 1334, | 43, 43.2, 45.55, 50,000 
Color provisions by use of portable fonn- 14144 15. or 47.12, or as 
tains, extra color fountains, center colors, | 2) ph an 
half decks, ete. | as specified specified | 
GossU nit Ty pe Multi-color Press 67 _ As specified 13°24 or as As specified | 36,000 
Adapted to print four colors on each side! specified 
of the web. | | @ 
Goss Deck Type Multi-Color | | 
a aan 34 As specified 1334 or as As specified | 36,000 
specified 
Goes Unitube................ Up to 38x1814 |......... teaw 7% | 22.776 40,000 
Color provision by use of portable foun-| per plate with | 
tains, single or double center colors, extra| 4 A 
color ‘fountains, etc. Goss Unitube allows page| ie Margin 
combinations in multiples of two. | 
Wood—Heavy Duty. 72 71 aeeverrerr Max. C yl. Cir. 50,000 
“-. se 
Units can be arranged to suit requirements| | 455 
—. pct yo suena Colors from one | Min. Oyl Cir. 
| 
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Printing Press Specifications 








ANILINE LETTERPRESS 












































MAKE AND MODEL Printing Length Width | Heightof | Width of 
Width of Press of Press 6-color Press | 4-color Press 
ine ary ia eG A <P | 
Cottrell-Heinrich Multicolor | | | 
~ Aniline Printing Press No. I.. 26”’ 14’ 71" 7 ft., 8 in. | 6 ft. 
Cottrell-Heinrich Multicolor | | 
Aniline Printing Press No. IT. 32” 14’ a | 7 ft., 8 in. | 6 ft. 
Cottrell-Heinrich Multicolor 
Aniline Printing Press No. III 36” 14’ 81” 7 ft., 8in. | 6 ft. 
Cottrell-Heinrich Multicolor | . | 
Aniline Printing Press No. IV, 42” 14’ 87” | 7@ft,8in. | 6 ft. 
Larger sizes can be furnished. Speeds up to | | 
1,000 ft. of web per min. | Height of Press | Printing Lgths. 
Milwaukee 4-color Aniline Press 24” to 42” 196” Based on press 9'6” | Up to 31” 
7 =u a! size | es: 
GRAVURE PRESSES (Sheet feed) 
— ~ ‘soos i aT oa ee = | | 
MAKE AND MODEL Maximum Minimum | Maximum | Rated 
Sheet Sheet | Printing Area | Speed 
Sea mea 7 a ep ae ee Se ee , ¥ | 
i Eg 5. ne aces Kae ee re a ates 1134x19 6x8 113%x18 3,000 
EE OR MR 5 is. 2 ahaa hemo Re 22 x30 6x8 2034 x29 2,800 
SS 2 eer er rer er rr rr ee 26 x40 6x8 2534x39 | 2,800 
| 
ROTOGRAVURE PRESSES (Roll feed) 
MAKE AND MODEL Max. Web Max. Ptg. Min. Cyl. Max. Cyl. Rated Speed 
Width Width Circumference | Circumference | Ft. p. m. 
Chamaplein V-i. . . . 6.010005. 214 2 5 | 9 150 
Chanmmiain V-4. ....5 eed ecen. 434 4 614 12% 500 
Champlain V-6.............. 61% 6 6% 11 300 
Champlain V-9.............. 91% 9 10 17% 500 
Champlain F-16.............. 16% 16 15 26 600 
Champlain F-20............. 2014 20 15 26 600 
Champlain P-26............. 261% 26 17 35 600 
Champlain P-31.............. 311% 31 17 35 | 600 
Champlain D-36............. 361% 36 231% 341% 600 
These presses may be equipped with vari- 
ous Champlain fabricating units for perforat- 
ing, slitting, scoring, die cutting, sheeting or 
rewinding. 
thes aas-aig LEER EE 75 Limited by web 341% 561% & 72144 Up to 1,500 
Press may be equipped with newspaper ridtl 
or magazine folders, rewinders, imprinting wi ) 
devices, etc. 
Goss-Gravure................ 75 Limited by web 341% 55 Up to 600 
Press may be equipped with newspaper a It 
or magazine folders, rewinders, imprinting wiath 
devices, etc. 
mryrete A446... oe cee dscns 4 4 10 18 500 
i 5 > rr 26 26 15 38 800 
Perote TD... .. «00s ins.. 10 10 15 25 | 800 
a Le 52 52 18 50 | 800 


Models A, B, C, are made in every size to 
meet requirements. These machines print, 
rewind in roll, or deliver in sheets or folds, 
print-coat all over or spot-coat, print and 
apply any coating of hot or cold fluid. 





Newspaper Column Measurements 
(12 Pica Column using 4 point column rule) 


PR so x: oi ncrx ala oui eee oe eau ae 12 picas 
IN isc Se crgecdtgtn tae oda 24 picas, 4 points 
3columns.............................+36 picas, 8 points 
I 055-9 xs. .5.9 9 Dasa warden ease 49 picas 
ey re ee ret arene rane yes 61 picas, 4 points 
INDE 0. 615: 5 ssa reheat came nT 73 picas, 8 points 
RN Fs sit ce nccuc a evan 86 picas 
PIN 5 hes diuns dive daparveede eee 98 picas, 4 points 
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When Ordering Inks 


In all cases, the ink should be ordered for the type of press, 
platen, cylinder or rotary and the sort of paper. The presence 
of halftones in the form and any special drying or other quality 
should be made known to the ink maker; also any finishing 
operations to be made. For exact color match, a sample of ink 
previously used is best, otherwise send a clean proof to ink 
maker. Engraver should proof on stock to be used on pro- 


duction press. 
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The NEW No. 10 Vandercook 
Block Leveller is built for per- 
manent accuracy. It is easy to 


operate. It takes a plate up to: 


1214" 18". 





Makeready time is reduced to 
a minimum if plates are prop- 
erly blocked before they go in- 
to forms. This requires check- 
ing of plates for levelness and 
accuracy in height. 

Hacker Plate Gauges make 
checking easy. A convenient 
dial indicates variations in the 
height of plates from predeter- 
mined standards. Corrections 
are made by underlaying or 
planing to thousandths to def- 
inite measurements. 
| No. 6 Hacker Plate Gauge 
measures flat plates up to 12” 
wide. The No. 9 Hacker Plate 
Gauge takes plates up to 18” 
wide. There is no limit on the 
length. The No. 9 Hacker Plate 
Gauge will meastire curved 
plates from the largest diamet- 
er down to 6". 

The NEW No. 10 Vandercook 
Block Leveller, an essential ma- 
chine for practical premake- 
ready, planes plates up to 12!" 
x 18”. It will plane either wood 


The No. 6 Hacker Plate Gauge a 
ately determines over or under heigh 
in each section of the plate. It tak 


flat plates up to 12"’ wide---any length. 


NDERCOOK & 


€ 


1. New one horse power motor : 
is twice as powerful as that: 


of former Block Leveller, © 


2. Motor driven table with auto. 


matic brake. 


3. Foot Pedal releases brake 


and starts both motors. 


4. Easy acting plate clamp. 


5. Heavy construction insures 
permanent accuracy and long 
life. 


6. Price is lower. 


The No. 10 Vandercook Level- 
ler will serve printer, engraver 
or electrotyper equally well. 

Write for complete descrip- 
tion and prices of all Vander: 
cook and Hacker Premakeready 
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Equipment. Recommendations 


on special proving problems 
will be made upon request. 


Vandercook Proof Presses” 
offer the visible evidence} 
as to when plates have 
been brought to the best 
printing height. Final de” 
terminations of printing 
quality should be made by 

proving. Write for com- 

plete catalog. 

















A majority of all modern prov- 
»*'ing processes have been de- 
_ veloped by Vandercook & Sons. 
| Ever continuing improvements 
_| have made fine proofs a ne- 
| cessity in most plants. 
' There are many types and 
§\ designs of Vandercook Proof 
| Presses---from simple and inex- 
4 pensive presses to the No. 427 
Four Color Proving Machine 
which requires a ten thousand 
dollar investment. All have 
J been developed to meet spe- 
cific requirements and do cer- 
tain work most economically. 
The No. 3 Vandercook Proof 
Press has long been a favorite 
among good printers through- 
4 out the world. It is a general 
purpose proof press and meets 
| most proving requirements of 
'| many printers. 
The No. 3 Vandercook Proof 
§ Press is built for heavy duty 
+, and long time accuracy. It can 
be ,used for every-day proving 
P| Or accurate color register work. 
‘ It takes a form up to 14”x18". 
i The No. 23 Vandercook Elec- 


tric Proof Press can print 40 
proofs a minute. It is ideal for 
proving type in galleys as it 
comes from the machine, or 
smaller advertisements, cata- 
log or book pages. 

No. 23 Vandercook ELEC- 
TRIC Proof Press takes forms 
up to 14"x27'4". It is a fast 
machine, recommended for use 
when high-speed production is 
essential. 

No. 320G Vandercook Hand 
Operated Proof Press prints 
proofs of forms 19”x24!,”". 
It will take a full size newspa- 
per page locked in stereotype 
chase. Small automatic press 
forms may be locked before 
proving. 

No. 320G Vandercook Hand 
Operated Proof Press is the 
economical solution to the big 
proof problem. The No. 320G 
may be used for registering and 
pretesting forms before they are 
sent to press room or foundry. 

There are Vandercook Proof 
Presses for every proving re- 
quirement. 


Vandercook Proof Press. 
favorite of Fine Printe 
jughout the world. 


pof Press. The fastest press 
proving type and plates in 
7s. 


Automatic Delivery and 
t Fountain. 


COOK & so 
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or PROFITS in 1941 
and in the Future 


It looks as though 1941 will be a good year for business. 


So now is the time to prepare for 1941 profits in type com- 
position. And for future as well as immediate profits, buy 
the machine that will keep step with your business... the 
machine that can be converted from one model into an- 
other (mixer to non-mixer or vice versa) to meet changing 
requirements. That machine is the Universal Intertype. 


Write for details to Intertype Corporation, Brooklyn, N. Y. 


STEP AHEAD WITH THE UNIVERSAL 


INTERTYPE 


VOGUEAND FUTURA FAMILIES 














